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FOREWORD. 


The  Bureau  of  Navigation,  in  publishing  this  list  of  those  who  died  in  the 
Naval  Service  during  the  World  War,  desires  to  take  advantage  of  the  oc- 
casion and  to  express  its  high  appreciation  of  the  patriotism,  devotion,  and 
loyalty  of  those  citizens  of  the  country  who  have  willingly  given  their  lives 
to  its  service. 

To  the  bereaved  ones  it  wishes  to  express  its  deepest  sympathy  in  the  losses 
they  have  sustained  and  to  offer  them  the  comforting  thought  that  the  de- 
parted ones  have  died  nobly,  and  their  memories  will  ever  be  held  in  sacred 
esteem  by  their  surviving  comrades  and  by  all  citizens  who  appreciate  the 
services  rendered  by  those  who  have  served  in  their  country's  defense. 

Thos.  Washington, 
Chief  of  the  Bureau  of  Navigation. 
Washington,  D.  C, 

March  11,  1920. 

(3) 


DEATHS  IN  THE  UNITED  STATES  NAVY  FROM  APRIL  6,  1917, 
TO  NOVEMBER  11,  1918. 

OFFICERS,  REGULAR  AND  RESERVE. 


Abey,  Jarvis  Harry,  ensign,  United  States  Naval  Reserve  Force  (class  4). 

Died :  Attached  to  U.  S.  S.  Vermont. 

Date :  October  4,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:   Mrs.  Rose  Ellen  Abey    (mother),  222  Lexington   Avenue, 
Rochester,  N.  Y. 

Appointed  from  New  York. 
Adams,  Harry  E.,  lieutenant  (junior  grade),  United  States  Navy. 

Died :  At  United  States  Naval  Air  Station,  Pauillac,  France. 

Date:  October  5,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin  :  Mamie  Adams  (wife),  R.  F.  D.  4,  Pensacola,  Fla. 

Appointed  from  Rhode  Island. 
Ahern,  John  Bernard,  gunner,  United  States  Naval  Reserve  Force  (class  4). 

Died:  On  U.  S.  T.  C.  Ticonderoga  (torpedoed). 

Date :  September  30,  1918. 

Cause:  Enemy  action. 

Next  of  kin:  D.  J.  Ahern  (mother),  556  Brown  Avenue,  Manchester,  N.  H. 

Appointed  from  New  Hampshire. 
Alden,  Spencer  T.,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died :  At  Naval  Air  Station,  Bay  Shore,  Long  Island. 

Date  :  May  4,  1918. 

Cause:  Accident  (fracture  frontal  bone,  compound). 

Next  of  kin:  Samuel  R.  Alden  (father),  17  Bank  Block,  Fort  Wayne,  Ind. 

Appointed  from  Michigan. 
Algar,  Philip,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died :  Navy  Base  Hospital  No.  5,  France. 

Date:  October  15,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin  :  Mrs.  Alfred  Algar  (mother),  193  Central  Avenue,  Milton,  Mass. 

Appointed  from  Massachusetts. 
Axlen,  David  Gordon,  past  assistant  surgeon,  United  States  Navy. 

Died :  At  Porta  Delgada,  Azores,  attached  to  U.  S.  S.  Panther. 

Date:  September  5.  1917. 

Cause :  Food  poison,  acute. 

Next  of  kin:  Annie  Wood   (mother),  10  Taylor  Street,  Savannah,  Ga. 

Appointed  from  Georgia. 
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Allen,  Edward,  chief  boatswain,  United  States  Navy. 

Died:  At  Brooklyn,  N.  Y. 

Date:  April  16,  1917. 

Cause:  Disease  (carcinoma). 

Next  of  kin:  Mrs.  Edward  Allen  (wife),  802  Washington  Street,  Hoboken, 
N.  J. 

Appointed  from  New  Jersey. 
Allston,  Frank  C,  lieutenant,  United  States  Naval  Reserve  Force. 

Died:  On  U.  S.  S.  Westover  (torpedoed). 

Date:  July  11,  1918. 

Cause :  Enemy  action. 

Next  of  kin:  M.  C.  C.  Allston,  (wife),  Summerville,  S.  C. 

Appointed  from  South  Carolina. 
Andrews,    Junius    Franklin,    ensign,    United    States    Naval    Reserve    Force 
(class  5). 

Died :  At  Naval  Air  Station,  Chatham,  Mass. 

Date:  July  13,  1918. 

Cause:  Accident  (burned  to  death). 

Next  of  kin:  Augusta  L.  Andrews   (mother),  913  Hangier  Avenue,  Dur- 
ham, N.  C. 

Appointed  from  Maryland. 
Antosch,  Walter,  machinist,  United  States  Naval  Reserve  Force   (class  3). 

Died:  On  U.  S.  S.  Westbridge  (torpedoed). 

Date:  August  15,  1918. 

Cause:  Enemy  action. 

Next  of  kin:  Anton  Antosch  (father),  609  Third  Avenue,  New  York,  N.  Y. 

Appointed  from  New  York. 
Abbogast,    Wheldan    Smith,    ensign,    United    States    Naval    Reserve    Force 
(class  3). 

Died :  On  Hernmn  Frasch  when  it  collided  with  O.  C.  Henry. 

Date:  October  4,  1918. 

Cause :  Accident. 

Next  of  kin:  Sarah  Ellen,  Arbogast   (mother),  313  West  Jefferson  Street, 
Springfield,  Ohio. 

Appointed  from  Ohio. 
Arnold,  Conway  H.,  rear  admiral,  United  States  Navy  (retired). 

Died :  At  home. 

Date:  July  16,  1917. 

Cause:  Disease  (nephritis,  chronic,  interstitial). 

Next  of  kin:  Fanny  W.  Arnold   (wife),  800  Riverside  Drive,  New  York, 
N.  Y. 

Appointed  from  New  York. 
Aspeb,  Bubt  J.,  lieutenant  (junior  grade)   (Medical  Corps)  United  States  Navy. 

Died :  On  U.  S.  S.  Cyclops  when  reported  missing. 

Date :  June  14,  1918. 

Cause:  Accident. 

Next  of  kin:  John  C.  Asper   (father),  329  South  Main  Street,  Chambers- 
burg,  Pa. 

Appointed  from  Maryland. 
Avebill,  Ray  Rufus,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died :  On  U.  S.  S.  Tenadores. 

Date :  October  17,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin :  Helen  B.  Averill  (wife)  Wentworth,  N.  H. 

Appointed  from  Massachusetts. 


Avery,  Robert  Gilbert,  lieutenant,  United  States  Naval  Reserve  Force  (class  3). 

Died:  At  Naval  Hospital,  Norfolk,  Va. 

Date :  October  8,  1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:  Ella   May   Avery    (wife),   137   East   Avenue,    South,   Balti- 
more, Md. 

Appointed  from  Maryland. 
Barnes,    Merritt   Hawthorne,    ensign,   United    States   Naval   Reserve    Force 
(class  4). 

Died :  Naval  Hospital,  Washington,  D.  C. 

Date :  October  20,  191S. 

Cause:  Disease  (influenza,  pneumonia). 

Next  of  kin:  Mabel  B.  Richardson   (mother),  56  Liberty  Street,  Dan  vers, 
Mass. 

Appointed  from  Pennsylvania. 
Barney,  Edward  Selby,  ensign   (Supply  Corps),  United  States  Navy. 

Died :  At  Fort  Lyon,  Colo. 

Date :  May  21,  1918. 

Cause:  Disease  (tuberculosis,  pulmonary,  chronic). 

Next  of  kin:  Jean  Barney  (wife),  2220  Blake  Street,  Berkeley,  Calif. 

Appointed  from  West  Virginia. 
Barry,  Edmund  Borton,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died:  At  United  States  Naval  Air  Station,  St.  Trojan,  France. 

Date:  August  22,  1918. 

Cause:  Accident  (result  of  explosion  of  bomb  on  seaplane). 

Next  of  kin:  Edmund  P.  Barry  (father),  52  Cady  Street,  Rochester,  N.  Y. 

Appointed  from  New  York. 
Bate,  Albert  John,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died:  At  Base  Hospital  No.  6. 

Date:  September  19,  1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:  Edmond  Hill  Bate   (brother),  50  Church  Street,  New  York, 
N.  Y. 

Appointed  from  California. 
Baume,  Thomas  Austin,  boatswain,  United  States  Navy. 

Died:  Mare  Island,  Calif. 

Date:  October  23,  1918. 

Cause:  Disease  (influenza). 

Next   of  kin:   Mrs.   Frances  Elizabeth   Baume    (wife),   438   York   Street, 
Vallejo,  Calif. 

Appointed  from  California. 
Baush,  Rohert  O.,  lieutenant  commander,  United  States  Navy. 

Died :  On  U.  S.  S.  Solace. 

Date:  February  14,  1918. 

Cause:  Accident  (fall). 

Next  of  kin:  Mrs.  Lucille  B.  Baush   (wife),  care  of  W.  D.  Belt,  jr.,  901 
S.  W.  Life  Building,  Dallas,  Tex. 

Appointed  from  Pennsylvania. 
Beckhardt,  Joseph  S.,  pay  clerk,  United  States  Naval  Reserve  Force  (class  3). 

Died :  At  Naval  Hospital,  New  York. 

Date:  April  18,  1918. 

Cause:  Disease  (diphtheria). 

Next   of  kin:   Mrs.   Martha   Jane  Lamb   Beckhardt    (mother),   90   South 
Howell  Street,  Hillsdale,  Mich. 

Appointed  from  Michigan. 
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Beecher,  James  Swain,  lieutenant  commander  (Supply  Corps),  United  States 
Navy. 

Died :  St.  Mary's  Hospital,  Brooklyn,  N.  Y. 

Date:  October  9,  1918. 

Cause:  Disease  (mfluenza,  pneumonia). 

Next  of  kin:  Mr.  Henry  L.  Beecher  (brother),  404  South  German  Street, 
New  Ulm,  Conn. 

Appointed  from  Minnesota. 
Belcher,  Burton  Ellas,  lieutenant  (Medical  Corps),  United  States  Navy. 

Died :  On  U.  S.  S.  Mercury. 

Date:  October  20,  1918. 

Cause:  Disease  (influenza  complicated  with  pneumonia). 

Next  of  kin:  Mrs.  Eleanor  B.  Belcher  (wife),  Gloucester,  Va. 

Appointed  from  Florida. 
Bell,  Alexander  Brown,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died :  Naval  Hospital,  Norfolk,  Va. 

Date:  October  25,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  Mrs.  Jessie  Bell  (mother),  821  Irving  Street,  Portland,  Oreg. 

Appointed  from  Oregon. 
Bell,  Edward  Everett,  Jr.,  lieutenant  (junior  grade),  (Supply  Corps),  United 
States  Navy. 

Died:  At  home  (address  below). 

Date:  October  13,  1918. 

Cause:  Disease  (Spanish  influenza). 

Next  of  kin:  Mrs.  Leonia  Royer  Bell  (mother),  490  Broad  Avenue,  Leonia, 
N.   J. 

Appointed  from  New  York. 
Bellak,  Joseph  Faussett,  ensign,  United  States  Naval  Reserve  Force  (class  4). 

Died :  At  home. 

Date:  October  4,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Blanche  Agnes  Bellak   (mother),  2102  O  Street  NW.,  Wash- 
ington, D.  C. 

Appointed  from  Pennsylvania. 
Bennett,  John  William,  boatswain,  United  States  Navy. 

Died:  Navy  Yard,  Philadelphia,  Pa. 

Date :  February  2,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin:  Kate  Bennett  (mother),  12  Holland  Road,  Worcester,  Mass. 

Appointed  from  Massachusetts. 
Bennett,  William,  lieutenant,  United  States  Naval  Reserve  Force  (class  4). 

Died:  U.  S.  S.  Ticonderoga  (torpedoed). 

Date:  September  20,  1918. 

Cause :  Enemy  action. 

Next  of  kin :  Rachael  Bennett,  384  Lovell  Street,  East  Boston,  Mass. 

Appointed  from  Massachusetts. 
Beeard,  Emile  Cressy,  ensign,  United  States  Naval  Reserve  Force  (class  4). 

Died:  United  States  Naval  Hospital,  Norfolk,  Va. 

Date :  October  12,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Alphonsine  Berard  (wife),  12  Tenth  Street,  West  New  York, 
N.  J. 

Appointed  from  New  York. 
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Bergen,  Louis  Joseph,  ensign,  United  States  Naval  Reserve  Force. 

Died:  Hospital,  Ravena,  Italy. 

Date:  September  15,  1918. 

Cause:  Accident  (aeroplane). 

Next  of  kin:  Helen  Jane  Bergen  (mother),  20  Austin  Street,  Kew  Gardens, 
Long  Island,  N.  Y. 

Appointed  from  New  York. 
Bigelman,  Haeky  Clifford,  ensign,  United  States  Reserve  Force  (class  4). 

Died :  Hampton  Roads,  Va. 

Date:  October  21,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin :  Bertie  Louis  Bigelman  (wife),  Acorn  Point,  Hampton,  Va. 

Appointed  from  Florida. 
Bjornstad,  Bernard,  lieutenant  (Supply  Corps),  United  States  Navy. 

Died :  Red  Cross  Military  Hospital  No.  8,  Paris,  France. 

Date :  October  6,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  J.  O.  Bjornstad  (father),  Brule,  Wis. 

Appointed  from  Wisconsin. 
Blackstone,  Herrert  William,  gunner,  United  States  Naval  Reserve  Force 
(class  3)    (R). 

Died :  Naval  Hospital,  Charleston,  S.  C. 

Date:  October  12,  1918. 

Cause:  Disease  (pnuemonia,  lobar). 

Next  of  kin:  Herbert  A.  Blackstone   (father),  The  Weirs,  N.  H. 

Appointed  from  New  York. 
Blakely,  Frank  Durham,  lieutenant  (junior  grade),  United  States  Navy. 

Died:  At  home  (address  below). 

Date :  March  23,  1918. 

Cause:  Disease  (pneumonia  lobar). 

Next  of  kin:  Polly  Blakely   (wife),  600  West  One  hundred  and  seventy- 
eighth  Street,  New  York,  N.  Y. 

Appointed  from  New  Jersey. 
Bohan,  Joseph  Francis,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died :  Marseille,  France. 

Date :  October  18,  1918. 

Cause:  Disease  (pneumonia). 

Next   of   kin:    Agnes    Teresa    Bohan    (mother),   410    Gaston    Street,    Sa- 
vannah, Ga. 

Appointed  from  Georgia. 
Boland,  John  James,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died:  U.  S.  A.  T.  C.  Ticonderoga  (torpedoed). 

Date :  September  30,  1918. 

Cause :  Enemy  action. 

Next  of  kin:  Mrs.  Mary  Madeline  Boland    (wife),  471  Jackson  Avenue, 
Bronx,  N.  Y. 

Appointed  from  New  York. 
Bolin,  Harry  Douglas,  lieutenant   (junior  grade).  United  States  Navy. 

Died :  Depew,  N.  Y. 

Date:  October  15,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:  Louise  Elnora  Bolin   (wife),  824  Beecher  Street,  Indianap- 
olis, Ind. 

Appointed  from  Indiana. 
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Bolles,  Richakd  Benaulph,  assistant  paymaster,  United  States  Navy. 

Died:  Santa  Rosa,  Calif. 

Date:  February  19,  1918. 

Cause:  Disease  (carcinoma  of  liver). 

Next  of   kin:   Mrs.   Bessie  Bolles    (wife),   1419  East   First   Street,   Long 
Beach,  Calif. 

Appointed  from  Massachusetts. 
Bonner,  William  Joseph,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died :  On  the  U.  S.  S.  Tjikenhang. 

Date:  September  20,  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  George  F.  Bonner   (father),  395  Talbot  Avenue,  Dorchester, 
Mass. 

Appointed  from  . 

Boorse,  Arthur  Lee,  ensign,  United  States  Naval  Reserve  Force   (class  5). 

Died :  At  Brest,  France. 

Date:  August  21,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin:   Mrs.   Evelyn  Glass  Boorse    (wife),   2030   Quinlan   Avenue, 
Birmingham,  Ala. 

Appointed  from  Wisconsin. 
Borrell,   Leonard  Pascal,   gunner    (E),   United   States  Naval  Reserve  Force 
(class  2). 

Died :  Navy  Annex  Hospital,  Philadelphia,  Pa. 

Date  :  September  28,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:   Mrs.   L.  P.  Borrell    (mother),  44  Oliver   Street,  Bloomfield, 
N.  J. ;  Mrs.  Mable  H.  Borrell  (wife),  10  Carroll  Street,  East  Orange,  N.  J. 

Appointed  from  New  Jersey. 
Bostrom,  Carl  Augustus,  lieutenant  commander,  United  States  Navy. 

Died :  Naval  Hospital,  Hampton  Roads,  Va. 

Date :  February  26,  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  Mrs.  Christine  Bostrom   (mother),  531  Seventh  Street  NE., 
Washington,  D.  C. 

Appointed  from  Ohio. 
Bournique,  Joy  Curtis,  ensign,  United  States  Naval  Reserve  Force. 

Died :  Pensacola,  Fla. 

Date:  September  24,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin:   Eugene  A.   Bournique    (father),  701  First  National  Bank 
Building,  Chicago,  111. 

Appointed  from  Illinois. 
Bower,    Thomas    Taylor,    lieutenant,    United    States    Naval    Reserve    Force 
(class  1). 

Died :  Naval  Hospital,  Washington,  D.  C. 

Date :  October  11,  1918. 

Cause:  Disease  (influenza  pneumonia). 

Next  of  kin  :  Mrs.  Helen  Sarah  Bower  (wife),  Indianhead,  Md. 

Appointed  from  Pennsylvania. 
Bowes,  Henry  J.,  lieutenant  (junior  grade),  United  States  Naval  Reserve  Force 
(class  4). 

Died :  On  board  submarine  chaser  No.  209. 
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Bowes,  Henry  J. — Continued. 

Date :  August  27,  1918. 

Cause:  Accident  (sunk). 

Next  of  kin:  Mrs.  Evaline  H.  Bowes  (wife),  Well  wood  Avenue,  Merchant- 
ville,  N.  J. 

Appointed  from  Pennsylvania. 
Bowman,  Charles  Grimes,  commodore  (retired),  United  States  Navy. 

Died:  Milwaukee  Hospital,  Milwaukee,  Wis. 

Date :  October  5,  1918. 

Cause:  Disease  (carcinoma  of  stomach). 

Next  of  kin:  Josephine  McF.  Bowman  (wife),  Delphi,  Ind. 

Appointed  from  Indiana. 
Bowman,  John  Clinton,  lieutenant  (junior  grade),  (Medical  Corps),  Reserve 
Force    (class  4). 

Died :  At  Naval  Hospital,  Philadelphia,  Pa. 

Date:   October   2,   1918. 

Cause:  Disease  (pneumonia,  influenza). 

Next  of  kin:  H.  N.  Bowman   (half  brother),  Canton,  Ohio. 

Appointed  from  Ohio. 
Brearley,  Spencer  C,  carpenter  (retired),  United  States  Navy. 

Died :   Naval  Hospital,  N.   Y. 

Date:   May   8,   1917. 

Cause:  Disease  (nephritis,  chronic,  parenchymatous). 

Next  of  kin:   Anna  E.   Brearley    (wife),   72  Sylvan   Street,   Rutherford, 
Bergen   County,    N.    J. 

Appointed   from    Pennsylvania. 
Breed,  Francis  Randall,  ensign,  Reserve  Force. 

Died:  At  Rochester,  N.  Y. 

Date:    October   15,   1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Julia  B.  French  (sister),  Brighton,  N.  Y.    R.  F.  D.  1. 

Appointed  from  New  York. 
Brickhouse,  William  Henry,  ensign  (Supply  Corps),  Reserve  Force  (class  4). 

Died:  Naval  Hospital,  Portsmouth,  Va. 

Date:   October  5,  1918. 

Cause:  Disease  (pneumonia,  broncho,  influenza). 

Next  of  kin:   Ida  E.   Brickhouse    (wife),  418   West  Thirty-fifth   Street, 
Norfolk,  Va. 

Appointed   from    Virginia. 
Brinkham,  Robert  Charles,  lieutenant,  Reserve  Force  (class  3). 

Died :  United  States  Naval  Hospital,  Philadelphia,  Pa. 

Date:   October  8,   1918. 

Cause:  Disease  (pneumonia,  broncho,  influenza). 

Next   of   kin:    Fred   A.    Brinkman    (brother),   240   Grand    Street,    Jersey 
City,  N.  J. 

Appointed  from  New  York. 
Brooks,  Jonothan,  paymaster,  United  States  Navy. 

Died:    Redlands,    Calif. 

Date:    July   12,    1918. 

Cause:  Disease  (tuberculosis). 

Next  of  kin:  Mary  Elizabeth  Brooks   (wife),  Redlands,  Calif. 

Appointed    from    Massachusetts. 
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Brown,  Henry  Cartwright,  ensign,  Reserve  Force  (class  3). 

Died:  On  U.  S.  S.  Buena  Ventura  (torpedoed). 

Date :   September  16,  1918. 

Cause:  Enemy  action. 

Next  of  kin:   John  C.  Brown  (father),  937  Bergen  Street,  Brooklyn,  N.  V. 

Appointed  from  New  York. 
Brown,  Hugh,  lieutenant  commander,  United  States  Navy. 

Died :   At  Naval  Hospital,  Chelsea,  Mass. 

Date :   September  26,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:    Estrlle  Johnson  Brown    (wife),  care  of  Indiana  Trust  Co., 
Indianapolis,  Ind. 

Appointed  from  Indiana. 
Bbtjns,  Christopher  Leslie,  lieutenant  (junior  grade)    (retired),  United  States 
Navy. 

Died :   St.  Elizabeths  Hospital,  Washington,  D.  C. 

Date :   September  24,  1918. 

Cause:  Disease  (dementia  paralytica). 

Next  of  kin:     Carmelite   Constant   Brims    (wife),   2617   Broadway,   New 
York,  N.  Y. 

Appointed  from  New  York. 
Buffum,  William  Henry,  lieutenant,  Reserve  Force  (class  4). 

Died:    United  States  Naval  Hospital,  Liverpool,  England. 

Date :  October  13,  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:   Edith  Campbell  Buffum  (wife),  37  George  Street,  Providence, 
R.  I. 

Appointed  from  Rhode  Island. 
Burling,  Joseph  Edgar,  pay  clerk,  Reserve  Force  (class  3). 

Died  :  Brooklyn,  N.  Y. 

Date :  October  15,  1918. 

Cause:  Disease  (pneumonia  lobar  following  influenza). 

Next  of  kin:   Elsie  M.  Burling  (wife),  693  Quincy  Street,  Brooklyn,  N.  Y 

Appointed  from  New  York. 
Burns,  John  Lewis,  gunner,  United  States  Navy- 
Died  :   Naval  Hospital,  Portsmouth,  N.  H. 

Date :   August  6,  1918. 

Cause:  Accident  (wound,  gunshot,  skull). 

Next  of  kin:  Michael  N.  Burns  (father),  Birchardsville,  Pa.,  R.  F.  D. 

Appointed  from  New  York. 
Burroughs,  Alonzo  Ckonier,  chief  carpenter  (retired),  United  States  Navy. 

Died:  Norfolk,  Va. 

Date :  April  16,  1918. 

Cause:  Disease  (cardiac  dilation,  acute). 

Next  of  kin:  Mrs.  Ida  V.  Burroughs  (wife),  223  Thirty-third  Street,  Nor- 
folk, Va. 

Appointed  from  Virginia. 
Burton,  Walter  Carl,  ensign,  United  States  Naval  Reserve  Force. 

Died :  Fabiola  Hospital,  Oakland,  Calif. 

Date :  June  15,  1917. 

Cause:  Accident  (result  of  injuries  received  in  collision  between  auto  and 
electric  train ) . 

Next  of  kin:  Georgia  Edith  Burton    (wife),  519  Virginia  Street,  Vallejo, 
Calif. 

Appointed  from  California. 
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B utter wohth,  William  H.,  ensign,  NNV. 
Died:  Naval  Hospital,  Chelsea,  Mass. 
Date :  August  7,  1917. 

(Yuise:  Disease  (meningitis,  cerebrospinal). 
Next  of  kin:  C.  N.  Emerson  (best  friend),  176  Ley  den  Street,  East  Boston, 

Mass. 
Appointed  from  Massachusetts. 

Cain,  John  J.,  ensign,  United  States  Naval  Reserve  Force. 

Died:  On  U.  S.  S.  Cyclops  (when  reported  missing). 

Date:  June  14,  1918. 

Cause :  Accident. 

Next  of  kin:  Mrs.  Ellen  Purcell,  (sister),  Fairview,  Colo. 

Appointed  from  Colorado. 
Caldwell,-  Ralph   Dillingham,   ensign,   United   States  Naval  Reserve  Force, 
(class  3). 

Died:  U.  S.  S.  Westover  (torpedoed). 

Date:  July  11,  1918. 

Cause :  Enemy  action. 

Next  of  kin:  Lena  S.  Caldwell  (mother),  20  Runnels  Street,  Woodfords,  Me. 

Appointed  from  Maine. 
Calhoun,  Charles  Raymond,  lieutenant  commander  United  States  Naval  Re- 
serve Force  (class  3). 

Died:  At  base  hospital,  No.  101,  France. 

Date:  October  21,  1918. 

Cause:  Accident. 

Next  of  kin:  Lucy  Brewer  Calhoun    (wife),  1412  East  Columbia  Avenue, 
Philadelphia,  Pa. 

Appointed  from  Pennsylvania. 
Canning,  Austin  Peter,  lieutenant  United  States  Naval  Reserve  Force  (class  4). 

Died:  Navy  Base  Hospital  No.  5. 

Date:  September  27,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Catherine  Theresa  Canning  (wife),  34  Fourth  Place,  Brook- 
lyn, N.  Y. 

Appointed  from  New  York. 
Carpenter.  Howard  C,  ensign,  United  States  Naval  Reserve  Force  (class  4). 

Died:  Naval  Hospital,  Pittsburgh,  Pa. 

Date :  May  28,  1918. 

Cause:  Disease  (spinal  meningitis). 

Next  of  kin :  Mrs.  and  Mr.  John  W.  Carpenter  (parents),  Wheeling,  W.  Va. 
(Hotel  Windsor). 

Appointed  from  Pennsylvania. 
Carbiger,  Harry  John,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died :  Mare  Island,  Calif. 

Date :  October  13,  1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:  Mollie  Elizabeth  Carriger   (mother),  Minaid,  Tex. 

Appointed  from  Texas. 
Carroll,  Michael  James,  lieutenant   (junior  grade),  Reserve  Force   (Medical 

Corps)   (class  4). 

Died :  Naval  Hospital,  Newport,  R.  I. 

Date  :  September  29,  1918. 
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Carroll,  Michael  James — Continued. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  Mary  W.  Carroll  (sister),  Maine  Street,  Lenox,  Mass. 

Appointed  from  Massachusetts. 
Caskey,   Gardner  Lennon,   commander,   United   States   Navy. 

Died :  Garison  Hospital,  Berehaven,  Ireland. 

Date :  November  2,  1918. 

Cause:  Disease  (pneumonia,  broncho). 

Next  of  kin:  Henrietta  H.  Caskey   (wife),  Orangeburg,  S.  C. 

Appointed  from  Michigan. 
Catchpole,  Harry  G.,  ensign,  United  States  Naval  Reserve  Force. 

Died :  Near  Five  Fathom  Lightship,  Cape  May,  N.  J. 

Date :  September  14,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin:  Anna  Mary  Catchpole  (mother),  1674  Amherst  Street, 
Buffalo,  N.  Y. 

Appointed  from  New  York. 
Cate,  Lawrence  Hill,  ensign,  United  States  Naval  Reserve  Force   (class  5). 

Died :  At  Naval  Station,  Pensacola,  Fla. 

Date :  October  9,  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  Frederick  Cate   (mother),  Weymouth,  Mass. 

Appointed  from  Massachusetts. 
Chase,  Volney  O.,  captain,  United  States  Navy. 

Died :  At  Washington,  D.  C. 

Date :  June  25,  1917. 

Cause:  Disease  (syncope  at  angina  pectoris). 

Next  of  kin:  Susan  B.  Chase  (wife),  1856  Mintwood  Place  NW.,  Washing- 
ton, D.  C. 

Appointed  from  Louisiana. 
Cheney,  Richard  H.,  chief  gunner  (retired),  United  States  Navy. 

Died :  At  Naval  Hospital,  Philadelphia,  Pa. 

Date :  May  19,  1917. 

Cause:  Disease  (arterial  sclerosis,  general). 

Next  of  kin :  Alice  Cheney  ( mother ) ,  59  Chestnut  Street,  Philadelphia,  Pa. 

Appointed  from  Pennsylvania. 
Childs,  Earl  W.  F.,  lieutenant,  United  States  Navy. 

Died :  While  serving  with  British  Navy. 

Date:  (About)  March  7,  1918. 

Cause:  Accident  (drowned). 

Next  of  kin:  Margaret  F.  Childs  (mother),  125  West  Market  Street,  Lewis- 
town,  Pa.;  Gertrude  Boucher  Childs  (wife),  1144  Eighty-fourth  Street, 
Brooklyn,  N.  Y. 

Appointed  from  Pennsylvania. 
Chisholm,  George  Alexander,  lieutenant  (junior  grade),  United  States  Naval 
Reserve  Force. 

Died :  On  U.  S.  S.  Los  Angeles. 

Date :  September  29,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Lillian  Chisholm  (sister),  25  Highland  Avenue,  Newtonville. 
Mass. 

Appointed  from  Massachusetts. 
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Christiansen,  Rushmer  C,  lieutenant,  Medical  Corps,  United  States  Navy. 

Died :  At  Mare  Island,  Calif. 

Date :  October  18,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:  Ruth  L.  Christiansen  (wife),  1646  Walnut  Street,  Berkeley, 
Calif. 

Appointed  from  California. 
Clark,  Robert  F.,  ensign,  United  States  Naval  Reserve  Force. 

Died :  Brest,  France. 

Date:  August  21,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin :  Robert  J.  Clark  (father),  94  Village  Street,  Dedliam,  Mass. 

Appointed  from  Massachusetts. 
Clarke,  Charles  F.,  lieutenant,  United  States  Naval  Reserve  Force  (class  4). 

Died :  Naval  Hospital,  Chelsea,  Mass. 

Date :  August  16,  1917. 

Cause:  Disease  (nephritis,  chronic,  parenchymatous). 

Next  of  kin:  Mary  E:  Ctarke  (wife),  Calais,  Me. 

Appointed  from  Maine. 
Clements,  James  Renville,  ensign,  Reserve  Force  (class  5). 

Died:  At  Red  Cross  Military  Hospital,  No.  1,  France  (Paris). 

Date  :  October  8,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin  :  William  L.  Clements  (father),  Industrial  Works,  Bay  City,  Mich. 

Appointed  from  Michigan. 
Clephane,  Alan  O.,  lieutenant  (junior  grade),  Reserve  Force  (class  4). 

Died:  At  home  (address  below). 

Date:  January  13,  1918. 

Cause:  Disease  (pleurisy). 

Next  of  kin:  Mrs.  Alan  O.  Clephane   (wife).  1869  Mintwood  Place  NW., 
Washington,  D.  C. 

Appointed  from  District  of  Columbia. 
Comly,  Samuel  P.,  rear  admiral  (retired),  United  States  Navy. 

Died :  At  Woodbury,  N.  J. 

Date :  April  10,  1918. 

Cause:  Disease  (carcinoma  of  stomach). 

Next  of  kin:  Hannah  L.  Comly  (wife),  237  Poplar  Avenue,  Woodbury,  N.  J. 

Appointed  from  New  Jersey. 
Conradi,  John  P.,  ensign,  United  States  Navy. 

Died :  Naval  Hospital,  New  York,  N.  Y. 

Date  :  March  20,  1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:  J.  P.  Conradi  (wife),  88  Clinton  Avenue,  Brooklyn,  N.  Y. 

Appointed  from  New  York. 
Cook,  Norman  Small,  lieutenant  (junior  grade),  Reserve  Force. 

Died:  At  Base  19,  Lerient,  France.     (Commanding  Douglas.) 

Date :  August  4,  1918. 

Cause:  Disease  (myocarditis,  chronic). 

Next  of  kin:  Jennie  W.  Cook  (wife),  Provincetown,  Mass. 

Appointed  from  Massachusetts. 
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Cooke,  Robert  P.,  assistant  paymaster,  Reserve  Force  (class  2). 

Died :  Naval  Hospital,  Norfolk,  Va. 

Date :  February  26,  1918. 

Cause:  Disease  (myelitis,  disseminated). 

Next  of  kin:  Emma  Cooke   (mother),  4  Cumberland  Apartment,  Johnson 
City,  Tenn. 

Appointed  from  Tennessee. 
Cortright,  Wm,  Abram,  jr.,  ensign,  Reserve  Force. 

Died :  At  Base  Hospital  No.  4,  Queenstown,  Ireland. 

Date :  October  31,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  W.  A.  Cortright  (father),  Warren  Street,  Beverly,  N.  J. 

Appointed  from  New  Jersey. 
Courtenay,  Gordon  Trevor,  lieutenant  (junior  grade)   (Medical  Corps),  Reserve 
Force   (class  4). 

Died :  Willard  Park  Hospital,  New  York. 

Date:   September  23,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Margery  Courtenay  (wife),  4027  Ibis  Street,  San  Diego,  Calif. 

Appointed  from  California. 
Cox,  Leslie  Hutchinson,  ensign  (Supply  Corps),  Reserve  Force  (class  4). 

Died :  At  United  States  Naval  Hospital,  Washington,  D.  C. 

Date:   October  4,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:  Annie  Hutcbinson  Cox  (mother),  Bordentown,  N.  J. 

Appointed  from  New  Jersey. 
Crailie,  Charles  Cabanne,  ensign,,  Reserve  Force  (class  5). 

Died :  At  Naval  Base,  Norfolk,  Va. 

Date:  May  17,  1918. 

Cause:  Accident  (aeroplane). 

Next  of  kin:  Lillian  P.  Kroeble  (mother),  3115  Greenwood  Road,  Brook- 
lyn, N.  Y. 

Appointed  from  Rhode  Island. 
Crank,  Robert  Kyle,  captain,  United  States  Navy. 

Died :  Philadelphia,  Pa. 

Date :  January  17,  1918. 

Cause:  Disease  (hemorrhage  into  cerebrum). 

Next  of  kin :  James  M.  Crank  (brother  J,  58  West  Fifty-eighth  Street,  New 
York,  N.  Y. 

Appointed  from  Texas. 
Crawley,  William  AVilson,  gunner,  United  States  Navy. 

Died :   North   River. 

Date:  June  23,  1918. 

Cause:  Accident  (drowned  while  bathing). 

Next  of  kin:  Belle  G.  Vickers  (mother),  R.  F.  D.  1,  Ardmore,  Tenn. 

Appointed   from   Tennessee. 
Cresap,  James  McDowell,  lieutenant  commander,  United  States  Navy. 

Died :  Naval  Hospital,  Annapolis,  Md. 

Date :  October  25,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin :  Claiborne  F.  Cresap  (wife),  98  College  Avenue,  Annapolis,  Md. 

Appointed   from   Maryland. 
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Crimmins,  Joseph  Aloysius,  machinist  (retired),  United  States  Navy. 

Died :  Laurel  Avenue,  River  Edge,  N.  J. 

Date:  July  29,  1918. 

Cause:  Disease  (Tuberculosis,  chronic  pulmonary). 

Next   of   kin:    Mary    Roberta    Crimmins    (wife),    Laurel    Avenue,    River 
Edge,  N.  J. 

Appointed   from   New  Jersey. 
Crosscup,  Woldeman  E.,  ensign,  Reserve  Force  (class  5). 

Died :  At  Moutchic,  Lacanau,  France. 

Date :  July  7,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin:  Louis  E.  Crosscup   (father),  167  Warren  Avenue,  Wollaston, 
Mass. 

Appointed  from  Massachusetts. 
Cruse.  John  Roger,  lieutenant.  United  States  Navy. 

Died  :  Naval  Hospital,  Fort  Lyon,  Colo. 

Date :  November  4,  1918. 

Cause:  Disease  (tuberculosis,  abdominal). 

Next  of  kin:  Mabel  Esther  Cruse  (wife),  1313  Kentucky  Avenue,  Sedalia, 
Mo. 

Appointed  from  Missouri. 
Cunningham,  Bertram  Leo,  lieutenant  (junior  grade)  Reserve  Force  (Medical 
Corps). 

Died :  At  home. 

Date :  October  22,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  B.  L.  Cunningham  (wife),  562  West  One  hundred  and  sixty- 
fourth  Street,  New  York. 

Appointed  from  New  York. 
Currie,  Orman  A.,  machinist  (retired)  United  States  Navy. 

Died :  At  Mare  Island,  Calif. 

Date :  March  30,  1918. 

Cause:  Accident  (fracture  of  left  femur). 

Next  of  kin:  Matilda  Guinivan   (sister),  23  Lovett  Street,  Beverly,  Mass. 

Appointed  from  Massachusetts. 
Cutler,  Stuart  Sloane,  ensign,  United  States  Navy. 

Died :  New  York,  N.  Y. 

Date:  October  10,  1918. 

Cause:  Disease  (influenza). 

Next   of   kin:    Mary    Juliana    Cutler    (wife),    1048    Fifty-seventh    Street, 
Brooklyn,  N.  Y. 

Appointed  from  New  York. 
Davey,  Harry  Ellsworth,  lieutenant  (junior  grade)    (Medical  Corps),  United 
States  Naval  Reserve  Force. 

Died :  Keene,  N.  H.,  67  Summer  Street. 

Date :  October  5,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin  :  No  record. 

Appointed  from  New  Hampshire. 
Davidson,  Delozier,  ensign,  Reserve  Force  (class  5). 

Died  :  Moutchic  Lacanau,  France. 

Date :  August  14,  1918. 
174483—20 2 
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Davidson,  Delozier — Continued. 

Cause:  Accident  (seaplane). 

Next    of   kin:  Marie   A.    Davidson    (mother),    657    Broad    Street,    Eliza- 
beth, N.  J. 

Appointed  from  New  Jersey. 
Davis,  Harry  Matthews,  carpenter,  United  States  Navy. 

Died:  U.  S.  S.  Cyclops  (when  reported  missing). 

Date :  June  14,  1918. 
Cause :  Accident. 

Next  of  kin:  Dora  E.  Davis  (wife),  202  South  Catalina  Avenue,  Redondo 
Beach,  Calif. 

No  record. 
Deakin,  Robert  Edgar,  ensign,  Reserve  Force. 

Died :  On  U.  S.  S.  Herman  Frasch. 

Date :  October  4,  1918. 

Cause:  Accident  (Herman  Frasch  collided  with  U.  S.  G.  G.  Henry). 

Next  of  kin:  Josephine  Deakin    (mother),  244  President   Street,   Brook- 
lyn, N.  Y. 

Appointed  from  New  York. 
Deakins,  Aubrey  Poole,  ensign,  United  States  Naval  Reserve  Force. 

Died :  New  York,  N.  Y. 

Date :  October  25,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  Ida  Linda  Deakins  (mother),  312  Sixty-eighth  Street,  Brook- 
lyn, N.  Y. 

Appointed  from  New  York. 
De  Courcy,  John,  chief  pay  clerk,  United  States  Naval  Reserve  Force  (class  3). 

Died :  Mare  Island,  Calif. 

Date:  August  14,  1918. 

Cause:  Disease  (dysentery). 

Next  of  kin  :  Christina  De  Courcy  (mother),  39  South  Fifth  Avenue,  Mount 
Vernon,  N.  Y. 

Appointed  from  New  York. 
Delehanty,  Daniel,  captain  (retired),  United  States  Navy. 

Died :  Pelham  Bay  Park,  New  York,  N.  Y. 

Date :  February  2,  1918. 

Cause:  Disease  (nephritis,  chronic,  interstitial). 

Next  of  kin:  Mrs.  Fanny  M.  W.  Delehanty  (wife),  236  Cliff  Avenue,  New 
York,  N.  Y. 

Appointed  from  New  York. 
Delehanty,   Michael  Joseph,   ensign,   United    States   Naval   Reserve   Force 
(class  5). 

Died:  Pensacola,  Fla. 

Date :  March  26,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin:  Ellen  Delehanty  (mother),  66  Bowdoin  Street,  Boston,  Mass. 

Appointed  from  Massachusetts. 
Doane,  Harold  Parker,  ensign  (inactive),  United  States  Naval  Reserve  Force. 

Died  :  Brooklyn,  N.  Y. 

Date :  March  2,  1918. 

Cause:  Accident  (drowning). 

Next  of  kin:  Myrtle  B.  Doane  (wife),  Harwichport,  Mass. 

Appointed  from  Massachusetts. 
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Doherty,  William  Henry,  pay  inspector,  United  States  Navy. 
Died :  Sherman  Apartments,  New  York,  N.  Y. 
Date :  July  16,  1918. 

Cause:  Disease  (cirrhosis  of  liver,  atrophic). 
Next  of  kin:  Mrs.  Florence  E.  Doherty  (wife),  Hotel  Margaret,  Brooklyn, 

N.  Y. 
Appointed  from  New  York. 
Draper,  Thomas  W.  M.,  ensign,  United  States  Naval  Reserve  Force  (class  5). 
Died :  Naval  Air  Station,  Pensacola,  Fla. 
Date :  March  26,  1918. 
Cause:  Accident  (seaplane). 
Next  of  kin:  Mrs.  Anna  M.  Draper  (wife),  Brighton,  Montgomery  County, 

Md. 
Appointed  from  New  York. 
Duke,  Leo  E.,  ensign,  Supply  Corps,  United  States  Naval  Reserve  Force  (class 

4). 
Died :  At  home,  Philadelphia,  Pa. 
Date :  September  26,  1918. 
Cause:  Disease  (pneumonia). 
Next  of  kin:  Mrs.  Lydia  P.  Duke  (wife),  5440  Walnut  Street,  Philadelphia, 

Pa. 
Appointed  from  Pennsylvania. 
Dunn,  Henry  Albert,  medical  inspector,  United  States  Navy. 
Died :  New  York,  N.  Y. 
Date:  December  13,  1917. 
Cause:  Disease  (myocarditis,  chronic). 
Next  of  kin:  Mrs.  H.  A.  Dunn  (wife),  2536  Fourteenth  Street,  Washington, 

D.  C. 
Appointed  from  Colorado. 
Durgin,    Trueworthy    David,    ensign,    United    States    Naval    Reserve    Force 

(class  4). 
Died:  Naval  hospital,  Great  Lakes,  111. 
Date:  October  1,  1918. 
Cause:  Disease  (influenza). 
Next  of  kin:  Mrs.,  Mary  Anna  Durgin  (mother),  1615  Washington  Street, 

Racine,  Wis. 
Appointed  from  Wisconsin. 
Dykeman,    John    Joseph,    lieutenant    (junior    grade),    United    States    Naval 

Reserve  Force. 
Died :  Residence,  685  Eighth  Street,  San  Francisco,  Calif. 
Date :  July  8,  1918. 

Cause:  Disease  (endocarditis,  chronic). 
Next  of  kin:  Miss  Catherine  Dykeman    (sister),  685  Eighth  Street,   San 

Francisco,  Calif. 
Appointed  from  California. 

Edwards,  John  Davis,  lieutenant,  United  States  Navy. 
Died :  On  board  U.  S.  S.  Shaiv. 
Date:  October  9,  1918. 

Cause:  Accident  (multiple  injuries,  extreme,  collision). 
Next  of  kin :  Mrs..  Mae  Marshall  Edwards  (wife),  Young's  Cottage,  Buckroe 

Beach,  Va. 
Appointed  from  Virginia. 
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Edwards,   Joseph   Feancis,   lieutenant    (junior   grade),   United   States  Naval 
Reserve  Force   (class  4). 

Died :  Waldorf  Hotel,  New  York,  N.  Y. 

Date :  October  13,  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  Marie  Edwards  (wife),  2119  Locust  Street,  Philadelphia,  Pa. 

Appointed  from  Delaware. 
Egan,  Kiernan  Joseph,  chief  gunner,  United  States  Navy. 

Died:  St.  Elizabeths  Hospital,  Washington,  D.  C. 

Date :  August  10,  1918. 

Cause:  Disease  (dementia  paralytica). 

Next  of  kin :  Mrs.  Gertrude  Egan  (wife),  Raleigh  Hotel,  Washington,  D.  C. 

Appointed  from  New  York. 
Ehret,  Samuel  Carlton,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died :  Naval  Base  No.  5,  Brest,  France. 

Date:  May  17,  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin  :  Samuel  C.  Ehret,  sr.  (father),  R.  F.  D.,  Shelby,  Ohio. 

Appointed  from  Ohio. 
Elliot,  Richard  McC,  Jr.,  lieutenant  commander  (temporary),  United  States 
Navy- 
Died  :  On  board  U.  S.  S.  Manley. 

Date:  March  19,  1918. 

Cause:  Accident  (fracture  of  skull,  explosion  on  U.  S.  S.  Manley). 

Next  of  kin:  Mrs.  Jean  Elliot   (wife),  care  of  J.  H.  Packard,  981  Park 
Avenue,  New  York,  N.  Y. 

Appointed  from  Pennsylvania. 
Ely,   Geokge   Samuel  Bernard,   ensign,   United   States  Naval  Reserve  Force 
(class  4). 

Died :  On  board  U.  S.  S.  Volunteer. 

Date:  October  15,  1918. 

Cause:  Disease  (heart  failure). 

Next    of    kin:  David    William    George    Ely     (son),    2320    Myrtle    Street, 
Oakland,  Calif. 

Appointed  from  California. 
Emory,  William  H.,  rear  admiral  (retired),  United  States  Navy. 

Died :  Newport  Hospital,  Newport,  R.  I. 

Date :  July  15,  1917. 

Cause:  Disease  (cerebral  apoplexy). 

Next    of    kin:  Mrs.    W.    H.    Emory     (wife),    115Q    Connecticut    Avenue, 
Washington,  D.  C. 

Appointed  from  3177,  District  of  Columbia. 
Endel,  Solomon,  lieutenant  commander,  United  States  Navy. 

Died:  On  board  U.  S.  S.  Mercy. 

Date :  October  21,  1918. 

Cause:  Disease  (pneumonia,  bronchial). 

Next  of  kin:  Fannie  M.  Endel  (wife),  808  Eighth  Avenue,  Brooklyn,  N.  Y. 

Appointed  from  7123,  Louisiana. 
Eriksson,  Erik  Albin,  ensign,  United  States  Naval  Reserve  Force   (class  3). 

Died  Marine  Hospital,  Stapleton,  Staten  Island. 

Date:  October  14,  1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:  Christine  Eriksson    (wife),   Cornwall-on-Hudson,  N.   Y.,  or, 
care  of  Dr.  Pack,  901  Fifty-seventh  Street,  Brooklyn,  N.  Y. 

Appointed  from  Massachusetts. 
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Evans,  Chaplin  E.,  lieutenant,  United  States  Navy. 

Died  :  At  home  of  S.  H.  Hamilton,  510  Park  Place,  Bridgeport,  Conn. 

Date:  September  30,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:  Mrs.  Louis  G.  Evans  (mother),  322  South  St.  Asaph  Street, 
Alexandria,  Va. 

Appointed  from  Virginia. 
Evans,  Gkorge  B.,  Jr.,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died :  Miami.  Fla. 

Date :  May  81,  1918. 

Cause:  Accident  (seaplane). 

Next   of  kin:  Mrs.    Lucy   M.    Evans    (mother),   223   Thirty-fourth    Street, 
Philadelphia.  Pa. 

Appointed  from  Pennsylvania. 
Fallon,  Harry  Aloysius,  ensign,  United  States  Naval  Reserve  Force  (class  4). 

Died :  At  home,  770  St.  Nicholas  Avenue,  New  York. 

Date :  October  15,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:   Mrs.  Annie  F.   Fallon    (mother),  770   St.   Nicholas  Avenue, 
New  York. 

Appointed  from  New  York. 
Farmer,  Edward,  chief  engineer,  with  rank  of  rear  admiral   (retired),  United 
States  Navy. 

Died :  274  Newbury  Street,  Boston,  Mass. 

Date:  February  20,  1918. 

Cause:  Disease  (hemiplegia). 

Next  of  kin:  Mrs.  Edward  Farmer    twife),  274  Newbury  Street,  Boston, 
Mass. 

Appointed  from  Massachusetts. 
Feely,  James  Francis,  lieutenant  (junior  grade),  Medical  Corps   (dental  sur- 
geon), United  States  Naval  Reserve  Force. 

Died :  Naval  hospital,  Newport,  R.  I. 

Date :  September  26,  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  Mrs.  Marguerite  Feely   (wife),  3802  Pewelton  Avenue,  West 
Philadelphia,  Pa. 

Appointed  from  Pennsylvania. 
Felton,  Emory  Gale,  ensign,  United  States  Naval  Reserve  Force  (class  4). 

Died:  United  States  Naval  Hospital,  Pelham  Bay  Park,  N.  Y. 

Date :  October  12,  1918. 

Cause:  Disease  (pneumonia,  broncho). 

Next  of  kin:  Mrs.  Serena  Felton   (wife),  134  Park  Place,  Brooklyn.  N.  Y. 

Appointed  from  New  York. 
Fingleton,  Louis  J.,  lieutenant  (junior  grade),  United  States  Naval  Reserve 
Force  (class  3). 

Died :  On  board  the  U.  S.  S.  Cyclops  when  that  vessel  was  reported  missing. 

Date :  June  14,  1918. 

Cause :  Accident. 

Next   of   kin:    Miss   Mary    J.    Fingleton    (sister),    Dennett    Street,    Ports- 
mouth, N.  H. 

Appointed  from  New  Hampshire. 
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Fisheb,  John  Lee,  lieutenant  (temporary),  Medical  Corps,  United  States  Navy. 

Died :  Naval  Hospital,  Chelsea,  Mass. 

Date :  September  24,  1918. 

Cause:  Disease  (influenza  pneumonia). 

Next  of  kin:  Mrs.  Mary  B.  Fisher  (mother),  2501  Jefferson  Street,  Wil- 
mington, Del. 

Appointed  from  Delaware. 
Fitzgerald,  Edward  Marcus,  ensign,  United  States  Naval  Reserve  Force. 

Died :  Rockaway  Beach,  L.  I.,  N.  Y. 

Date:  August  21,  1918. 

Cause:  Accident  (drowned,  canoe). 

Next   of   kin:    Mrs.    Henrietta   Fitzgerald    (mother),    54   Johnson    Street, 
Brooklyn,  N.  Y. 

Appointed  from  New  York. 
Forbes,  Harvey  Frank,  lieutenant,  United  States  Naval  Reserve  Force. 

Died :  On  board  the  U.  S.  S.  Cyclops  when  that  vessel  was  reported  missing. 

Date :  June  14,  191S. 

Cause:  Accident. 

Next  of  kin:  Clara  Rose  Forbes  (wife),  635  Lapear  Court,  Huron,  Mich. 

Appointed  from  Michigan. 
Ford  John  Donaldson,  rear  admiral  (retired),  United  States  Navy. 

Died :  Baltimore,  Md. 

Date:  April  8,  1918. 

Cause:  Disease  (arterial  sclerosis). 

Next  of  kin:  Mrs.  Laura  Ford  (wife),  2319  Maryland  Avenue,  Baltimore, 
Md. 

Appointed  from  Maryland. 
Foss,  Frank  Foster,  lieutenant   (junior  grade),  United  States  Naval  Reserve 
Force  (class  4). 

Died:  On  board  U.  S.  S.  Nopatin. 

Date:  August  6,  1918. 

Cause:  Accident  (scalds  from  boiler  explosion). 

Next  of  kin:  Mrs.  Tressa  V.  Foss  (wife),  189  Cass  Street,  Providence,  R.  I. 

Appointed  from  Rhode  Island. 
Foust,  William  Clay,  gunner  (temporary),  United  States  Navy. 

Died:  Naval  hospital,  Norfolk,  Va. 

Date:  May  19th,  1918. 

Cause:  Disease  (pleurisy,  suppurative). 

Next  of  kin:  Mr.  Samuel  Foust  (father),  777  St.  Clair  Street,  Akron,  Ohio. 

Appointed  from  Ohio. 
Frank,  Myles  Aloysius,  ensign,  United  States  Naval  Reserve  Force  (class  4). 

Died:  Base  Hospital  No.  6,  Talance,  France. 

Date:  October  22,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  Mary  Theresa  Frank  (mother),  211  East  street  Seventy-sixth 
Street,  New  York  City. 

Appointed  from  New  York. 
Fbothingham,  Philip  Bernard,   ensign,  United   States  Naval  Reserve  Force 
(class  5). 

Died :  St.  Inglevert,  France. 

Date:  September  14,  1918. 

Cause:  Accident  (aeroplane). 

Next  of  kin:  Angie  B.  Frothingham   (mother),  276  Brackett  Street,  Port- 
land, Me. 

Appointed  from  Maine. 
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Fry,  Charles,  ensign,  United  States  Naval  Reserve  Force  (class  4). 
Died :  United  States  Naval  Hospital,  Philadelphia,  Pa. 
Date :  October  12,  1918. 
Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  John  Fry   (brother),  312  North  American  Building,  Phila- 
delphia, Pa. 
Appointed  from  Pennsylvania. 

Garland,   Alexander  Charles,   ensign,    United    States   Naval   Reserve   Force 
(class  4). 

Died :  United  States  Naval  Hospital,  Brooklyn,  N.  Y. 

Date :  October  23,  1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:   Jennia  Garland    (aunt),  1101   South  Fourth   Street,  Mont- 
gomery, Ala. 

Appointed  from  Alabama. 
Gately,  Grant  Gabriel,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died :  On  board  U.  S.  S.  Ticonderoga  when  torpedoed. 

Date :  September  30,  1918. 

Cause:  Enemy  action. 

Next  of  kin:  Mrs.  Mary  M.  Gately  (mother),  care  of  Irish  &  George,  Globe 
Building,  Boston,  Mass. 

Appointed  from  Massachusettsv 
Gehrig,  Edmund,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died :  On  board  U.  S.  S.  Cherokee. 

Date :  February  26,  1918. 

Cause:  Accident  (foundered). 

Next  of  kin:  Anton  J.  Gehrig   (father),  427  East  One  hundred  and  fifty- 
sixth  Street,  New  York,  N.  Y. 

Appointed  from  New  York. 
George,  Walter  W.,  carpenter  (temporary),  United  States  Navy. 

Died :  Attached  to  U.  S.  S.  Tallahassee. 

Date:  October  11,  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  Mary  Frances  George    (wife),  612  Henry  Street,  Camden, 
N.  J.,  or  217  Senate  Street,  Camden,  N.  J. 

Appointed  from  Ohio. 
Gill,  William  Andrew,  rear  admiral,  United  States  Navy. 

Died :  St.  Vincent's  Hospital,  Bridgeport,  Conn. 

Date:  October  10,   1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  Mary  Dehaas  Gill   (wife),  Connecticut  and  M  Streets,  Con- 
necticut Apartments,  Washington,  D.  C. 

Appointed  from  Pennsylvania. 
Gleason,   John   Frederick,   jr.,   ensign,   United    States  Naval   Reserve   Force 
(class  4). 

Died :  Naval  Hospital,  New  London,  Conn. 

Date:  October  14,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:  Anna  Johanna  Gleason  (wife),  Minden  City,  Mich. 

Appointed  from  Michigan. 
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Glennon,  Philip  Thompson,  ensign,  United  States  Navy. 

Died:  On  board  U.  S.  S.  Solace. 

Date:  July  13,  1917. 

Cause:  Disease  (meningitis,  cerebrospinal). 

Nest  of  kin:   Mrs.   Janet  K.    Glennon    (wife),   918   Park   Avenue,   Rich- 
mond, Va. 

Appointed  from  New  York. 
Goldsborough,  Wobthington,  pay  director  (retired),  United  States  Navy. 

Died:  Cambridge,  Md. 

Date:  April  23,  1918. 

Cause:  Disease  (pneumonia  and  old  age). 

Next  of  kin:  B.  W.  Goldsborough   (son),  10  High  Street,  Annapolis,  Md. 

Appointed  from  Maryland. 
Graham,  Ivan  Montrose,  lieutenant,  United  States  Navy. 

Died:  Hospital,   Quebec,   Canada. 

Date:  September  21,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:  Lillian  S.  Graham  (wife),  2044  First  Street,  San  Diego,  Calif. 

Appointed  from  Honolulu,  Territory  of  Hawaii. 
Gray,  William  T.,  pay  inspector,  United  States  Navy. 

Died:   Naval  Station,  Hawaii. 

Date  :   January  9,  1918. 

Cause:  Disease  (chronic  interstitial  nephritis). 

Next  of  kin:    Mr.  William  T.  Gray,  jr.   (son),  Winston-Salem,  N.  C. 

Appointed  from  North  Carolina. 
Green,  Elmer  Joseph,  machinist,  United  States  Naval  Reserve  Force  (class  3). 

Died :  On  board  the  U.  S.  S.  Cyclops  when  that  vessel  was  reported  missing. 

Date :  June  14,  1918. 

Cause:  Accident. 

Next  of  kin:    Mrs.  Amelia  Green   (mother),  2374  Cornelia  Street,  Brook- 
lyn, N.  Y. 

Appointed  from  New  York. 
Greene,  Edward  Forbes,  lieutenant  (retired),  United  States  Navy. 

Died:  At  home,  Cambridge,   Mass. 

Date:  December  18,  1917. 

Cause:  Disease  (tuberculosis,  chronic  pulmonary). 

Next  of  kin:   D.  Crosby  Greene    (father),  No.  60   Sheparl   Street,  Cam- 
bridge,  Mass. 

Appointed  from  Illinois. 
Groff,  John  Merideth,  carpenter  (temporary),  United  States  Navy. 

Died :  On  board  the  U.  S.  S.  Cyclops  when  that  vessel  was  reported  missing. 

Date :  June  14,  1918. 

Cause :  Accident. 

Next  of  kin:    Henry  B.  Groff   (father),  509  North  Poplar  Street,  Grand 
Island,  Nebr. 

Appointed  from  Nebraska. 
Grover,  Joseph  McKinney,  machinist,  United  States  Navy. 

Died  :  United  States  Naval  Hospital,  Portsmouth,  Va. 

Date :   October  IS,  1918. 

Cause:  Disease  (pneumonia). 

Next   of   kin:     Anne   Pearl    Grover    (wife),    2607    South   Twelfth    Street 
Philadelphia,  Pa. 

Appointed  from  Pennsylvania. 
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Gunn,  Haeky  C,  chief  boatswain  (retired),  United  States  Navy. 

Died :    At  Holy  Family  Hospital,  New  York,  N.  Y. 

Date :   September  23,  1917. 

Cause:  Accident  (fracture  of  skull,  simple). 

Next  of  kin:    Mrs.  Margaret  G.  Gunn   (wife),  171  East  Thirty-first  Street, 
Brooklyn,  N.  Y. 

Appointed  from  New  York. 
Hagood,  Walter  Brown,  lieutenant   (junior  grade),  United  States  Naval  Re- 
serve Force  (class  4). 

Died :   At  United  States  Naval  Hospital,  Philadelphia,  Pa. 

Date :   October  5,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:    Helena  Louis  Hagood   (wife),  3908  Baltimore  Avenue,  Phila- 
delphia, Pa. 

Appointed  from  Pennsylvania. 
Halstead,  Robert  H.,  assistant  paymaster,  United  States  Naval  Reserve  Force 
(class  4). 

Died :  On  the  U.  S.  S.  Westover  when  sunk. 

Date:  July  11,  1918. 

Cause :  Enemy  action. 

Next  of  kin:  Mrs.  Myrta  Jean  Halstead   (mother),  227  North  Sycamore 
Street,  Lansing,  Mich. 

Appointed  from  Michigan. 

Hannon,  Raymond  V.,  lieutenant  (junior  grade),  United  States  Navy. 

Died :  At  New  York,  N.  Y. 

Date :  June  12,  1917. 

Cause:  Suicide. 

Next  of  kin:  Mrs.  Bertha  E.  Hannon  (mother),  24  West  Oakwood  Place, 
Buffalo,  N.  Y. 

Appointed  from  New  York. 
Hansen,  Anders,  lieutenant,  United  States  Naval  Reserve  Force  (class  4). 

Died :  In  France. 

Date :  June  1,  1918. 

Cause:  Accident  (auto). 

Next  of  kin:  Mrs.  Johanna  Hansen  (mother),  Ladagherm  Hoge,  Denmark. 

Appointed  from  Virginia. 

Hansen,    Maurice    John    W.,    ensign,    United    States    Naval    Reserve    Force 
(class  4). 

Died :  United  States  Naval  Hospital,  Norfolk,  Va. 

Date :  October  13,  1918. 

Cause:  Disease  (pneumonia,  broncho,  influenza). 

Next  of  kin:  Anna  Hansen  (mother),  1  Skole  Alley,  Kastrup,  Denmark. 

Appointed  from  New  Jersey. 
Hansen,  Rolf  Williams,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died :  At  St.  Vincent's  Hospital,  Staten  Island. 

Date :  October  1,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Marie  Hansen  ^(mother),  203  Lafayette  Avenue,  New  Brighton. 
Staten  Island,  N.  Y. 

Appointed  from  New  York. 
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Hakgis,  Edward  G.,  ensign  (retired),  United  States  Navy. 
Died  :  At  Jackson,  Ky. 
Date  :  October  30,  1918. 

Cause:  Disease  (pneumonia,  fever,  and  influenza). 
Next    of   kin:    H.    H.    Hargis    (father),    Hargis    Commercial    Bank    and 

Trust  Co.,  Jackson,  Ky. 
Appointed  a  midshipman  from  Kentucky,  9-7-01. 
Hartnett,    John,   assistant    paymaster,   United    States   Naval   Reserve   Force 
(class  4). 
Died :  On  board  the  U.  S.  S.  Lake  Harney. 
Date:  August  4,  1918. 
Cause:  Suicide  (hanging). 

Next  of  kin :  Mrs.  Mary  Hartnett  (mother),  Proctor,  Vt. 
Appointed  from  New  York. 
Haswell,  Governeur  Kemble,  commander  (retired),  United  States  Navy. 
Died :  At  Santa  Barbara,  Calif. 
Date :  March  31,  1918. 
Cause:  Disease  (tabes  dorsalis). 

Next  of  kin:  Julian  B.  Haswell  (son),  Hotel  Gregson,  Santa  Barbara,  Calif. 
Appointed  from  California. 
Hatch,  William  Dwight,  lieutenant,  United     States     Naval    Reserve    Force 
(class  2). 
Died :  At  Cardiff,  Wales. 
Date:  October  5,  1918. 
Cause:  Disease  (pneumonia). 

Next  of  kin:  Anna  Nagel  Hatch  (wife),  Vallejo,  Calif. 
Appointed  from  California. 
Havens,  George  Edward,  ensign.  United  States  Naval  Reserve  Force. 
Died :  At  United  States  Navy  Hospital,  Hursley,  England. 
Date :  October  1,  1918. 
Cause:  Disease  (pneumonia,  broncho). 

Next  of  kin:  Ella  Jane  Havens  (mother),  14  Evergreen  Avenue,  New  Lon- 
don, Conn. 
Appointed  from  Connecticut. 
Hayes,  Riley  Monroe,  lieutenant  (junior  grade),  Medical  Corps,  United  States 
Navy. 
Died :  On  board  the  U.  S.  S.  Comfort. 
Date:  October  3,  1918. 
Cause:  Disease  (influenza). 

Next  of  kin:  Martha  J.  Hayes  (mother),  Clanton,  Ala. 
Appointed  from  Alabama. 
Haynes,  Andrew  Pace,  lieutenant,  United  States  Navy. 
Died :  At  Naval  Hospital,  Great  Lakes,  111. 
Date :  September  30,  1918. 
Cause:  Disease  (influenza). 

Next  of  kin:  Mrs.  Rosa  James  Haynes  (mother),  Alexander,  Ala. 
Appointed  from  Alabama. 
Healey,  James  Joseph,  machinist,  United  States  Navy. 
Died:  Navy  hospital,  Portsmouth,  N.  H.  . 
Date:  September  28,  1918. 
Cause:  Disease  (pneumonia,  lobar). 
Next    of    kin:  Mr.    James    Healey    (father),    350    Broad    Street,    Valley 

Falls,  R.  I. 
Appointed  from  Rhode  Island. 
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Helmerichs,  Otta  A.,  boatswain,  United  States  Naval  Reserve  Force. 

Died :  At  Ancon  Hospital,  Canal  Zone. 

Date:  January  5,  1918. 

Cause:  Disease  (Bright's). 

Next  of  kin:  Mrs.  Anita  Helmerichs  (wife),  Paraiso,  Canal  Zone.     ■ 

Appointed  from  New  York. 
Heron,   Kenneth,  lieutenant,   United  States  Navy. 

Died :  At  Bremerton,  Wash. 

Date:  June  7,  1917. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  Mrs.  Ellen  Heron   (mother),  care  of  Mr.  J.  D.  Heron,  800 
McAllister  Street,  San  Francisco,  Calif. 

Appointed  from  California. 
Hetherington   James  Henry,  commander  (retired),  United  States  Navy. 

Died:  Philadelphia,   Pa. 

Date:  September  16,  1917. 

Cause:  Disease  (myocarditis,  chronic). 

Next  of  kin:  Mrs.  Julian  H.  Thomson  (daughter),  Biltmore,  N.  C. 

Appointed  from  Iowa. 
Higgins,  Edward  E.,  ensign,  United  States  Naval  Reserve  Force  (class  4). 

Died  :  At  Clinton.  Conn. 

Date :  June  20,  1917. 

Cause:  Disease  (tonsillitis,  acute  cerebral  meningitis). 

Next  of  kin:  Mrs.  Mary  A.  Higgins   (wife),  Clinton,  Conn. 

Appointed  from  Connecticut. 
Hill,  Frank  Randolph,  lieutenant  (junior  grade),  United  States  Navy,  Supply 
Corps. 

Died :  On  board  the  U.  S.  S.  Ozark. 

Date:  November  10,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  John  Hill  (father),  Marseilles,  111. 

Appointed  from  Illinois. 
Hill,  Richard  Franklin,  assistant  surgeon,  United  States  Naval  Reserve  Force 
(class  4). 

Died:  St.  Elizabeth's  Hospital,  Washington,  D.  C. 

Date:  July  2,  1918. 

Cause:  Disease  (result  of  psychosis,  maniac  depressive). 

Next  of  kin:  Mrs.  Martha  R.  Hill  (wife),  5014  Catherine  Street,  Philadel- 
phia, Pa. 

Appointed  from  Pennsylvania. 
Hobart,  John  C,  ensign.  United  States  Naval  Reserve  Force. 

Died :  Hospital,  Norfolk,  Va. 

Date :  October  3,  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin :  Emma  Lydia  Hobart  (wife),  868  Thirtieth  Street,  Norfolk,  Va. 

Appointed  from  Pennsylvania. 
Hobeck,    John    Williams,    lieutenant    (junior   grade),   United    States   Naval 
Reserve  Force. 

Died :  At  Richmond,  Va.,  home  of  C.  F.  Long. 

Date :  October  7,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Sue  Hobeck   (wife),  521  Thirty-sixth  Street,  Norfolk,  Va. 

Appointed  from  Virginia. 
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Hodge,  Clarence  II.,  lieutenant   (junior  grade).  United  States  Naval  Reserve 
Force  (class  3). 

Died :  On  board  the  U.  S.  S.  Cyclops  when  that  vessel  was  reported  missing. 

Date:  June  14,  1918. 

Cause :  Accident. 

Next  of  kin:  Mr.  A.  C.  Hodge    (father),  Roundbrook,  N.  J. 

Appointed  from  New  Jersey. 
Hodson,  Mebbitt,  lieutenant  commander,  United  States  Navy. 

Died :  On  board  U.  S.  S.  Mercy. 

Date  :  October  13,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  William  Hodson  (father),  7113  Harvard  Avenue,  Chicago,  111. 

Appointed  from  Illinois. 
Hoen,  Walter  Scott,  medical  inspector,  United  States  Navy. 

Died  :  Port  au  Prince,  Haiti. 

Date  :  July  7,  191S. 

Cause:  Disease  (angina  pectoris). 

Next  of  kin:  Ernest  A.  Hoen    (father),  Box  243  Richmond,  Va.     Maude 
Hoen   (wife),  1126  Twenty-fifth  Street  NW.,  Washington,  D.  C. 

Appointed  from  Virginia. 
Hoffman,  Charles  W.,  lieutenant,  United  States  Naval  Reserve  Force. 
•     Died :  Long  Island  College  Hospital,  Brooklyn,  N.  Y. 

Date  :  October  13,  1918. 

Cause :  Disease -(broncho-pneumonia). 

Next  of  kin:  Mrs.  G.  C.  Rubini  (friend),  156  Prospect  Park,  West  Brook- 
lyn, N.  Y. 

Appointed  from  New  York. 
Hoffman,  David,  ensign,  United  States  Naval  Reserve  Force  (class  4). 

Died :  On  the  U.  S.  S.  Tampa  when  that  vessel  was  sunk. 

Date  :  September  26,  1918. 

Cause:  Enemy  action. 

Next  of  kin:  Minnie  Hoffman   (mother),  218  Bremen  Street,  East  Boston, 
Mass. 

Appointed  from  Massachusetts. 
Holmes,  Arthur  Vernon,  lieutenant  (junior  grade),  United  States  Navy. 

Died:  Near  Island  of  Samar,  Philippine  Islands. 

Date:   November  9,  1918. 

Cause:  Accident,  drowning  (fell  out  of  open  boat  after  S.  S.  Dumaru  was 
struck  by  lightning). 

Next  of  kin:  Ada  Smith  Holmes  (wife),  773  Main  street,  Beaumont,  Tex. 

Appointed  from  Texas. 
Holmes,    Charles    Joseph,    boatswain,    United    States    Naval    Reserve    Force 
(class  3). 

Died :  On  board  the  U.  S.  S.  Cyclops  when  that  vessel  was  reported  missing. 

Date  :  June  14,  1918. 

Cause:  Accident. 

Next  of  kin:  Mrs.  Iva  Alice  Holmes   (wife),  2405  Presburg  Street,  Balti- 
more, Md. 

Appointed  from   Maryland. 
Hojiee  Joseph  Warren,  ensign.  United  States  Naval  Reserve  Force  (class  5). 

Died  :  At  Naval  Hospital,  London,  England. 

Date:  November  9.  1918. 

Cause:  Disease  (bronchopneumonia). 
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Homer,  Joseph  Warren — Continued. 

Next  of  kin:  Mr.  Joseph  W.  Homer   (father),  38  Webster  Place,  Brook- 
line,   Mass. 

Appointed  from  Massachusetts. 
Hood,  Harry  R.,  gunner,  United  States  Navy. 

Died :  On  U.  S.  S.  Jacob  Jones  when  torpedoed. 

Date:    December    6,    1917. 

Cause :  Enemy  action. 

Next  of  kin :  Belle  R.  Hood  (mother),  428  Peachtree  Street,  Atlanta,  Ga. 

Appointed  from  North  Carolina. 
Hoops,  Lyman  B,  lieutenant,  United  States  Navy. 

Died :    London,    England. 

Date :  June  7,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Thomas  Hoops,  jr.,   (father),  99  High   Street,  Middletown, 
Conn. 

Appointed   from    Connecticut. 
Hough,  Frank  Pennbacher  White,  lieutenant  commander  United  States  Navy. 

Died:  On  board  the  U.  S.  S.  Huron. 

Date:    October   27,    1918. 

Cause:  Disease  (influenza  and  broncho-pneumonia). 

Next  of  kin:  Helen  M.  Hough   (wife),  Osburn  Hotel,  New  Rochelle,  N.  Y. 

Appointed    from    Virginia. 
Howell,  John  A.,  rear  admiral  (retired),  United  States  Navy. 

Died:   The   Plains,   Va. 

Date:   January  10,   1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:  Mrs.  J.  V.  Bohn  (daughter),  The  Plains,  Va. 

Appointed  from  New  York. 
Ingram,  Homer  L.,  lieutenant,  United  States  Navy. 
,  Died :  Naval  Hospital,  Washington,  D.  C. 

Date :  September  27,  1918. 

Cause:  Disease  (pneumonia,  influenza). 

Next  of  kin  :  Mrs.  Edith  Wendell  Ingram  (wife),  176  Tappan  Street,  Brook- 
line,  Mass. 

Appointed  from  Indiana. 
Irwin,  Glendon  Ward,  ensign,  United  States  Navy. 

Died :  Naval  Hospital,  Annapolis,  Md. 

Date :  December  6,  1917. 

Cause :  Suicide,  gunshot. 

Next  of  kin:  Mrs.  Vincintia  V.  Irwin  (wife),  198  Chesapeake  Avenue,  East- 
port,  Md. 

Appointed  from  Ohio. 
Jacob,  Victor  A.,  gunner,  United  States  Navy. 

Died :  At  navy  yard,  New  York. 

Date:  July  13,  1917. 

Cause:  Accident  (fall). 

Next  of  kin:   Mrs.   Frances  M.   Jacob    (wife),   465   Forty-seventh    Street, 
Brooklyn,  N.  Y. 

Appointed  from  Louisiana. 
Johnson,  Carl  Martin,  lieutenant  (Pay  Corps),  (junior  grade),  United  States 
Navy. 

Died :  At  Cavite,  P.  I. 

Date:  September  19,  1919. 
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Johnson,  Carl  Maktin — Continued. 

Cause:  Disease  (sarcoma). 

Next  of  kin:  Charles  A.  Johnson  (father).  1078  East  Second  Street,  James- 
town, N.  Y. 

Appointed  from  Pennsylvania. 
Johnson,    Everett    Pero,    lieutenant,    United    States    Naval    Reserve    Force 
(class  3). 

Died :  On  board  the  U.  S.  S.  Astoria. 

Date  :  October  10,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Vina  Rosalie  Johnson    (wife),  362  Fifteenth  Street,  Brook- 
lyn, N.  Y. 

Appointed  from  New  York. 
Johnson,  Robert  Samuel,  lieutenant    (Civil  Engineer  Corps),  United   States 
Navy. 

Died  :  At  Ottowa,  Ontario. 

Date:  October  13,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Donald  G.  Johnson  (father).  Ireton,  Iowa. 

Appointed  from  Iowa. 
Johnston   James  C,  assistant  paymaster,  United  States  Naval  Reserve  Force. 

Died:  Reported  missing  from  President  Lincoln  when  torpedoed. 

Date :  May  31,  1918. 

Cause:  Enemy  action. 

Next  of  kin:  Mrs.  Willie  Belle  Johnston  (mother),  939  North  Fifth  Avenue, 
Knoxville,  Tenn. 

Appointed  from  Missouri. 
Jordan,  Lewis  Sydney,  lieutenant,  United  States  Naval  Reserve  Force. 

Died :  On  U.  S.  S.  Undaunted. 

Date:  March  14,  1918. 

Cause:  Accident  (fractured  skull). 

Next  of  kin:  Mrs.  Alice  M.  D.  Jordan   (wife),  1219  Twelfth  Avenue,  San 
Francisco,  Calif. 

Appointed  from  Washington. 

Cause:  Result  of  accident  (fractured  skull). 
Jordan,  Thomas  D.,  lieutenant,  United  States  Naval  Reserve  Force  (class  4). 

Died :  At  New  York. 

Date:  January  21,  1918. 

Cause:  Disease  (dilation,  acute  cardiac). 

Next  of  kin:  Mrs.  Grace  Jordan    (wife).  445  Seventy-fifth  Street,  Brook- 
lyn, N.  Y. 

Appointed  from  New  York. 
Kalk,  Stanton  F.,  lieutenant  (junior  grade),  United  States  Navy. 

Died:  On  board  U.  S.  S.  Jacob  Jones. 

Date :  December  6,  1917. 

Cause:  Enemy  action  (exposure  after  torpedoing  of  U.  S.  S.  Jacob  Jones). 

Next   of  kin:   Mrs.   George   S.   Kalk    (mother),   Hotel   Balfour,   Washing- 
ton, D.  C. 

Appointed  from  Nebraska. 
Kalning,  Heinrich,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died:  On  board  U.  S.  S.  Buena  Ventura  (torpedoed). 

Date:  Officially  declared  dead  from  September  16,  1918. 

Cause :  Enemy  action. 

Next  of  kin :  Carrie  Kalning  (wife),  64  East  Tremont  Avenue,  Bronx,  N.  Y. 

Appointed  from  New  York. 
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Keiban,  Richard  Tuson,  lieutenant  commander,  United  States  Navy. 

Died :  At  Naval  Hospital,  Philadelphia,  Pa. 

Date:  October  3,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Mrs.  Henrietta  Schultz  Keiran   (wife),  2466  Filbert  Street, 
San  Francisco,  Calif. 

Appointed  from  Massachusetts. 
Kendall,  Charles  S.,  assistant  naval  constructor,  United  States  Navy. 

Died :  At  navy  yard,  Portsmouth,  N.  H. 

Date :  August  21,  1917. 

Cause:  Disease  (angina  pectoris). 

Next  of  kin:   Mrs.   Mary   Kendall    (wife),   4725   Oakland    Street,   Phila- 
delphia, Pa. 

Appointed  from  Pennsylvania. 
Kenyon,  John,  chief  gunner  (retired),  United  States  Navy. 

Died :  At  naval  hospital,  Mare  Island,  Calif. 

Date:  November  26.  1917. 

Cause:  Disease  (aneurism). 

Next  of  kin:  Mrs.  Estelle  Kenyon   (wife),  1421  Market  Street,  Oakland, 
Calif. 

Appointed  from  New  York. 
King,  James  Lewin  Gibb,  lieutenant    (junior  grade),  Medical  Corps    (dental 
surgeon),  United  States  Naval  Reserve  Force  (class  4). 

Died :  Naval  base,  Norfolk,  Va. 

Date:  October  1,  191S. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  William  L.  F.  King  (brother),  Dahlia  Street,  Takoma  Park, 
Washington,  D.  C. 

Appointed  from  District  of  Columbia. 
King,  Norman,  lieutenant,  United  States  Naval  Reserve  Force,  Medical  Corps 
(class  4). 

Died :  At  naval  hospital,  Brooklyn,  N.  Y. 

Date :  October  23,  1918. 

Cause:  Disease  (tuberculosis). 

Next  of  kin:  Mrs.  J.  D.  Johnson  (aunt),  1504  Columbus  Street,  Waco,  Tex. 

Appointed  from  Texas. 
Kirk,  Thomas,  lieutenant,  United  States  Naval  Reserve  Force. 

Died :  Reported  lost  when  U.  S.  S.  Lake  Moore  was  torpedoed. 

Date :  April  11,  1918. 

Cause:  Enemy  action. 

Next    of   kin:  Florence    Kirk    (wife),    279    Seventy-third    Street,    Brook- 
lyn, N.  Y. 

Appointed  from  New  Jersey. 
Konstovich,  Stephen,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died :  On  board  the  U.  S.  S.  Cyclops  when  that  vessel  was  reported  missing. 

Date :  June  14,  1918. 

Cause:  Accident. 

Next  of  kin:   Kathleen  Konstovich    (wife),   122  West  York   Street,  Nor- 
folk, Va. 

Appointed  from  Virginia. 
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Konze,  Raymond  Albert,  ensign,  United  States  Naval  Reserve  Force  (class  4). 

Died :  At  Naval  Hospital,  Brooklyn,  N.  Y. 

Date:  July  12,  1918. 

Cause:  Disease  (nephritis,  acute). 

Next  of  kin:  Mr.  Ernest  Konze  (father),  612  Dover  Place,  St.  Louis,  Mo. 

Appointed  from  New  York. 
Kbiebel,  Claude  B.,  assistant  paymaster,  United  States  Naval  Reserve  Force. 

Died:  On  U.  S.  S.  Lake  Moore  (torpedoed). 

Date :  April  11,  1918. 

Cause :  Enemy  action. 

Next  of  kin:  Mrs.  Mary  E.  Kriebel  (mother),  Mount  Vernon  Street,  Lans- 
dale,  Pa. 

Appointed  from  Pennsylvania. 
Lally.  William  McDevitt,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died :  At  Lane  Hospital,  San  Francisco,  Calif. 

Date:  October  20,  1918. 

Cause:  Disease  (influenza-pneumonia). 

Next  of  kin:  Michael  E.  Lally  (father),  1034  Rebecca  Avenue,  Wilkinsburg, 
Pa. 

Appointed  from  Pennsylvania. 
Lancashire,  Ammi  Weight,  ensign,  United  States  Naval  Reserve  Force  (class  4). 

Died :  At  United  States  Naval  Hospital,  Philadelphia,  Pa. 

Date :  September  27,  1918. 

Cause:  Disease  (influenza). 

Next    of   kin:  Mr.    Henry    J.    Lancashire    (father),    7    East    Seventy-fifth 
Street,  New  York,  City,  N.  Y. 

Appointed  from  Massachusetts. 
Lawson,  Milton  O,  lieutenant  commander,  United  States  Naval  Reserve  Force 
(class  3). 

Died :  March  9,  1918,  at  Naval  Hospital,  New  York. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  Mrs.  Bertha  C.  Lawson   (mother),  1214  Third  Avenue,  San 
Francisco,  Calif. 

Appointed  from  California. 
Lawscj::,   Robebt  J.,  lieutenant    (junior  grade),   United  Slates  Naval  Reserve 
Force   (class  4). 

Died  :  At  New  York,  N.  Y. 

Date :  February  6,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next   of  kin:    Mrs.    Bertha    C.   Lawson    (wife),   1214  Third  Avenue,    San 
Francisco,  Calif. 

Appointed  from  California. 
Lawton,  Sylvester  IL,  jr,  lieutenant,  United  States  Navy. 

Died  :  At  Naval  Hospital,  Mare  Island,  Calif. 

Date  :  October  26,  1917. 

Cause :  Wound,  gunshot  of  brain,  self  inflicted. 

Next  of  kin,  Mrs.  S.  H.  Lawton,  wife,  85  Boston  Avenue,  West  Bedford,  Mass. 

Appointed  from  Ohio. 
Lee,  Benjamin,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died :  At  Naval  Air  Station,  Killinghome,  England. 

Date :  October  28,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin:  Mrs.  J.  C.  Chase  (mother),  1357  Riverside  Avenue,  Jackson- 
ville, Fla. 

Appointed  from  Pennsylvania. 
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Lefavor,  Frederick  Herbert,  lieutenant  (retired),  United  States  Navy. 

Died:  At  Naval  Hospital,  Mare  Island,  Calif. 

Date :  October  14,  1918. 

Cause:  Disease  (senility). 

Next  of  kin:   Elizabeth  Lefavor    (wife),  440  Grand  Avenue,   San   Rafael, 
Calif. 

Appointed  from  Ohio. 
Leitch,    John     Bowman,    lieutenant,    United    States    Naval    Reserve    Force 
(class  3). 

Died:  On  board  U.  S.  S.  Tir'tvc*. 

Date :  October  23,  1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:  Frances  Constance  Leitch   (mother),  4  St.  Nicholas  Terrace, 
New  York,  N.  Y. 

Appointed  from  New  York. 
Lenderman,  Watson  Beatty,  lieutenant   (junior  grade),  United  States  Naval 
Reserve  Force. 

Died :  At  General  Hospital,  No.  30  Calais,  France. 

Date :  October  16,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  Mrs.  W.  B.  Lenderman  (mother),  R.  F.  D.  1,  Wilmington,  Del. 

Appointed  from  Delaware. 
Lequin.    Maurice    Lentit.hon,    ensign,    United    States    Naval    Reserve    Force 
(class  3). 

Died :  On  board  U.  S.  S.  Leviathan.  . 

Date :  October  12,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin :  John  Lequin,  father,  55  Chestnut  Street,  East  Orange,  N.  J. 

Appointed  from  New  Jersey. 
Lewis,  Samuel  L.,  ensign.  United  States  Naval  Reserve  Force  (class  3). 

Died :  At  Base  Hospital  No.  5,  Brest,  France. 

Date :  March  11,  1918. 

Cause:  Disease  (appendicitis). 

Next  of  kin:  Mr.  John  W.  Lewis  (father),  300$  Middle  Street,  Portsmouth, 
Va. 

Appointed  from  Virginia. 
Lichtenstein,  Herbert  A.,  lieutenant  (junior  grade),  United  States  Naval  Re- 
serve Force  (class  3). 

Died:  New  York,  N.  Y. 

Date  :  October  25,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Mr.  Solomon  K.  Lichtenstein   (father),  Hotel  Ansonia,  New 
York,  N.  Y. 

Appointed  from  New  York. 

Cause:  Disease  (pneumonia,  lobar). 
Liggett,  Leslie  Alvin,  ensign  (E),  United  States  Naval  Reserve  Force  (class  4). 

Died :  At  806  North  Monroe  Street,  Peoria,  111. 

Date :  October  3,  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  Mrs.    Lydia   Almina    Liggett    (mother),   S06    North    Monroe 
Street,  Peoria,  111. 

Appointed  from  Illinois. 
174483—20 3 
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Lindstbom,  Axel  Moore,  ensign,  United  States  Naval  Reserve  Force. 

Died :  United  States  Naval  Hospital  No.  5 ;  buried,  Brest,  France. 

Date:  September  27,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Karolina  Lindstrom  (mother),  Hilton,  Kans. 

Appointed  from  Kansas. 
Lingard,  Eric,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died :  At  United  States  Naval  Air  Station,  Chatham,  Mass. 

Date :  October  29,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:  Miss  Olga  Lingard  (sister),  Annisquam,  Mass. 

Appointed  from  Massachusetts. 
Lizikos,  Sotirios,  ensign,  United  States  Naval  Reserve  Force. 

Died  :  Torpedoing  of  U.  S.  S.  Lake  Moore. 

Date :  April  11,  1918. 

Cause :  Enemy  action. 

Next  of  kin:  Mrs.  Helen  Lizikos   (mother),  care  James  Lizikos,  Tucson, 
Ariz. 

Appointed  from  New  York. 
Lohges,  Robert  Johnson,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died:  At  Naval  Hospital,  Pensacola. 

Date:   October  11,  1918. 

Cause:  Disease  (pneumonia,  broncho). 

Next   of   kin:    Mrs.    Nellie   Johnson    Lohges    (mother),   26    Craig    Street, 
Rochester,  N.  Y. 

Appointed  from  New  York. 
Long,  John  A.,  chief  sailmaker  (retired),  United  States  Navy. 

Died :  At  Everett,  Mass. 

Date:   September  3,   1918. 

Cause:  Disease  (myocarditis,  chronic). 

Next  of  kin:  William  A.  Long  (father),  11  Meade  Street,  Everett,  Mass. 

Appointed  from  Massachusetts. 
Lovell,  William,  machinist,  United  States  Naval  Reserve  Force  (class  2). 

Died :  On  U.  S.  S.  William  Rockefeller  when  torpedoed. 

Date:  May  18,  1918. 

Cause:  Enemy  action. 

Next  of  kin:   Mrs.   Gladys  R.   Lovell    (wife),   749  Union   Street,  Brook- 
lyn,  N.   Y. 

Appointed  from  New  York. 
Lundberg,  Kurt  M.,  lieutenant    (junior  grade),  United  States  Naval  Reserve 
Force    (class  2). 

Died :  On  U.  S.  S.  Culgoa. 

Date:  August  23,  1917. 

Cause:  Disease  (tuberculosis). 

Next  of  kin:  May  Lundberg  (wife),  19  La  Martins  Terrace,  Yonkers,  N.  Y. 

Appointed  from  New  York. 
Lyon,  William  Dennison,  ensign,  United  States  Naval  Reserve  Force  (class  4). 

Died :  At  New  London,  Conn. 

Date:  May  21,  1918. 

Cause:  Gunshot  wound  in  forehead. 

Next  of  kin:  Mrs.  William  H.  Lyon   (mother),  37  Warren  Street,  Brookl 
line,  Mass. 

Appointed  from  Massachusetts. 
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McAvoy,    William    Richard,    ensign,    United    States    Naval    Reserve    Force 
(class  3). 

Died:  At  home,  2419  Van  Courtland  Avenue,  Brooklyn,  N.  Y. 

Date :  October  27,  1918. 

Cause:  Disease  (pneumonia,  broncho). 

Next  of  kin:  Barbara  McAvoy  (wife),  2419  Van  Courtland  Avenue,  Brook- 
lyn, N.  Y. 

Appointed  from  New  York. 
McCarthy    Anthony  Peter,  machinist  (retired),  United  States  Navy. 

Died :  Naval  Hospital,  Puget  Sound,  Wash. 

Date  :  October  15,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:   Margaret  McCarthy    (wife),  1125  Cogcan   Avenue.   Bremer- 
ton, Wash. 

Appointed  from  Pennsylvania. 
McCarthy,    Justin    Aloysius,    lieutenant    (junior    grade)     (Medical    Corps), 
United  States  Naval  Reserve  Corps. 

Died  :  Naval  Hospital,  New  London,  Conn. 

Date :  September  26,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  Dr.  Charles  A.  McCarthy   (brother),  183  East  Sixty-Fourth 
Street,  New  York,  N.  Y. 

Appointed  from  California. 
McCarthy,    Thomas    Carroll,    ensign,    United    States    Naval    Reserve    Force 
(class  5). 

Died :  Pensacola,  Fla. 

Date:  September  25,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin:   Margaret  McCarthy    (mother),  1336  Fayette   Street,  North 
Side.  Pittsburgh,  Pa. 

Appointed  from  Pennsylvania. 
McCormick.  Alexander  Agnew,  lieutenant  (junior  grade),  United  States  Naval 
Reserve  Force  (class  5). 

Died :  General  Hospital,  No.  30,  Calais,  France. 

Date:  September  24,  1918. 

Cause :  Enemy  action.     Injuries  received  while  acting  as  aerial  gunner. 

Next  of  kin:  A.  McCormick  (father),  5816  Blackstone  Avenue,  Chicago,  111. 

Appointed  from  Illinois. 
McGill,  Clarence  McCutcheon,  lieutenant  commander,  United  States  Navy. 

Died :  U.  S.  S.  Galveston. 

Date :  September  30,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Dr.  Peter  McGill  (father),  225  Somerset  Street,  Bound  Brook, 
N.  J. 

Appointed  from  New  Jersey. 
McGoldrick,  Joseph  Frances,  boatswain,  United  States  Naval  Reserve  Force 
(class  3). 

Died :  On  U.  S.  S.  Cherokee. 

Date :  February  26,  1918. 

Cause:  Accident  (foundered). 

Next  of  kin:  Michael  Joseph  McGoldrick   (father),  107  Commerce  Street^ 
Perth  Amboy,  N.  J. 

Beneficiary:   Martha  McGoldrick    (wife),  New  Brighton,   S.   I. 

Appointed  from  New  Jersey. 
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McGrath,  Geobge  A.  P.,  ensign,  United  States  Naval  Reserve  Force. 

Died :  Portsmouth,  Va. 

Date :  October  S,  1918. 

Cause:  Disease  (pneumonia,  broncho). 

Next  of  kin:  Helen  McGrath  (mother).  117  West  One  hundred  and  forty- 
second  Street,  New  York,  N.  Y. 

Appointed  from  New  York. 
McCoubty,  James,  machinist,  United  States  Naval  Reserve  Force. 

Died:  On  U.  S.  S.  Lake  Moore  (torpedoed). 

Cause:  Enemy  action). 

Date:  April  11,  1918. 

Cause :  Enemy  action. 

Next  of  kin:  Mary   McOourty    (mother),    Seventeenth  and   Fruit    Streets. 
Worcester,  Mass. 

Appointed  from  Illinois. 
McKinnon,  Thomas  Neil,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died :  At  Dunkerque,  France. 

Date  :  August  20,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin:   Mary  McKinnon    (mother),   1104   East  Thirty-sixth   Street, 
Minneapolis,  Minn. 

Appointed  from  Minnesota. 
McLean,  James  Thomas,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died  :  St.  James  Hotel,  Philadelphia,  Pa. 

Date:  October  5,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:  Ellen  McLean  (mother),  Essington,  Pa. 

Appointed  from  Pennsylvania. 
McLendon,  Lawrence  L.,  lieutenant    (junior  grade)    (Medical  Corps)    United 
States  Naval  Reserve  Force. 

Died :  Atlanta,  Ga. 

Date :  October  30,  1918. 

Cause:  Disease  (influenza). 

Next    of    kin:  Emma    Combs    McLendon     (mother),    127    Catoma    Street, 
Montgomery,  Ala. 

Appointed  from  Alabama. 
McMeekin,    James    Wark,    machinist,    United    States    Naval    Reserve    force 
(class  4). 

Died:    While    on    duty    with    Northern    Bombing    Group    Naval    Aviatoin 
Forces,  Paris,  France. 

Date :  October  10,  1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:  Helene  McMeekin  (wife),  873  Main  Street,  Darby,  Pa. 

Appointed  from  Pennsylvania. 
MacNatjghton  Leslie  M.,  ensign,  Reserve  Force  (class  5). 

Died :  At  naval  air  station,  Hampton  Roads,  Va. 

Date:  March  13,  1918. 

Cause:  Accident  (fall  in  seaplane). 

Next  of  kin:  Julia  M.  MacNaughton  (mother),  Fort  Edward,  N.  Y. 

Appointed  from  New  York. 
McRitchie,  Daniel  N.,  lieutenant,  Reserve  Force  (class  3). 

Died :  Mercy  Hospital,  Baltimore,  Md. 

Date:  April  7,  1918. 
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McRitchie,  Daniel  N.- — Continued. 
Cause:  Disease  (pneumonia). 

Next  of  kin:  Mary  McRitchie  (wife),  Liverpool.  Nova  Scotia. 
Appointed  from  Massachusetts. 
McSpieit,  Joseph  G.,  machinist,  Reserve  Force  (class  4-3). 
Died :  On  U.  S.  S.  Cherokee. 
Date:  February  26,  1918. 
Cause:  Accident  (foundered). 

Next  of  kin:  Mrs.  McSpirit  (wife),  178  Third  Street,  Jersey  City,  N.  J. 
Appointed  from  New  Jersey. 
McWhibk,  Wakben  Ellsworth,  lieutenant,  Reserve  Force  (class  2). 
Died :  United  States  Naval  Hospital,  Pelham  Bay  Park,  N.  T. 
Date:  October  19,  1918. 
Cause:  Disease  (pneumonia). 
Next  of  kin :  Helen  Veronica  McWhirk  (wife).  556  Seventh  Street,  Niagara 

Falls,  N.  Y. 
Appointed  from  New  York. 
Mackay,  George,  commander  (retired),  United  States  Navy. 
Died :  At  Washington,  D.  C 
Date:  November  12,  1917. 

Cause:  Disease  (valvular  disease,  chronic  cardiac). 
Next  of  kin:  Doretha  Smith  Mackay   (wife),  1779  Massachusetts  Avenue, 

Washington,  D.  C. 
Appointed  from  New  York. 
Mackenzie,  Allan  S.,  chief  gunner,  United  States  Navy. 
Died:  At  Mare  Island,  Calif. 
Date :  July  9,  1917. 

Cause:  Accident  (explosion  of  ammunition  depot). 
Next   of   kin:   Mrs.   Roberta   Osborne    (daughter),   5618   Dibble   Avenue, 

Cleveland,  Ohio. 
Appointed  from  New  York. 
MacLeish  Kenneth,  lieutenant,  Reserve  Force  (class  5). 
Died  :  Reported  missing  October  14,  1898. 
Later  reported  prisoner.    Cables  dated  February  4  to  13  report  body  found 

at  Schmore,  Belgium,  and  buried. 
<  Wkially  dead  as  of  October  15,  19-18. 
Cause:  Enemy  action. 
Next  of  kin:   Andrew  MacLeish    (father),  459  Longwood  Avenue,   Glen- 

coe,  111. 
Appointed  from  Illinois. 
Magruder,   Samuel  S.,   lieutenant    (Supply   Corps),   United   States  Naval  Re- 
serve Force  (class  4). 
Died:  On  board  the  U.  S.  A.  C.  T.  Ticonderoga  (torpedoed). 
Date :  September  30,  1918. 
Cause :  Enemy  action. 
Next  of  kin:  Mrs.  Irene  Malford  T.  Magruder  (wife),  2416  Webster  Street, 

San  Francisco,  Calif. 
Appointed  from  California. 
Maguet,  Glenn  E.,  lieutenant    (junior  grade),   United  States  Naval  Reserve 

Force. 
Died :  On  board  the  U.  S.  S.  Cyclops  when  that  vessel  was  reported  missing. 
Date :  June  14,  1918. 
Cause:  Accident. 
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Maguet,  Glenn  E. — Continued. 

Next  of  kin:  Mrs.  Margaret  Maguet  (wife),  413  West  Seventeenth  Street, 
Norfolk,  Va. 

Appointed  from  Virginia. 
Manchester,  William  A.,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died :  At  Emerson  Hospital,  Jamaica  Plain,  Mass. 

Date :  February  18,  1918. 

Cause:  Disease  (tuberculosis,  chronic  pulmonary). 

Next  of  kin:  Mrs.  Mary  M.  Manchester  (wife),  33  Clinton  Avenue,  Brock- 
ton, Mass. 

Appointed  from  Massachusetts. 
Mansfield,  Henry  Birmingham,  rear  admiral  (retired),  United  States  Navy. 

Died :  At  home,  368  Hancock  Street,  Brooklyn,  N.  Y. 

Date :  July  17,  1918. 

Cause:  Disease  (embolism,  cerebral).  ' 

Next  of  kin:  Harriet   S.   Mansfield    (wife),   368   Hancock   Street,   Brook- 
lyn, N.  Y. 

Appointed  from  Massachusetts. 
Marcus,  Arnold,  lieutenant   (junior  grade).  United  States  Navy. 

Died :  On  U.  S.  S.  A-7,  July  25,  1917. 

Cause:  Accident  (explosion). 

Next  of  kin:  Mrs.  Helen  C.  Marcus  (wife),  Mill  Valley,  Calif. 

Appointed  from  New  York. 

Mathieu,  Julien,  jr.,  ensign,  1'nited  States  Naval  Reserve  Force   (class  4-3). 

Died:  At  Merritt  Hospital,  San  Francisco,  Calif. 

Date :  October  21,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Julien  Mathieu,  sr.,   (father!,  555  Chetwood  Street,  Oakland, 
Calif. 

Appointed  from  California. 
Mathis,  Leon  Abbott,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died:  At  Monstown   Hospital,   Kingstown,    Ireland. 

Date :  October  28,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Elizabeth  Mathis   (mother),  341  North  Vermont  Avenue,  At- 
lantic City,  N.  J. 

Appointed  from  New  Jersey. 
Matteson,  Joseph  Leonard,  machinist,  United  States  Naval  Reserve  Force. 

Died :  Home,  Bayonne,  N.  J. 

Date:  October  12,  191S. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Lottie  M.  Matteson  (wife),  11  Sisson  Court,  Bayonne,  N.  .1. 

Appointed  from  New  Jersey. 
Mawdsley,  William  Charles,  lieutenant,  United  States  Naval  Reserve  Force 
(class  3). 

Died:  On  U.  S.  S.  Buena  Ventura  when  torpedoed. 

Date  :  September  16,  1918. 

Cause :  Enemy  action. 

Next  of  kin:  Florence   Ann   Mawdsley    (wife),   13  Airlie  Road,   Holyoke, 
Cheshire,  England. 

Appointed  from  Holyoke,  England. 
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Mehrtens,  Rudolph  Christian,  chief  boatswain,  United  States  Navy. 

Died :  Charleston,  S.  C. 

Date :  October  18,  1917. 

Cause:  Disease  (cerebral  hemorrhage). 

Next  of  kin:  J.  K.  Mehrtens  (brother),  60  Society  Street,  Charleston,  S.  C. 

Appointed  from  New  York. 
Melvin,  John  T.,  lieutenant  (junior  grade),  United  States  Naval  Reserve  Force. 

Died:  On  U.  S.  S.  Alcedo  (torpedoed). 

Date:  November  5,  1917. 

Cause:  Enemy  action. 

Next  of  kin:  Bishop  S.  Melvin  (father),  Church  Street,  Selma,  Ala. 

Appointed  from  Alabama. 
Meyers,  Harold  M.,  lieutenant  (junior  grade),  United  States  Navy. 

Died :  On  U.  S.  S.  Solace. 

Date :  September  8,  1917. 

Cause:  Disease  (cerebrospinal  fever). 

Next  of  kin:  Martha  Meyers  (mother),  Mill  Hall,  Pa. 

Appointed  from  Pennsylvania. 
Miller,  William,  boatswain,  United  States  Navy. 

Died  :  At  United  States  Naval  Hospital.  Gibraltar. 

Date :  October  11,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Ellen  .T.  Miller    (mother),  290  Chelsea  Street,  East  Boston, 
Mass. 

Appointed  from  Massachusetts. 
Montague,  Harold  Edgar,  machinist,  Reserve  Force  (class  4). 

Died :  Larkenau  Hospital,  Philadelphia,  Pa. 

Date :  September  27,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:   Edith   G.  Montague    (wife),   1415  North  Thirteenth    Street, 
Philadelphia.  Pa. 

Appointed  from  Pennsylvania.      . 
Montgomery,  Curtis  El  wood,  boatswain,  Reserve  Force   (class  3). 

Died :  On  U.  S.  S.  Cyclops  when  reported  missing. 

Date :  June  14,  1918. 

Cause:  Accident. 

Next  of  kin:   Jennie  Tompkins    (mother),  218   South   Third   Street,  Dan- 
ville, Ky. 

Appointed  from  New  York. 
Mooney,  Thomas  John,  ensign,  Reserve  Force   (class  3). 

Died :  Army  Base  Hospital  No.  6,  Talande,  France. 

Date :  August  14,  1918. 

Cause:  Disease  (tuberculosis,  chronic  pulmonary). 

Next  of  kin:   Arabella   Mooney    (mother),   727   Operlousas   Avenue,   New 
Orleans,  La. 

Appointed  from  Louisiana. 
Morgan,  Wanfred  Abram.  machinist  (retired),  United  States  Navy. 

Died :  Oakland,  Calif. 

Date :  October  22,  1918. 

Causes  Disease  (diabetic  coma). 

Next  of  kin:  Marion  J.  Morgan  (wife),  126  Fillmore  Street,  San  Francisco, 
Calif. 

Appointed  from  California. 
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Morris,  Hugh  Joseph,  pay  clerk,  Reserve  Force  (class  4-3). 

Died :  On  U.  S.  S.  Cyclops  when  reported  missing. 

Date:  June  14,  191 S. 

Cause :  Accident. 

Next  of  kin:  Anna  Morris  (mother),  2864  Kingsbridge  Terrace,  New  York. 
N.  Y. 

Appointed  from  New  York. 
Morris,  John  L.,  chief  machinist,  United  States  Naval  Reserve  Force. 

Died :  Navy  Base  Hospital  No.  5,  Lorient,  France. 

Date:  October  5,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Hannah  H.  Morris  (wife),  Lewes,  Del. 

Appointed  from  Delaware. 
Mould,  Roy  C,  ensign,  United  States  Navy. 

Died:  On  board  U.  S.  S.  Rochester. 

Date:  October  28,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin :  F.  W.  Mould  (brother),  17422  Cannon  Street,  Cleveland,  Ohio. 

Appointed  from  Ohio. 
Mowat,  Andrew,  assistant  paymaster,  United  States  Navy. 

Died:  On  U.  S.  S.  President  Lincoln  torpedoed. 

Date:  May  31,  1918. 

Cause :  Enemy  action. 

Next  of  kin:  J.  Mowat   (mother),  128  Broadway,  Newport,  R.  I. 

Appointed   from   Rhode  Island. 
Mulvey,  Joseph  M.,  ensign,  Reserve  Force  (class  3). 

Died :  On  U.  S.  S.  Cyclops  when  reported  missing. 

Date:  June  14,  1918. 

Cause:  Accident. 

Next    of   kin:    Minnie   T.    O'Connor    (mother),    717,  Court    Street,    Ports- 
mouth, Va. 

Appointed  from  Virginia. 
Mitrphy,  Joseph  Gerard,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died :  Miami,  Fla. 

Date :  October  18,  1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:    Mrs.  Katherine  Murphy    (mother),  Telson  Terrace,  Somer- 
ville,  Mass. 

Appointed  from  Massachusetts. 
Murphy,  Thomas  Leo,  gunner,  United  States  Navy. 

Died :  Hospital  at  Ravena,  Italy. 

Date:  September  15,  1918. 

Cause:  Accident  (seaplane  at  Porto  Corsini,  Italy). 

Next  of  kin:  Bessie   Bent  Murphy    (wife),  605   South  Avenue,  Wilkins- 
burg,  Pa. 

Appointed   from   Pennsylvania. 
Murray,  Eugene  M.,  ensign,  United  States  Naval  Reserve  Force  (class  4). 

Died :  At  Naval  Hospital,  Philadelphia,  Pa. 

Date :   May  30,  1918. 

Cause:  Disease  (sarcoma). 

Next  of  kin:   Sarah  Murray  (mother),  Grays  Lane,  Haverford,  Pa. 

Appointed  from  Pennsylvania. 
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Naile,  Frederick  L.,  commander  (retired),  United  States  Navy. 

Died  :  At  Norristown,  Pa. 

Date  :  May  25,  1918. 

Cause:  Disease  (myocarditis,  chronic). 

Next  of  kin:    Emma  P.  Naile  (wife),  806  De  Kalb  Street,  Norristown,  Pa. 

Appointed  from  Pennsylvania. 
Nalls,  Samuel  Wilms,  lieutenant  (junior  grade)  United  States  Naval  Reserve 
Force. 

Died:  On  board  the  U.  S.  S.  Chicago. 

Date :  September  19,  1918. 

Cause  :  Disease  ( lobar  pneumonia ) . 

Next  Qf  kin:    R.  O.  Nails  (father),  804  West  Forty-ninth  Street,  Birming- 
ham, Ala. 

Appointed  from  California. 
Neal,  John,  ensign,  United  States  Navy. 

Died :  On  the  U.  S.  S.  Mcrcu. 

Date:  October  6,  1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:  Mrs.  L.  W.  Neal  (mother),  Box  125,  Louisburg,  N.  C. 

Appointed  from  North  Carolina. 
Neuberger,  Gilbert  Mordecai,  lieutenant  (Medical  Corps),  United  States  Naval 
Reserve  Force  (class  4). 

Died:  At  U.  S.  Naval  Hospital.  League  Island,  Pa. 

Date:  September  27,  1918. 

Cause:  Disease  (influenza). 

Next    of    kin:  Corrine    Stern    Neuberger    (wife),    1823    Diamond    Street-, 
Philadelphia,  Pa. 

Appointed  from  Pennsylvania. 
Newell,  Clarence  C,  lieutenant  (junior  grade),  United  States  Naval  Reserve 
Force  (class  4-3). 

Died:  At  Naval  Base,  Rochford,  France,  attached  to  the  U.  S.  S.  Janet 
Skinner. 

Date:  August  14,  1918. 

Cause:  Disease  (result  of  lymphaticus). 

Next  of  kin:  William  Capers  Newell   (father),  Camp  Hill,  Ala. 

Appointed  from  Alabama. 
Newell,   Edward   Dollivef,   lieutenant    (junior   grade),   United   States   Naval 
Reserve  Force. 

Died :  Reported  as  missing  from  U.  S.  S.  Cherokee,  which  foundered. 

Date :  February  26,  1918. 

Cause:  Accident. 

Next  of  kin:  Mrs.  Esther  C.  Newell  (wife),  5525  Walnut  Street,  Philadel- 
phia, Pa. 

Appointed  froni  Pennsylvania. 
Nichols,  Alan  L.,  ensign,  United  States  Naval  Reserve  Force. 

Died :  In  Italy. 

Date :  August  17,  1918. 

Cause:  Accident  (aeroplane). 

Next  of  kin:  Clifford  L.  Nichols  (father),  903  Goodrich  Avenue,  St.  Paul, 
Minn. 

Appointed  from  Minnesota. 
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Nickerson.  Roland  Crosby,  lieutenant  (junior  grade),  United  States  Naval  Re- 
serve Force  (class  4). 

Died :  At  United  States  Hospital,  Washington,  D.  C. 

Date :  October  6.  1918. 

Cause:  disease  (pneumonia). 

Next  of  kin:  Henrietta  Jordan  Nickerson   (wife),  2520  Park  Avenue,  Min- 
neapolis, Minn. 

Appointed  from  Minnesota. 
Nigg,  Frank  C,  lieutenant  (junior  grade),  United  States  Navy. 

Died:  Among  those  on  board  the  U.  S.  S.  Cyclops  when  that  vessel  was  re- 
ported missing. 

Date :  June  14,  1918. 

Cause:  Accident. 

Next  of  kin:  Mrs.  Henrietta  Nigg  (mother),  Maquoketa.  Iowa. 

Appointed  from  Iowa. 
Norman,  Guy,  lieutenant,  United  States  Naval  Reserve  Force  (class  1). 

Died :  At  Massachusetts  General  Hospital,  Boston,  Mass. 

Date :  June  3,  1918. 

Cause:  Disease  (diabetes  mellitus). 

Next  of  kin:   Mrs.  Louisa  P.  Norman   (wife),  86  Washington  Avenue,  New- 
port, R.  I. 

Appointed  from  Rhode  Island. 

Norris,   Norwin   Batte,   lieutenant    (junior  grade),    (Medical   Corps),   United 
States  Naval  Reserve  Force  (class  4). 

Died :  On  U.  S.  A.  C.  T.  Ticonderoga. 

Date :  September  30,  1918. 

Cause :  Enemy  action. 

Next  of  kin:  Mrs.  Mary  Davis  Norris  (wife),  R.  F.  D.  5,  Memphis,  Tenn. 

Appointed  from  Tennessee. 
North,  Scott  Holmes,  ensign,  United  States  Navy. 

Died  :  British  hospital  ship  Soudan. 

Date :  February  19,  1918. 

Cause:  Disease  (endocarditis). 

Next  of  kin:   Mrs.  Alice  J.   North    (mother),  49   Shelter   Street,   Roches- 
ter, N.  Y. 

Appointed  from  Ohio. 
O'Connell,  John  Joseph,  machinist,  United  States  Naval  Reserve  Force  (class 
4—3). 

Died:  On  board  the  U.  S.  S.  Bridgeport. 

Date :  October  11,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin  :  Mrs.  Ellen  Margaret  O'Connell  (wife),  228  East  Eighth  Street, 
South  Boston,  Mass. 

Appointed  from  Massachusetts. 
Offtjtt,  Lewis,  lieutenant  (junior  grade),  United  States  Naval  Reserve  Force. 

Died:  U.  S.  S.  Lake  Moor  (torpedoed). 

Date :  April  11,  1918. 

Cause:  Enemy  action. 

Next   of   kin:    Mrs.    Taletha    C.    Offutt.    131    Twenty-second    Avenue,    San 
Francisco,  Calif. 

Appointed  from  California. 
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O'Hare,  Reginald  Eugene,  acting  pay  clerk,  United  States  Navy. 

Died:  Naval  Hospital,  Strathpeffer,  England. 

Date :  July  19,  1918. 

Cause:  Disease  (diabetes). 

Next  of  kin:  Thomas  F.  O'Hare  (brother),  Rockhill  College,  EUicott  City, 
Md. 

Appointed  from  Maryland. 
Ol.sen,  Hekbekt  Ernest,  lieutenant   (junior  grade),  United  States  Naval   Re- 
serve Force  (class  3). 

Died :  On  U.  S.  S.  Herman  Frasch. 

Date :  October  4,  1918. 

Cause:  Accident    (collision  with  George  G.  Henry). 

Nest  of  kin:  Mrs.   Annice  C.  Olsen    (mother),  2706  Heath   Avenue,   New 
York,  N.  Y. 

Appointed  from  New  York. 
Olsson,  Andrew,  lieutenant  (junior  grade),  United  States  Navy. 

Died :  At  Memorial  Hospital,  New  London,  Conn. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin  :  Mrs.  Kathryn  V.  Olsspn   (wife).  35  Perry  Street,  New  Ixmdon, 
Conn. 

Appointed  from  New  York. 
O'Roueke,  Simon  A.,  lieutenant  (junior  grade),  United  States  Navy. 

Died:  At  home,  110  Whipple  Street,  Fall  River,  Mass. 

Date:  September  21,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Michael  O'Rourke   (father).  110  Whipple  Street.  Fall  River, 
Mass. 

Appointed  from  Massachusetts. 
Osborne.  Weeden  Edward,  dental  surgeon  (Medical  Corps),  United  States  Navy. 

Died :  Killed  in  action  while  serving  with  the  Sixth  Regiment  of  Marines. 

Date :  June  6,  1918. 

Cause :  Enemy  action. 

Next  of  kin:  Elizabeth  Osborne  (sister),  4427  Racine  Avenue,  Chicago,  111. 

Appointed  from  Illinois. 
Page,    Carroll   Goddard,    assistant   paymaster,   United    States   Naval   Reserve 
Force  (class  2). 

Died :  Among  those  on  board  the  U.  S.  S.  Cyclops  when  that  vessed  was  re- 
ported missing. 

Date:  June  14,  1918. 

Cause :  Accident. 

Next  of  kin:  Mrs.  Emeroy  6.  Page  (mother),  Hyde  Park,  Vt. 

Appointed  from  Vermont. 
Page,  Phillips  W.,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died  :  Off  Harwich,  England. 

Date:  December  17,  1917. 

Cause:  Accident  (in  seaplane). 

Next  of  kin:  Mrs.  Anna  W.  Page  (mother),  1758  Q  Street  NW„  Washing- 
ton, D.  C. 

Appointed  from  Massachusetts. 
Palmer,  Clyde  N.,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died :  At  St.  Inglevert,  France. 

Date  :  September  14,  1918. 

Cause:  Accident  (aeroplane). 
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Palmer,  Clyde  N. — Continued. 

Next  of  kin:  Mrs.  Clyde  N.  Palmer   (wife),  23  Fellsmore  Road.  Maiden, 
Mass. 

Appointed  from  Massachusetts. 
Parrott,  George  Fountain,  jr.,  lieutenant  commander,  United  States  Navy. 

Died :  On  board  U.  S.  S.  Shaw. 

Date :  October  9,  1918. 

Cause:  Accident  (collision). 

Next  of  kin:  George  F.  Parrott  (father),  R.  F.  D.,  Kinston,  N.  C. 

Appointed  from  North  Carolina. 
Parsons,  John  S.,  commander,  N.  N.  V. 

Died:  Norfolk,  Va. 

Date :  January  27,  1918. 

Cause:  Self-inflicted  wound. 

Next  of  kin:  Mrs.  Iva  E.  Parsons  (wife),  Accomac,  Va. 

Appointed  from  Virginia. 
Patterson,  William  S.,  ensign,  United  States  Naval  Reserve  Force  (class  4). 

Died :  On  board  the  U.  S.  S.  Huron. 

Date  :  September  1,  1918. 

Cause:  Disease  (appendicitis). 

Next  of  kin:  William  Patterson   (father),  6723  Thirty-fourth  Street.  Ber- 
wyn,  111. 

Appointed  from  Illinois. 
Patron.  Thomas  Bustard,  ensign  (S.  C.)  United  State  Naval  Reserve  Force. 

Died :  At  Philadelphia,  Pa. 

Date :  October  10,  1918. 

Cause:  Disease   (pneumonia,  incident  to  Spanish  influenza). 

Next  of  kin:  Mrs.  Mary  Cramp  Patton   (wife),  519  Eleanor  Street,  Phila- 
dephia,  Pa. 

Appointed  from  Pennsylvania. 
Peaco,  Harry   Mineix,   lieutenant    (junior  grade),   United   States  Naval   Re- 
serve Force. 

Died :  At  Methodist  Hospital,  Philadelphia,  Pa. 

Date :    September   24,    1918. 

Cause:  Disease  (influenza). 

Next   of   kin:    Emma    V.    Peaco    (sister),   426    East    Sixth    Street.    Rich- 
mond,  Va. 

Appointed   from   Virginia. 
Pearson,  John  August,  carpenter  (temporary),  United  States  Navy. 

Died  :  At  Tutuila,  Samoa. 

Date :  May  11,  1918. 

Cause:  Disease  (apoplexy). 

Next  of  kin:  Mrs.  Motu  Pearson  (wife),  Pago  Pago,  Tutuila,  Samoa. 

Appointed   from   California. 
Peaslee,  Arnold  Hazen,  ensign    (Pay  Corps),   United   States  Naval   Reserve 
Force  (class  4). 

Died :  At  Naval  Hospital,  Chelsea,  Mass. 

Date:    September   27,    1918. 

Cause:  Disease  (influenza,  broncho-pneumonia). 

Next  of  kin:  Mrs.  C.  M.  Peaslee   (mother),  1182  Locust  Street,  Dubuque, 
Iowa. 

Appointed   from  Iowa. 
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Peck,  Ervine  Dewey,  ensign  (retired),  United  States  Navy. 

Died:  U.  S.  Naval  Hospital,  Great  Lakes,  111. 

Date  :  October  29,  1917. 

Cause:  Disease  (psychosis,  manic  depressive). 

Next  of  kin:  Calvin  H.  Peck  (brother),  1534  Kearney  Avenue,  Racine,  Wis. 

Appointed  from  Wisconsin. 
Perkjns,  Lyman  Burnham,  lieutenant,  United  States  Naval  Reserve  Force. 

Died :   At  Hartford,  Conn. 

Date:  May  19,  1918. 

Cause:  Disease  (heart  failure). 

Next  of  kin:   Elizabeth  C.   Perkins    (wife),  38  Huntington   Street,   Hart- 
ford, Conn. 

Appointed    from    Connecticut. 
Pero,  Donald  C,  ensign,  United  States  Naval  Reserve  Force. 

Died :  In  seaplane  collision,  12  miles  southeast  of  Fire  Island  Lightship. 

Date:  August  24,  1918. 

Cause :  Accident. 

Next  of  kin:  George  F.  Pero   (father),  257  Oak  Street,  Indian  Orchard, 
Mass. 

Appointed   from   Massachusetts. 
Perry,  Lloyd  A.,  ensign,  United  States  Naval  Reserve  Force   (class  5). 

Died:  Moutchic-Lacanau,  France. 

Date:  April  12,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin:  Mrs.  Goldie  Perry   (wife),  Oconomowoc,  Wis. 

Appointed    from    Massachusetts. 
Perry,  Thomas,  rear  admiral  (retired),  United  States  Navy. 

Died  :  Southern  Pines,  N.  C. 

Date :  March  7,  1918. 

Cause:  Disease  (heart  failure). 

Nearest  living  relative:  R.  P.  McClenahan,  care  of  E.  I.  du  Pont  de  Nemours 
&  Co.,  Parlin,  N.  J. 

Appointed    from    Maryland. 
Person.    Joseph    Walter,    pay    clerk,    United    States    Naval    Reserve    Force 
(class  4). 

Died :  At  St.  Mary's  Hospital,  Brooklyn,  N.  Y. 

Date:  October  29,  1918. 

Cause  :  Disease  ( broncho-pneumonia ) . . 

Next  of  kin:  Eleanore  F.  Person  (wife),  8627  Twenty-second  Avenue,  Brook- 
lyn, N.  Y. 

Appointed  from  New  York. 
Persons,  Remus  C,  medical  director  (retired),  United  States  Navy. 

Died :  Columbus,  Ga. 

Date :  March  3,  1918. 

Cause:  Disease  (apoplexy). 

Next  of  kin  :  Susan  F.  Persons  (wife),  Columbus,  Ga. 

Appointed  from  Alabama. 
Peterson,  Carl  Oliver,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died :  Naval  Station,  Pensacola,  Fla. 

Date :  October  4,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin:   Roy  A.   Peterson    (brother),   517   Beachwood   Avenue,   Car 
negie,  Pa. 

Appointed  from  New  York 
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Peterson,    Chester    William,    ensign,    United    States   Naval    Reserve    Force 
(class  4). 

Died :  352  West  One  hundred  and  twentieth  Street,  New  York  City. 

Date :  October  6,  1918. 

Cause:  Disease  (Spanish  influenza,  pneumonia). 

Next   of  kin:    Mary   Anne   Peterson    (mother),   care   of   Young   Women's 
Christian  Association,  Lancastei*,  Pa. 

Appointed  from  New  York. 
Phillips,  William  Lawrence,  ensign   (acting),  United  States  Navy. 

Died :  Navy  Hospital,  League  Island,  Pa. 

Date :  October  2,  1918. 

Cause:  Disease  (influenza,  broncho-pneumonia). 

Next  of  kin:    < >.   W.    Phillips    (father),   216   South   Fairfax   Street,  Alex- 
andria, Va. 

Appointed  from  Virginia. 
Poolsen,  Carl  Martin,  lieutenant  (junior  grade),  United  States  Naval  Reserve 
Force  (inactive). 

Died :  At  his  home  236  West  Tenth  Street.  New  York,  N.  Y. 

Date :  October  17,  1918. 

Cause:  Natural. 

Next  of  kin  :  Mary  C.  Aiken  Pool  sen  (wife),  3520  M|  Street,  Galveston,  Tex. 

(Never  called  to  active  duty.) 

Appointed  from  New  York. 
Porter,  Harold  Gkeene,  lieutenant   (junior  grade),  Medical  Corps   (class  4)r 
Naval  Reserve  Force. 

Died :  At  Naval  Hospital,  Chelsea,  Mass. 

Date :  September  10,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:  Mrs.  Genevieve  O.  Porter  (mother),  1751  West  Genesee  Street, 
Syracuse,  N.  Y. 

Appointed  from  New  York. 
Potter,  Stephen,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died :  Shot  down  by  enemy  in  North  Sea. 

Date:  April  25,  1918. 

Cause :  Enemy  action. 

Next    of   kin:  John    H.    Potter    (brother),    Passadena    Apartments,    De- 
triot,  Mich. 

Appointed  from  Michigan. 
Pou,  Edwin  S.,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died :  United  States  Naval  Air  Station,  Illetudy,  France. 

Date:  October  28,  1918. 

Cause:  Accident  (aeroplane). 

Next  of  kin:  Mrs.  Edwin  S.  Pou  (wife),  Smithfield,  N.  C. 

Appointed  from  North  Carolina. 

Power,  Jackson,  ensign,  United  States  Naval  Reserve  Force  (class  3). 
Died :  On  board  U.  S.  S.  George  Washington. 
Date:  October  13,  1918. 
Cause:  Disease  (pneumonia). 
Next  of  kin:  Mrs.   Irene  Power    (mother).   504  West   One   hundred   and 

twelfth  Street,  New  York,  N.  Y. 
Appointed  from  New  York. 
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Pratt,  John  D.,  gunner,  United  States  Navy. 

Died :  At  Boston,  Mass. 

Date:  May  14,  1917. 

Cause:  Suicide. 

Next  of  kin:  Mrs.  John  D.  Pratt   (wife),  398  Lafayette  Avenue,  Brook- 
lyn, N.  Y. 

Appointed  from  New  York. 
Prey,  Louis  E.,  carpenter,  United  States  Navy. 

Died  :  At  Brooklyn,  N.  Y. 

Date :  March  2,  1818. 

Cause:  Disease   (embolism). 

Next  of  kin:   Mrs.  Louis  E.  Prey    (wife),  Vallejo,  Calif.,  or  306  Eighth 
Avenue,  Brooklyn,  N.  Y. 

Appointed  from  New  York. 
Prouty,  Albert  Benjamin  Randolph,  lieutenant  (junior  grade),  United  States 
Naval  Reserve  Force  (class  4). 

Died :  On  board  the  U.  S.  S.  New  York, 

Date:  November  10,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Albert  Henry  Prouty  (father),  North  Brookfield,  Mass. 

Appointed  from  Massachusetts. 
Queen,   Dudley  W.,  assistant  surgeon,  United   States  Naval   Reserve  Force 
(class  4). 

Died :  At  Royal  Hospital,  Haubowline,  England. 

Date :  November  20,  1917. 

Cause:  Disease  (cerebrospinal  fever). 

Next  of  kin:  David  W.  Queen    (father),  care  of  Cooper  &  Coker,  George- 
town, Tex. 

Appointed  from  Texas. 
Randolph,  George  Fitz,  ensign,  United  States  Naval  Reserve  Force  (class  4). 

Died  :  On  submarine  chaser  No.  209. 

Date :  August  27,  1918. 

Cause :  Accident. 

Next  of  kin:  R.  F.  Randolph   (father),  106  South  Rhode  Island  Avenue, 
Atlantic  City,  N.  J. 

Appointed  from  New  York. 
Rasmussen,  Chester,  ensign    (inactive).   United   States  Naval  Reserve  Force. 

Died :  At  home. 

Date :  October  30,  1918. 

Cause:  Disease  (tuberculosis  of  the  lungs). 

Next  of  kin:   Carrie  Rasmussen    (mother),   225   Oliver   Street,   Redwood 
City,  Calif. 

Appointed  from  California. 
Read,  Curtis  S.,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died :  At  Dunkerque,  Paris.  France. 

Date :  February  27,  1918. 

Cause :  Accidentally  killed  as  result  of  seaplane  accident. 

Next  of  kin:  Mrs.  William  A  Read   (mother),  4  East  Sixty-second  Street, 
New  York,  N.  Y. 

Appointed  from  New  York. 
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Reavely,  Edward,  ensign,  United  States  Navy. 

Died  :  On  U.  S.  8.  Tampa  when  torpedoed. 

Date :  September  26,  1918. 

Cause :  Enemy  action. 

Next  of  kin:  Mis.  A.  E.  Little  (sister),  Benald,  111. 

Appointed  from  Illinois. 
Reed,  Charles  E.,  ensign,  United  States  Naval  Reserve  Force   (class  5). 

Died:  While  in  a  kite  balloon  towed  by  H.  M.  S.  Springlock. 

Date :  August  14,  1918. 

Cause:  Accident  (drowned). 

Next    of    kin:    Annie    Delia    Reed     (wife),    718    Commonwealth    Avenue, 
Boston,  Mass. 

Appointed  from  Massachusetts. 

Reeves    George  Washington,  jr.,  commander  (S.  C)    (retired),  United  States 
Navy. 

Died :  At  home,  Coronado,  Caiif. 

Date:  August  19,  1918. 

Cause:  Disease  (tuberculosis — pneumonia). 

Next  of  kin:  Mrs.  Grace  G.  Reeves  (wife),  350  A  Avenue.  Coronado,  Calif. 

Appointed  from  Pennsylvania. 
Rehbaum.  Gilbert  H.,  assistant  paymaster,  United  States  Naval  Reserve  Force. 

Died :  At  Jefferson  Hospital,  Philadelphia,  Pa. 

Date :  April  11,  1918. 

Cause :  Suicide. 

Next  of  kin:  William  F.  Rehbaum   (father),  Anona,  Fla. 

Appointed  from  Florida. 
Rehm,   Arthur  Alfred,   lieutenant  commander,   United    States   Navy. 

Died:  At  Naval  Hospital,  Washington,  D.  C. 

Date :  October  20,  1918. 

Cause:  Disease  (influenza — pneumonia). 

Next  of  kin:  Albert  F.  Rehm  (father),  633  Hanover  Street,  Meridan,  Conn. 

Appointed  from  Connecticut. 
Reno,  Walter  E.,  lieutenant  commander,  United  States  Navy. 

Died:  On  U.  S.  S.  Chauncey  (rammed  by  British  Rose  of  Glascow). 

Date :  November  19,  1917. 

Cause :  Accident. 

Next  of  kin:  Mrs.  L.  W.  Reno  (mother).  Agency  City,  Iowa. 

Appointed  from  Missouri 
Reynolds,  Ziba  Wells,  pay  director,  United  States  Navy. 

Died :  At  naval  hospital,  Washington,  D.  C. 

Date :  April  24,  1917. 

Cause:  Disease  (carcinoma). 

Next  of  kin:  Ziba  W.  Reynolds  (wife),  the  Highlands,  Washington,  D.  C. 

Appointed  from  Pennsylvania. 
Richardson,  George  Edward,  lieutenant   (junior  grade),  United  States  Naval 
Reserve  Force  (class  3). 

Died :  On  board  U.  S.  S.  Huron. 

Date :  October  24,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:  Jane  Tufts  Richardson    (wife),  Lancaster.  Mass. 

Appointed  from  Massachusetts. 
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Riley,  Frank  William,  ensign,  United  States  Naval  Reserve  Force. 

Died:  At  Navy  air  station,  Miami,  Fla. 

Date:  October  12,  1918. 

Cause:  Disease  (pneumonia). 

Next    of    kin:    Mrs     Ellen    M,    Riley    (mother),    800    Blue    Hill    Avenue, 
Dorchester,  Mass. 

Appointed  from  Massachusetts. 
Roberts,  Albert  Charles,  lieutenant,  United  States  Navy. 

Died :  At  Jeffrey  Hole  Hospital,  Quebec,  Canada. 

Date :  September  18,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:  Mrs.  C.  H.  Roberts  (mother),  1152  South  Fifty-second  Street, 
Philadelphia,  Pa. 
Rodney,  Robert  B.,  paymaster  (retired!,  United  Stales  Navy. 

Died :  At  Washington,  D.  0. 

Date:  January  14,  1918. 

Cause:  Disease  (edema  of  the  lungs,  acute). 

Next  of  kin  :    Miss.  L.  V.  Rodney  (sister),  123  B  Street  SE.,  Washington,  D.  C. 

Appointed  from  Delaware. 
Roper.   Kenneth   Cammorn,   lieutenant    (junior  grade),  United    States  Naval 
Reserve  Force. 

Died  :   Tinted  States  Naval  Hospital,  Brooklyn,  New  York,  N.  Y. 

Date :  October  13,  1918. 

Cause:  Disease  (bronchial  pneumonia). 

Next  of  kin:  Lelia  C.  McKay  (aunt),  Ninth  and  Washington  Streets,  Port- 
land, Oreg. 

Appointed  from  Oregon. 
Ross,  Bruce  W.,  machinist,  United  States  Navy. 

Died  :  At  Naval  Hospital,  Norfolk,  Va. 

Date :  December  12,  1917. 

Cause:  Accident  (burns  received  on  U.  S.  S.  Chemung). 

Next  of  kin:  Gertrude  R.  Ross  (wife),  915  North  Street,  Portsmouth,  Va. 

Appointed  from  California. 
RoTiiENBURf;,   David   Meyer,   lieutenant    (junior   grade),    United    States    Naval 
Reserve  Force  (class  4). 

Died:  At  Jewish  Hospital,  Brooklyn,  N.  Y. 

Date :  October  5,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Rebecca  Rotbenberg  (mother),  1095  Lincoln  Place,  Brooklyn, 
N.  Y. 

Appointed  from  New  York. 
Rush,  William  H.,  surgeon,  United  States  Navy. 

Died :  At  Ardmore,  Pa. 

Date :  April  26,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Mrs.  Emma  J.  Rush  (wife),  119  Walnut  Street,  Ardmore,  Pa. 

Appointed  from  Pennsylvania. 
Ryan,  John  Paul  Jones,  commander  (retired),  United  States  Navy. 

Died :  Residence,  70  South  Allen  Street,  Albany,  N.  Y. 

Date :  September  15,  1918. 

Cause:  Disease  (arteriosclerosis-nephritis,  chronic). 

Next  of  kin:  Ellen   Conley   Ryan    (mother),  70   South  Allen   Street,   Al- 
bany, N.  Y. 

Appointed  from  New  York. 
174483—20 4 
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Ryder,   Walter  I.,  lieutenant    (junior  grade),  Medical   Corps,   United   States 
Naval  Reserve  Force  (class  2). 

Died :  At  Newton,  Mass. 

Date :  September  24,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:  Bernadetta  M.  Ryder   (wife),  169  Tremont  Street,  Newton, 
Mass. 

Appointed  from  Massachusetts. 
Samuelson,  Elmer  A.,  machinist,  United  States  Navy. 

Died :  On  U.  S.  S.  Pennsylvania. 

Date :  July  7,  1919. 

Cause:  Suicide. 

Next  of  kin:   Alexander   Samuelson    (father),   418  Willow   Street,   Terre 
Haute,  Ind. 

Appointed  from  Indiana. 
Saville,  John  W.,  passed  assistant  engineer  (retired),  United  States  Navy. 

Died :  Boston,  Mass. 

Date :  September  30,  1917. 

Cause:  Disease  (myocarditis,  chronic). 

Next  of  kin:  Maude  Saville  Clift  (daughter),  1910  Mount  Royal  Terrace, 
Baltimore,  Md. 
Schmiu,  Karl  Ernest,  lieutenant  (junior  grade),  (Medical  Corps,  Dental  Sur- 
geon), United  States  Naval  Reserve  Force. 

Died :  United  States  Naval  Hospital,  Pelham  Bay  Park,  N.  Y. 

Date :  October  9.  1918. 

Cause:  Disease  (pneumonia,  broncho). 

Next  of  kin:  Carl  Ernest  Schrnid   (father),  373  Josefa  Street,  San  Jose, 
Calif. 

Appointed  from  New  York. 
Schonhof,  Hugo,  ensign,  United  States  Naval  Reserve  Force    (class  3). 

Died :  On  board  the  U.  S.  S.  Cyclops  when  that  vessel  was  reported  missing. 

Date :  June  14,  1918. 

Cause :  Accident. 

Next   of   kin:   Mrs.    Dora    Scbonhof    (wife),   1345   Cooksie   Street,   Balti- 
more, Md. 

Appointed  from  Maryland. 
Scobey,  John,  lieutenant,  United  States  Naval  Reserve  Force   (class  4-2). 

Died:  At  Marine  Hospital,  San  Francisco,  Calif. 

Date :  November  5,  1917. 

Cause  :  i  disease  (thrombosis  of  left  cerebral  artery  and  broncho-pneumonia). 

Next  of  kin:  Leonore  F.  Scobey    (wife),  Forest  Knolls,  Calif. 

Appointed  from  California. 
Scott,  Robert  Harry,  lieutenant  (junior  grade),  United  States  Navy. 

Died :  At  civil  hospital,  Peekskill,  N.  Y. 

Date :  October  15,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  Florence  E.  Scott   (wife),  128  Reid  Avenue,  Brooklyn,  N.  Y. 

Appointed  from  New  York. 
Scott,  Theodore  William,  pharmacist  (retired),  United  States  Navy. 

Died :  East  Petersburg,  Pa. 

Date:  August  4,  1917. 

Cause:  Disease  (tuberculosis  of  lungs,  tubercular  meningitis). 

Next  of  kin:  Grace  Collins  Scott   (wife).   1107  Carroll  Street,  Brooklyn, 
N.  Y. 

Appointed  from  Pennsylvania. 
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Skew,  Charles  Robeet,  lieutenant  (junior  grade),  United  States  Naval  Reserve 
Force  (class  4). 

Died :  At  Hasneman  Hospital,  Worcester,  Mass. 

Date  :  October  S,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Frank  Seed  (son),  41  Beaver  Street,  Worcester,  Mass. 

Appointed  from  Massachusetts. 
Selwood,    Thomas    Frank,    lieutenant,    United    States    Naval    Reserve   Force 
(class  2). 

Died :  At  St.  Vincent's  Hospital,  New  York,  N.  Y. 

Date:  October  26,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Harriet  Selwood    (mother),  76  Tindal  Street,   Birmingham, 
England. 

Appointed  from  California. 
Sharkey,  William  Joseph,  lieutenant  (junior  grade),  United  States  Navy. 

Died :  On  board  the  U.  S.  S.  0-5. 

Date :  October  5,  1918. 

Cause :  Accident  on  board  vessel. 

Next  of  kin:  Mrs.  Mary  E.  Sharkey   (wife),  2  Elm  Street,  Newport,  R.*I. 

Appointed  from  New  York. 
Skinner,  Aaron  N.,  professor  of  mathematics  (retired),  United  States  Navy. 

Died  :  in  Framingham,  Mass. 

Date:  August  14,  1918. 

Cause:  Accident  (drowning). 

Next  of  kin:  Miss  Helen  A.  Skinner  (sister),  1832  Kilbourne  Street,  Wash- 
ington, D.  C. 

Appointed  from  Massachusetts. 
Skinner,  Alfonso,  machinist  (retired),  United  States  Navy. 

Died :  At  246  West  Cedar  Street,  San  Diego,  Calif. 

Date :  November  11,  1918. 

Cause:  Disease  (tuberculosis,  chronic  pulmonary). 

Next  of  kin:  Amerigo  Skinner  (father),  Cedar  Rapids,  Iowa. 

Appointed  from  New  York. 
Skinner,  Harry  G.,  jr.,  ensign,  United  States  Naval  Reserve  Force. 

Died :  On  U.  S.  S.  Chauncey  (rammed  by  Britsh  Rose  of  Glascow). 

Date :  November  19,  1917. 

Cause :  Accident. 

Next  of  kin:  Harry  G.  Skinner  (father),  Mount  Washington,  Md. 

Appointed  from  Maryland. 
Slamm,  Charles  \V..  pay  director   (retired),  United  St:ites  Navy. 

Died :  At  home,  Philadelphia,  Pa. 

Date:  October  9,  1918. 

Cause:  Disease  (valvular,  chronic  cardiac). 

Next  of  kin :  No  record. 

Notice  of  death  sent  by  Ada  V.  Compton,  3416  Hamilton  Street,  Philadel- 
phia, Pa. 

Appointed  from  Pennsylvania. 
Small,  Joseph  Chandler,  lieutenant  (junior  grade),  United  States  Navy. 

Died :  At  Philadelphia,  Pa. 

Date:  November  2,  1918. 

Cause:  Disease  (influenza). 

Next    of   kin:  Margaret    Rettew    Small    (wife),    609    South    Forty-eighth 
Street,  Philadelphia,  Pa. 

Appointed  from  New  York. 
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Smith,  Francis  Parks,  lieutenant,  United  States  Naval  Reserve  Force  (class  3). 

Died  :  On  board  Herman  Frash  when  it  collided  with  George  G.  Henry. 

Date :  October  4,  1918. 

Cause:  Accident. 

Next  of  kin:  Frank  H.  Smith  (father),  Newport,  N.  H. 

Appointed  from  New  York. 
Smith.  James  A.,  chief  boatswain   (retired),  United  States  Navy. 

Died:  At  home,  2  East  Twenty-fifth  Street.  Baltimore,  Md. 

Date:  March  27,  19US. 

Cause:  Disease  (arteriosclerosis,  cerebral). 

Next  of  kin  :   Mrs.  James  A.  Smith  (wife),  '_'  Easi  Twenty-fifth  Street.  Haiti- 
more,  Md. 

Appointed  from  Maryland, 
Smith,  John  Anderson  Baxter,  rear  admiral  (retired).  United  States  Navy. 

Died  :  New  Orleans.  La. 

Date:  March  9,  1918. 

Cause:   Disease   (heart). 

Next  of  kin:  Mrs.  E.  P.  Ramsey,  65  Grove  Street,  Jamaica,  N.  Y.  (relation- 
ship not  stated). 
•   Appointed  from  Pennsylvania. 
Smith,  John  Theibson   (P.  A.  engineer)    (retired).  United  States  Navy. 

Died:  At  home,  Livingston  Heights,  Va. 

Date:  October  23,  1918. 

Cause:  Disease  (chronic  myocarditis). 

Next  of  kin:   Commander  Charles  Gordon   Smith    (son),   Medical   Corps, 
United  States  Navy,  Naval  Station,  Hawaii. 

Appointed  from  Virginia. 
Smith,  Hoy  T..  boatswain.  United  States  Naval  Reserve  Force  (class  3). 

Died  :  On  board  the  U.  S.  S.  Cyclops  when  that  vessel  was  reported  missing. 

Date:  June  14,  1918. 

Cause:  Accident. 

Next  of  kin:  T.  F.  Smith   (father),  Phceni*  City,  Ala. 

Appointed   from  Alabama. 
Smith,  Winthrop  Fxotd,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died :  Naval  air  station,  Bayshore,  Long  Island. 

Date:  October  10.  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  Jennie  Smith  (mother),  22  Radford  Lane,  Dorchester,  Mass. 

Appointed  from  Massachusetts. 
Souther,   Jkitui:   Fii.i.kk,    lieutenant    (junior    grade),    United    States   Naval 
Reserve  Force    (class  5). 

Died  :  At   East   Greenwich,   R.    I. 

Date:  July  19,  1918. 

Cause:  Accident   (seaplane). 

Next  of  kin:  Mrs.  Kate  Fuller  Souther  (mother),  1840  East  Eighty-seventh 
Street,  Cleveland,  Ohio. 

Appointed  from  Ohio. 
Spaven,  .John  Stuart,  ensign,  United  States  Navy. 

Died :  Royal  Naval  Hospital,  Haulbowline,  England. 

Date:  October  17,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  George  Spaven  (father).  P.  O.  box  93,  San  Juan,  P.  R. 

Appointed  from  New  Jersey. 
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Spbague,  William  G.,  ensign,  United  Stales  Naval   Reserve  Force  (class  5). 

Died  :  Naval  air  station,  Illetudy,  France. 

Date:  October  26,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin:  William  C.  Spragne,  274-"»  Hampden  Court,  Chicago,  III. 

Appointed  from  Illinois. 
Stafford,  Albert  Francis,  ensign,  United  States  Naval  Reserve  Force  (class 
4-3). 

Died:  On  board  the  U.  S.  A.  C.  T.  Ticonderoga  (torpedoed). 

Date:  September  .^<>.  1918. 

( 'ause :  Enemy  action. 

Next  of  kin:  Mrs.  Julia  H.  Stafford  (mother),  224  Delguerra  Street,  Santa 
Barbara,  Calif. 

Appointed  from  California. 
Stalky,  Chatfield  C,  gunner,  United  States  Navy. 

Died  :  On  board  the  TT.  S.  S.  Cyclops  when  that  vessel  was  reported  missing. 

Date:  June  14,  1918. 

Cause:  Accident. 

Next  of  kin:  John  F.  Slale.v   (father),  385.")  California  Street,  Omaha,  Nebr. 

Appointed  from  Nebraska. 
Standin,  John  Robert,  ensign,  United  States  Naval  Reserve  Force  (class  4-3). 

Died:  Auxiliary  hospital.   Lamlash,   Scotland. 

Date:  September  L>3,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  William  H.  Standin   (father),  Galesville,  N.  C. 

Appointed  from  New  Jersey. 
Staples,  Bert  E.,  chief  gunner.  United  States  Navy. 

Died:  At  naval  hospital,  New  York,  N.  Y. 

Date:  May  16,  1917. 

Cause:  Disease  (ulcer  of  stomach). 

Next  of  kin:  Mrs.  Elizabeth  Staples  (wife),  325  Jay  Street,  Brooklyn,  N.  Y. 

Appointed  from  New  York. 
Sterbins,    Carl    Holland,    machinist,    United    States    Naval     Reserve    Force 
(class  3). 

Died:  At  St.  Vincents  Hospital,  Brooklyn,  N.  Y. 

Date  :  October  18,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  Hazel  Sipe  Stebbins   (wife),  147  Lincoln  Way,  Lisbon,  Ohio. 

Appointed  from  Ohio. 
Steel,  Basil  L..  ensign  (Supply  Corps),  United  States  Navy. 

Died :  At  naval  base,  Cardiff,  Wales. 

Date  :  October  8,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:   Mrs.  Margaret  Gladys   Steel    (wife),   812   North    Forty-first 
Street,  Philadelphia,  Pa. 

Appointed  from  Pennsylvania. 
Stein,    Theodore    Williamson,    ensign,    United    States    Naval    Reserve    Force 
(class  4). 

Died:  At  home,  312  West  Eighth  Street.  Chester,  Pa. 

Date:  October  5,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:  Mrs.  Mary  Taylor  Stein    (mother).  312  West  Eighth  Street, 
Chester,  Pa. 

Appointed  from  Pennsylvania. 
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Stevenson,  John,  ensign,  United  States  Naval  Reserve  Force  (class  4). 

Died :  On  the  U.  S.  S.  Cherokee  when  she  foundered. 

Date:  February  26,  1918. 

Cause:  Accident. 

Next  of  kin:  Mrs.  Marguerite  Stevenson  Hall   (daughter),  194  Hull  Street, 
Brooklyn,  N.  Y. 

Appointed  from  New  Jersey. 
Stewart,   William   Caikns,   lieutenant,   United   States   Naval   Reserve   Force 
(class  3). 

Died:  U.  S.  S.  Herman  Frasch. 

Date:  Officially  declared  dead  October  4,  1918. 

Cause:  Accident  (collision  with  George  G.  Henry). 

Next   of   kin:    Mrs.    C.    Stewart    (mother),    14    Darwin    Road,    Southamp- 
ton, England. 

Appointed  from  Louisiana. 
Stirling,  James,  lieutenant  (junior  grade),  United  States  "Naval  Reserve  Force. 

Died :  On  the  U.  S.  S.  Mercury. 

Date:  October  19,  1918. 
!        Cause:  Disease  (broncho-pneumonia). 

Next    of    kin:    Gertrude    V.    Stirling    (wife),    279    Varick    Street,    Jersey 
City,  N.  J. 

Appointed  from  New  Jersey. 
Stoddard,  Charles  Burton,  lieutenant  commander,  United  States  Naval  Re- 
serve Force. 

Died :  On  board  the  U.  S.  S.  Herman  Frasch. 

Date :  October  4,  1918. 

Cause:  Accident  (collided  with  the  George  G.  Henry. 

Next  of  kin:  Ella  St.  Clair  Stoddard   (wife),  624  Carlton  Avenue,  Brook- 
lyn, N.  Y. 

Appointed  from  New  York. 
Sturtevant,  Albert  D.,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died :  In  combat  with  enemy  aeroplane  over  the  North  Sea. 

Date:  February  15,  1918. 

Cause :  Enemy  action. 

Next  of  kin:  C.  L.  Sturtevant  (father),  210  Leroy  Place,  Washington,  D.  G. 

Appointed  from  New  Jersey. 
Summers,  Bronson  Ewing,  lieutenant  (junior  grade)    (Medical  Corps),  United 
States  Navy. 

Died :  Marine  Barracks,  Quantico,  Va. 

Date:   September  28,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Thomas  B.  Summers  (father),  Milton,  W.  Va. 

Appointed  from  Virginia. 
Taylor,  Elmer  Bowden,  ensign,  United  States  Naval  Reserve  Force  (class  5), 

Died:  At  Calais,  France. 

Date:  October  27,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  Mrs.  E.  E.  Taylor  (mother),  Cedar  Grove,  N.  J. 

Appointed  from  New  Jersey. 
Terres,  Hugh,  ensign,  United  States  Naval  Reserve  Force  <<  lass  ">). 

Died:  In  Italy. 

Date:  August  17,  1918. 

Cause:  Accident  (aeroplane). 
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Terres,  Hugh — Continued. 

Next  of  kin:  Mrs.  C.  Terres   (mother),  35  Pembroke  Road,  Kensington, 
London. 

Appointed  from  North  Carolina. 
Tetek,  Hadley  Howard,  lieutenant    (junior  grade)    (Medical   Corps),  United 
States  Navy. 

Died :  On  U.  S.  S.  Tampa  when  same  was  sunk. 

Date:  September  26,  1918. 

Cause :  Enemy  action. 

Next  of  kin:   Sarah  Teter   (mother),  729  Poplar  Street,  Coshocton,  Ohio. 

Appointed  from  Utah. 
Theiss,  Emil,  captain,  United  States  Navy. 

Died :  At  Naval  Hospital,  Washington,  D.  C. 

Date:  September  24,  1917. 

Cause:  Disease  (myocarditis,  chronic). 

Next  of  kin:  Mrs.  Katherine  S.  Theiss  (wife),  1741  O  Street  NW.,  Wash- 
ington, D.  C. 

Appointed  from  Wisconsin. 
Thomas,  Clarence  C,  lieutenant,  United  States  Navy. 

Died:  U.  S.  S.  Vacuum  (torpedoed). 

Date :  April  28,  1917. 

Cause :  Enemy  action. 

Next  of  kin:  Mrs.  Evelyn  M.  Thomas   (wife),  196  Prince  George  Street, 
Annapolis,  Md. 

Appointed  from  California. 
Thompson,  Donald  Frederick,  machinist,  United  States  Naval  Reserve  Force. 

Died :  On  board  the  U.  S.  S.  Celebes. 

Date:  August  15,  1918. 

Cause:  Disease  (entercolitis). 

Next  of  kin:  Mrs.  Grace  Thompson   (mother),  21  Warren  Street,  Bloom- 
field,  N.  J. 

Appointed  from  New  Jersey. 
Tibbitts,  Russell  D.,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died :  Fifteen  miles  northeast  of  Fenwick  Island  Light  Vessel. 

Date :  October  8,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin:  Mrs.  Mary  Elizabeth  Tibbitts    (wife),  1407  H  Street  NW., 
Washington,  D.  C. 

Appointed  from  District  of  Columbia. 
Tirbell,  Eugene  Charles,  ensign,  United  States  Naval-  Reserve  Force. 

Died :  At  Naval  Base  Hospital  No.  5,  Brest,  France. 

Date :  October  1,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Mrs.  Mary  A.  Tirrell   (mother),  18  Parker  Street,  Chelsea, 
Mass. 

Appointed  from  Massachusetts. 
Titus,  Reuben  F.,  boatswain,  United  States  Naval  Reserve  Force  (class  4). 

Died  :  At  United  States  Marine  Hospital,  Stapleton,  Staten  Island,  N.  Y. 

Date :  February  3,  1918. 

Cause:  Self-inflicted  gunshot  wound. 

Next  of  kin:  Mrs.  Mary  Eliza  Titus  (wife),  37  Harrison  Avenue,  Port  Rich- 
mond, Staten  Island,  N.  Y. 

Appointed  from  New  York. 
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Toeepe,  Arthur  B.,  gunner,  United  States  Navy. 

Died  :  At  Portsmouth,  Va. 

Date:  December  12,  1917. 

Cause:  Accident  (drowned). 

Next  of  kin:  Mrs.  A.  B.  Toerpe  (wife),  Long  Bead).  Calif. 

Appointed  from  Illinois. 
Townsend,  Lawrence,  Jr.,  lieutenant  (retired),  United  States  Navy. 

Died:  At  Naval  Hospital,  Washington,  D.  C. 

Date:  October  13,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Mr.  Lawrence  S.  Townsend  (father),  1416  Twentieth  Street, 
Washington,  D.  C. 

Appointed  from  Pennsylvania. 
Trever,  George  Arthur,  lieutenant  commander,  United  States  Navy. 

Died:  At  Naval  Hospital,  Brooklyn,  N.  Y. 

Date:  October  14,  1918. 

Cause:   Accident   (injuries  extreme,  gas  submarine). 

Next  of  kin:   Bessie   MacMillen   Trever    (wife),   4861    Valle   Vista    Street, 
San  Diego,  Calif. 

Appointed  from  Wisconsin. 
Twaddle,  George,  acting  pay  clerk  (temporary),  United  States  Navy. 

Died:  At  United  States  Naval  Training  Barracks,  Base  6. 

Date:  October  2,  1918. 

Cause:  Disease  (pneumonia). 

Next   of   kin:  Mrs.    Pauline   Twaddle    (wife),    411    ()    Sireei    SVV..    Wash- 
ington, D.  C. 

Appointed    from    Virginia. 
Tynan,  William  Vincent,  carpenter,  United  States  Navy. 

Died :  On  board  the  U.  S.  S.  Louisville. 

Date:   September  27,  1918. 

Cause:  Accident    (result  of  a  fall). 

Xext  of  kin:   Francis  T.  Tynan    (father),  910  Washington   Street,  Ports- 
mouth,   Va. 

Appointed   from    Virginia. 
Tyson.    Charees    McGhee,    lieutenant    (junior    grade),    United    States    Naval 
Reserve  Force  (class  5). 

Died  :  Off  Immingham,  England. 

Date:  October  11,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin:  Mrs.  Betty  Tyson    (wife).  149  East  Thirty-seventh    Street, 
New   York,   N.    Y. 

Appointed  from  Tennessee. 
Upton,    Frederick    E.,   lieutenant    (junior   grade!     (inactive;    retired),  United 
States  Navy. 

Died  :  At  3516  Tenth  Street  NW,  Washington,  D.  C. 

Date:  November  6,  1918. 

Cause:  Disease  (heart  failure). 

Next   of   kin:    Emily    F.    Upton    (wife),    3516    Tenth    Street    NW.,    Wash- 
ington,  D.   C. 

Appointed    from    Maine. 
Vax  Derveer,  Warren  Abbe,  lieutenant    (Medical  Corps).  United  States  Navy. 

Died :  At  United  States  Naval  Hospital,  Norfolk,  Va. 

Date:   October  7,  1918. 

Cause:  Disease  (pneumonia). 
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Van  Dekveek,  Warren  Abbe — Continued. 

Next  of  kin:  Anna  French  Van  Derveer  (wife),  34  Garden  Street,  Mount 

Holly,    N.    J. 
Appointed   from   New   Jersey. 
Van  Nest.  Theodore  Bubnham,  ensign.  United  StMtes  Naval   Reserve  Force 
(class  3). 
Died:  On  board  U.  S.  S.  George  Washington. 
Date:    October    15,    1918. 
Cause:  Disease  (pneumonia). 
Next  of  kin:  Mrs.   Editb   McK.    Burnham    (mother),   16   Prospect   Street, 

East   Orange,   N.    J. 
A] (pointed   from   New  Jersey. 

Varney,  Wir.uAM  H.,  captain   (Construction  Corps)    (retired),  United  States 
Navy. 

Died:  At  home,  710  Carey  Street,  Baltimore,  Md. 

Date :  May  22.  1918. 

Cause:  Disease.  ^ 

Next  of  kin :  William  W.  Yarney   (son),  710  Carey  Street,  Baltimore,  Md. 

Appointed  from  Massachusetts. 
Venabee,  Joseph  Evans,  chief  machinist,  United  States  Navy. 

Died:  At  Naval  Hospital,  New  York,  N.  Y. 

Date :  April  30,  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next    of    kin:    Lillian    H.     Venable     (wife),    197    Madison     Avenue,    New 
York,  N.  Y. 

Appointed  from  Pennsylvania. 
Viner,  John  Winfield,  lieutenant,  United  States  Naval  Reserve  Force. 

Died:  At  Army  Base  Hospital  No.  34. 

Date  :  November  4,  1918. 

Cause:  Disease  (double  lobar  pneumonia). 

Next  of  kin:  Margaret  Viner   (wife),  52  Fifteenth  Street,  Brooklyn,  N.  Y. 

Appointed  from  New  York. 
Waeker,  Guy  Adle,  ensign,  United  States  Navy. 

Died:  Bay  Shore,  Long  Island. 

Date:  October  19,  1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:  Mrs.  Ella  Walker  (wife),  Otego,  N.  Y. 

Appointed  from  Ohio. 
Ward,  Aaron,  rear  admiral  (retired),  United  States  Navy. 

Died :  At  home. 

Date :  July  5,  1918. 

( !a  use :  Disease  ( uremia ) . 

Next  of  kin  :  Annie  Willis  Ward  (wife),  Koslyn,  Long  Island,  N.  Y. 

Appointed  from  Pennsylvania. 
Ward,  Walter  L.,  carpenter.  United  States  Naval  Reserve  Force  (class  4). 

Died :  Rochester,  N.  Y. 

Date :  October  6,  1918. 

Cause:  Disease  (general  peritonitis). 

Next  of  kin:  Mrs.  Sylvania  Haskins  Ward   (mother),  1088  Broad  Street, 
Newark,  N.  J. 

Appointed  from  New  Jersey. 
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Warford,  Lewis  Sylvester,  chief  carpenter  (retired),  United  States  Navy. 

Died :  San  Francisco,  Calif. 

Date :  May  13,  1917. 

Cause:  Disease  (diabetes  rnellitus). 

Next  of  kin:   Mrs.  Rose  Warford    (wife),   1210  Benton   Street,  Alameda, 
Calif. 

Appointed  from  California. 
Warner,  Douglas  Holmes,' lieutenant  (junior  grade)   (Medical  Corps),  United 
States  Naval  Reserve  Force  (class  4). 

Died :  Naval  hospital.  Puget  Sound,  Wash. 

Date:  October  8,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin  :  Estelle  F.  Warner  (wife),  746  Second  Street,  Bremerton,  Wash. 

Appointed  from  Oregon. 
Weaver,  Robert  Harrison,  ensign,  United  States  Navy. 

Died :  Naval  hospital,  Norfolk,  Va. 

Date  :  February  2,  1918.  4f. 

Cause:  Disease  (tuberculosis). 

Next  of  kin:  Elizabeth  Weaver  (mother),  Glen  Rock,  York  County,  Pa. 

Appointed  from  Pennsylvania. 
Wedderburn,  Chables  F.,  lieutenant  (junior  grade),  United  States  Navy. 

Died  :  U.  S.  S.  Chauncey  <  rammed  by  British  Rose  of  Glascow). 

Date :  November  19,  1917. 

Cause:  Accident. 

Next   of  kin:  Mrs.    Gertrude   F.    Wedderburn    (mother),   2034   Twentieth 
Street  NW.,  Washington,  D.  C. 

Appointed  from  Maryland. 
Weed,  Walker  Ten  Eyck,  ensign,  United  States  Naval  Reserve  Force. 

Died :  Cape  May,  N.  J. 

Date:   February  27,  1918. 

Cause:  Accident   (aeroplane  burns). 

Next  of  kin:  Mr.   Nathan   H.   Weed    (father),  21   Upper  Mount  Avenue, 
Mountclair,  N.  J. 
Wells,  Benjamin  W.,  Jr.,  commander  (retired),  United  States  Navy. 

Died :   Washington,  D.  C. 

Date:  June  11,  1917. 

Cause:  Disease  (angina-pectoris). 

Next  of  kin:  Mrs.  Julia  L.  Wells  (wife),  Westmoreland,  Washington,  D.  C. 

Appointed  from   Illinois. 
Wells,   Nicholas   Rundlett,   ensign,    United    States    Naval    Reserve    Force 
(class  3). 

Died:  On  board  the  U.  S.  A.  C.  T.  Ticonderoga  (torpedoed). 

Date:   September  30,   1918. 

Cause :  Enemy  action. 

Next  of  kin:  Frank  B.  Wells  (father),  Christmas  Cove,  Me. 

Appointed  from  Maine. 
Werner,  George,  ensign,  United  States  Naval  Reserve  Force  (class  4). 

Died :  At  Army  Base  Hospital  No.  34. 

Date:  October  28,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Mrs.  Sofia  Werner  (mother),  Orin,  Sweden. 

Appointed  from  New  York. 
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West,  John  Thomas,  machinist  (retired),  United  States  Navy. 

Died:  Norfolk,  Va. 

Date:  June  14,  1917. 

Cause:  Disease  (nephritis,  chronic). 

Next  of  kin:  Mrs.  Mary  M.  West  (wife),  14  Handy  Avenue,  Norfolk,  Va. 

Appointed  from  Virginia. 
Wetmore,  Orville  Chase,  ensign,  United  States  Naval  Reserve  Force   (class 
4-3). 

Died :  Home,  5027  Drexel  Boulevard,  Chicago,  111. 

Date:    October  10,   1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  Mrs.  Berenice  Dorothy  Wetmore   (wife),  5027  Drexel  Boule- 
vard,   Chicago,    111. 

Appointed   from    Illinois. 
White,  John  Michael,  ensign,  United  States  Naval  Reserve  Force  (class  4-3). 

Died :  Attached  to  U.  S.  S.  Sudbury. 

Date:    September  29,   1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:  Margaret  White    (mother),  119  Broad  Street,  Port  Huron. 
Mich. 

Appointed   from   Michigan. 
>Vhitestde,  Lindsay  C,  assistant  surgeon,  United  States  Navy. 

Died :  On  U.  S.  S.  President  Lincoln  when  torpedoed. 

Date :  May  31,  1918. 

Cause:  Enemy  action. 

Next  of  kin:  Mrs.  Mary  Whiteside  (wife),  Lehighton,  Pa..  R.  F.  D.  1. 

Appointed  from  Pennsylvania. 
Whitflock,  Myron  Knapp,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died :  On  board,  U.  S.  S.  Bridge,  at  Base  2. 

Date:  October  22.  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  Mrs.  Perry  C.  Shaffer   (mother),  47  Monroe  Avenue,  Brook- 
port,  N.  Y. 

Appointed  from  New  York. 
Willett,  Charles  William,  ensign,  United  States  Naval  Reserve  Force  (class 
4-3). 

Died :  St.  Mary's  Hospital.  Brooklyn.  N.  Y. 

Date:  October  17,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Minnie  Jane  Willett  (wife),  397  Central  Avenue,  Jersey  City, 
N.  J. 

Appointed  from  New  Jersey. 
Willey,  Charles  Wolcott,  machinist,  United  States  Naval  Reserve  Force. 

Died :  On  U.  S.  S.  Herman  Frasch,  collided  with  George  O.  Henry. 

Date:  Officially  declared  dead  from  October  4,  1918. 

Cause:  Accident. 

Next  of  kin:  Mrs.  Grace  W.  Willey  (mother),  42  Asylum  Street,  Norwich, 
Conn. 

Appointed  from  Connecticut. 
Williams,  Edward  Roland,  ensign,  United  States  Naval  Force  (class  3). 

Died :  On  board  U.  S.  S.  Ophir. 

Date:  November  1,  1918. 

Cause:  Disease   (influenza). 
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Williams,  Edward  Roland — Continued. 

Next  of  kin:  Marie  Margaret  Williams    (wife),   186  Schermerhorn  Street. 

Brooklyn,  N.  Y. 
Appointed  from  New  York. 
Williams,  Richard  Bland,  surgeon  (Medical  Corps),  United  States  Navy. 
Died :  Norfolk,  Ya. 
Date :  December  3,  1917. 

Cause:  Wound,  gunshot,  of  head,  self-inflicted. 
Next  of  kin  :  Katherine  H.  Williams  (wife),  Boissevane  Avenue  and  Manteo 

Street,  Norfolk,  Va. 
Appointed  from  Pennsylvania. 
Williams,' William  A.,  ensign,  United  States  Naval  Reserve  Force  (class  3-4). 
Died:  On  U.  S.  S.  Cleveland. 
Date  :  September  22,  1918. 
Cause:   Disease  ( lobar  pneumonia). 

Next  of  kin  :  Elizabeth  Williams  (mother) .  1026  Washington  Avenue,  Wood- 
haven,  Long  Island,  N.  Y. 
Appointed  from  New  York.  , 

Williamson,  Thomas,  chief  engineer  (retired).  United  States  Navy. 
Died:  At  Annapolis,  Md. 
Date:  March  17,  1918. 
Cause  :   Disease  (heart  trouble). 
Next  of  kin:  Mrs.  Julia  P.  Williamson    (wife),  185  Prince  George  Street, 

Annapolis,  Md. 
Appointed  from  Connecticut. 
Williamson,  William  P.,  lieutenant  commander,  United  States  Navy. 
Died  :  On  the  Orizaba. 
Date:  August  17,  1918. 
Cause:  Accident  (explosion). 
Next  of  kin:  Mrs.  Florence  B.  Williamson    (wife),  280  Madison  Avenue, 

New  York,  N.  Y.,  care  of  M.  R.  Beam. 
Appointed  from  Minnesota. 
Willits,  Geoege  Sidney,  rear  admiral   (retired),  United  States  Navy. 
Died:  Woodbury,  N.  Y. 
Date:  May  3,  1917. 

Cause:  Disease  (endocarditis,  chronic). 
Next  of  kin  :   Mrs.  Sylvia  B.  AVillits  (wife),  Riverton,  N.  J. 
Appointed  from  Pennsylvania. 
Winkle,  Albekt  G.,  lieutenant,  United  States  Naval  Reserve  Force  (class  2). 
Died :  On  board  the  U.  S.  S.  Cyclops,  when  that  vessel  was  reported  missing. 
Date:  June  14,  1918. 
Cause :  Accident. 
Next    of    kin:  Mrs.    Beatrice    Winkle    (mother),    353    Rosemont    Avenue, 

Pasadena,  Calif. 
Appointed  from  California. 
Wood,  Chester  Cameron,  lieutenant  commander  (Medical  Corps),  United  States 

Navy. 
Died:  U.  S.  S.  Mercy. 
Date:  October  12,  1918. 
Cause:  Disease  (pneumonia,  broncho). 
Next  of  kin:  W.  F.  Wood  (father).  Hood  Street  and  East  Seventh  Avenue, 

Tarentum,  Pa. 
Appointed  from  Pennsylvania. 
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Wood,  Fred  E.,  ensign,  United  States  Naval  Reserve  Force  (class  4-8). 

Died:  On  board  the  U.  S.  A,  C.  T.  Ticonderoga  when  torpedoed. 

Date:  September  30,  1918. 

Cause:  Enemy  action. 

Next  of  kin:  Mrs.  Nancy  Wood  (mother),  Wheatland,  <>kla. 

Appointed  from  Oklahoma. 
Woodabd,    George    Wheaton,    ensign,    United    States    Naval     Reserve    Force 
(class  3). 

Died:  On  the  U.  S.  A.  C.  T.  Ticonderoga  when  torpedoed. 

Date:  September  30,  1918. 

Cause:  Enemy  action. 

Next  of  kin:  Mrs.  Katherine  Woodard  (mother).  26  Fayette  Street,  Hills- 
dale, Mich. 

Appointed  from  Michigan. 
Wort-ey.  George  W.,  lieutenant  commander,  United  States  Naval  Reserve  Force 
(class  3). 

Died :  On  board  the  U.  S.  S.  Cyclops  when  that  vessel  was  reported  missing. 

Date:  June  14,  1918. 

Cause :  Accident : 

Next   of   kin:    Mrs.    Selman    W.    Worley    (wife),   523   Penn   Avenue,    Nor- 
folk, Va. 

Appointed  from  Virginia. 
Worrai.l,    Benjamin    Ward   J.,    lieutenant    (junior   grade)     (Medical    Corps), 
United  States  Naval  Reserve  Force. 

Died :  Automobile  accident,  occurred  between  Tonawanda  and  Niagara. 

Date :  September  15,  1917. 

Cause:  Accident. 

Next  of  kin:  Mrs.  Delia  Worrall  (mother),  1002  Linwood  Boulevard,  Kan- 
sas City,  Mo. 

Appointed  from  Missouri. 
Worsham,  William  L.,  ensign,  United  States  Navy. 

Died :  Navy  yard.  Philadelphia,  Pa. 

Date:  March  2,  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  Ada  Mae  Worsham  (mother),  Luenberg,  Mass. 

Appointed  from  Massachusetts. 
Yeilding,  Arthur  T.,  assistant  surgeon,  United   States  Naval  Reserve  Force 
(class  4). 

Died :  Naval  Hospital,  Puget  Sound,  Wash. 

Date :  July  16,  1917. 

Cause:  Disease  (meningitis,  cerebral). 

Next  of  kin:  Mrs.  Mary  A.  Yeilding  (mother),  Temple,  Okla. 

Appointed  from  Oregon. 
Young,  Roy  Arthur,  lieutenant  (Junior  grade)    (M.  C.  D.  S.),  United  States 
Naval  Reserve  Force. 

Died  :  Claremont,  N.  H. 

Date :  October  4,  1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:  Mrs.  Hattie  L.  Young   (mother),  83  West  Pleasant  Street, 
Claremont,  N.  H. 

Appointed  from  New  Hampshire. 
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Zeckwer,    Jamard    Richard,    ensign,    United    States     Naval     Reserve     Force 
(class  4). 

Died :  At  home,  2127  Pine  Street,  Philadelphia,  Pa. 

Date:  October  15,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:   Mrs.   Agnes  McDonogh  Zeckwer    (wife),  2127  Pine   Street, 
Philadelphia,  Pa. 

Appointed  from  Pennsylvania. 
Zenob,    John   Axexander   Logan,    lieutenant    (T. ),    United    States   Navy. 

Died:  At  naval  hospital,  Canaco,  P.  I. 

Date :  December  20,  1917. 

Cause:  Accident  (fracture,  compound,  frontal  left  parietal). 

Next  of  kin:  Mrs.  Leslie  McW.  Zenor  (wife),  Manila,  P.  I. 

Appointed  from  Colorado. 

ENLISTED  MEN. 

Abbate,  Nicholas  Guseppe,  chief  commissary  steward,   United   States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  November  21,  1917. 

Died :  Naval  air  station,  Bayshore,  Long  Island,  N.  Y.,  October  9,  1918. 

Cause :  Result  of  injuries  received  from  a  fall. 

Next  of  kin :  Wife,  Betty  Abbate,  541  East  One  hundred  and  forty-seventh 
Street,  New  York,  N.  Y. 
Abbott,  Gardner  Cades,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  April  16,  1917. 

Died:  Naval  hospital.  Chelsea,  Mass.,  September  12,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Willetta  Abbott,  40  Westboume  Road,  Newton  Center. 
Mass. 
Abbott,  John  Valentine,  oiler,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  October  21,  1915. 

Died :  Naval  hospital,  Fort  Lyon,  Colo.,  April  25,  1918. 

Cause:  Tuberculosis,  chronic. 

Next  of  kin :  Father,  John  W.  Abbott,  39  Pearl  Terrace,  Cambridge,  Mass. 
Abel,  Homer  Earl,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Cincinnati.  Ohio,  July  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Wife.  Bessie  M.  Abel,  1729  West  Market  Street,  Steubenville, 
Ohio. 
Abel,  John,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  January  26,  1915. 

Died:  U.  S.  S.  America,  October  15,  1918. 

Cause :  Drowned  when  vessel  was  sunk,  October  15,  1918. 

Next  of  kin  :  Father,  Stephen  Abel,  1735  Halsted  Street,  Chicago,  111. 
Abel,  Luther  Vei.vin,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  March  17,  1917. 

Died:  St.  Marys  Hospital,  Hoboken.  N.  J.,  December  5,  1917. 

Cause :  Fractured  skull. 

Next  of  kin  :  Father,  Alfred  L.  Abel,  Keener,  Tex. 
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Abernathy,  Ralph  Alvin,  blacksmith,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  St.  Louis,  Mo.,  June  26,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  29,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Thomas  B.  Abernathy,  Libertyville,  Mo. 
Abrahamson,   Albert   Sinius,  electrician,   second   class    (G.),   United   States 
Naval  Reserve  Force. 

Enlisted :  Newport,  R.  I.,  July  17,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  26,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Father,  Sacarius  Abrahamson,  17  Raymond  Street,  Worces- 
ter, Mass. 
Abrahamson,  Victor  Clarence,  machinists,  mate,  second  class,  United  States 
Naval  Reserve  Force. 

Enlisted :  Minneapolis,  Minn.,  June  4,  1918. 

Died :  Naval  Training  Station,  Great  Lakes,  111.,  September  18,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Annie  Abrahamson,  R.  R.  1,  Warren,  Minn. 
Abts,  John  Paul,  machinist's  mate,  second  class  (A.),  United  States  Naval  Re- 
serve Force. 

Enlisted:  Omaha,  Nebr.,  July  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  4,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Henry  W.  Abts,  Columbus,  Nebr. 
Acac,  Rogaciano  B.,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Olongapo,  P.  I.,  July  3,  1916, 

Died :  Naval  hospital.  Philadelphia,  Pa.,  October  9,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Mother,  Lucena  Baisas,  Paete,  Laguna,  P.  I. 
Acebon,  Tomas,  mess  attendant,  first  class,  United  States  Navy. 

Enlisted :  Olongapo,  P.  I.,  February  29,  1916. 

Died :  U.  S.  S.  Iowa,  October  14,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kind :  Wife,  Mrs.  Tomas  Aceron,  Olongapo,  P.  L 
Achatz,  John,  water  tender,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  February  27,  1917. 

Died :  U.  S.  S.  Siboney,  September  24,  1918. 

Cause:  Acute  gastroenteritis. 

Next  of  kin  :  Wife,  Rose  Achatz,  2651  Iseminger  Street,  Philadelphia,  Pa. 
Achilles,  Louis  H.,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Staten  Island,  N.  Y.,  May  1,  1917. 

Died:  U.  S.  S.  Herman  Frasch,  October  4, 1918. 

Cause :  Lost  when  vessel  was  sunk. 

Next  of  kin  :  Father,  Louis  H.  Achilles,  212  Manor  Road,  West  New  Brighton. 
Staten  Island,  N.  Y. 
Ackerly,  Harry  Raymond,  quartermaster,  third  class,  United  States  Navel  Re- 
serve Force. 

Enlisted :  Whitestone,  N.  Y.,  May  25,  1918. 

Died :  Naval  Training  Camp,  Pelham  Bay  Park,  N.  Y.,  October  17,  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Lillian  S.  Ackerly,  Prospect  Street,  Huntington,  Long 
Island,  N.  Y. 
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Ackerly,  WnxiAM  Nelson,  coxswain.  United  States  Naval  Reserve  Force. 

Enlisted :  Say  ville,  Long  Island,  N.  Y.,  May  27,  1918. 

Died:  At  home,  October  18,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Henrietta  E.  Ackerly,  Patchogue,  Long  Island,  N.  Y. 
Ackebson,  Roland  Henry,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  May  7,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kind  :  Father,  Isaac  H.  Ackerson,  303  South  Vernon  Street.  Prince- 
ton, 111. 
Acosta,  Cikilo,  native  seaman,  second  class,  United  States  Navy. 

Enlisted  :  Olongapo,  P.  I.,  June  18,  1917. 

Died :  U.  S.  S.  Pompey,  May  3,  1918. 

Cause :  Accidentally  killed. 

Next  of  kin :  Father,  Juaquin  Acosta,  Moron  Bataan,  P.  I. 
Adair,  William  Frederick,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  December  17,  1917. 

Died :  Mountainside  Hospital,  Montclair,  N.  J.,  September  30,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mary  Adair,  3509  Lexington  Street,  Chicago,  111. 
Adams,  E]d\vard  Mokttmek.  landsman  for  electrician  (R.),  United  States  Naval 
Reserve  Force. 

Enlisted:  Minneapolis,  Minn.,  March  12,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  17,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Marion  F.  Adams,  23  South  Thirteenth  Street,  Min- 
neapolis, Minn. 
Adams,   Everett   Otto,   landsman   for  electrician    (R.),   United   States  Naval 
Reserve  Force. 

Enlisted :  Minneapolis,  Minn.,  March  12,  1918. 

Died :  Minneapolis,  Minn.,  April  20,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Martha  Adams,  Alma  Center,  Wis. 
Adams,  Frank  Augusta,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Madison,  Wis.,  November  28,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C,  January  21,  1918. 

Cause :  Meningitis,  cerebrospinal. 

Next  of  kin :  Father.  Frank  Adams,  box  34,  Cottage  Grove,  Wis. 
Adams,  Fred  Blaine,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Detroit,  Mich.,  July  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Maude  M.  Adams,  R.  R.  7,  Allegan,  Mich. 
Adams,  Joe  Louis,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  December  15,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  21,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Isaac  N.  Adams,  Center,  Tex. 
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Adams,  John  Cooke,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  New  Orleans,  La.,  May  29,  1917. 

Died :  U.  S.  S.  Sunflotver,  July  19,  1918. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Lucy  Adams,  308  Stonewall  Place,  Memphis,  Tenn. 
Adams,  Lisle  Howard,  seaman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  November  16,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C,  October  21,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Thomas  L.  Adams,  R.  R.  3,  Belleville,  111. 
Adams,  Robert  Young,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  May  22,  1918. 

Died :  South  Queensferry,  Scotland,  November  5,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Sister,  Bessie  Adams,  294  Courtland  Street,  Atlanta,  Ga. 
Adams.  Roy  Parker,  yeoman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  May  22,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Samuel  H.  Adams,  Pequea,  Pa. 
Adams,  Virgil  Starr,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  December  12,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  9,  1918. 

Cause :  Influenza. 

Next  of  kin :  Brother,  Gordon  F.  Adams,  Danielsville,  Ga. 
Adams,  Ward  Leslie,  chief  electrician,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  December  1,  1917. 

Died :  U.  S.  S.  Celebes,  September  27,  1918. 

Cause:  Result  of  burns  and  suffocation. 

Next  of  kin :  Father,  John  D.  Adams,  306  Mishawaka  Avenue,  Mishawaka, 
Iud. 
Adams,  William  Coleman,  chief  water  tender,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  September  25,  1915. 

Died :  U.  S.  S.  Solace,  October  18,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Viola  M.  Adams,  5  Gouldville  Terrace,  Roxbury,  Mass. 
Addison,  John  Eugene,  coppersmith,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  May  11,  1918. 

Died :  No.  3  Hospital,  Leith,  Scotland,  October  31,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Mattie  B.  Addison,  538  Washington  Boulevard,  Kansas 
City,  Mo. 
Addor,  Felix  Eugene,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  June  4,  1917. 

Died:  U.  S.  S.  Leviathan,  March  27,  1918. 

Cause :  Shot  by  a  shipmate. 

Next  of  kin :  Elise  Addor,  Keyser,  N.  C. 
Adler,  Charles  John,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  St.  Louis,  Mo.,  August  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Anna  Adler,  18  South  Fourth  Street,  St.  Louis,  Mo. 

174483—20- 5 
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Adler,  Herman  Joseph,  ship's  cook,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Minneapolis,  Minn.,  May  13,  1918. 

Died :  Minneapolis,  Minn.,  October  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Wife,  Estell  Adler,  2006  Ninteenth  Avenue  North,  Minneapolis, 
Minn. 
Adolf,   Orlo  Bertrum,   landsman   for  electrician    (R.),   United    States   Naval 
Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  January  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Charles  Adolf,  Bowmanville,  N.  Y. 
Ahart,  JosEm,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  December  15,  1917. 

Died :  U.  S.  S.  Solace,  March  28,  191S. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mary  Panhoine,  Wausaw,  Wis. 
Ahlfeld,   John   Henry,   seaman,   second  class,   United   States   Naval   Reserve 
Force. 

Enlisted:  Newark,  N.  J.,  April  23,  1918. 

Died :  While  at  home,  September  27,  1918. 

Cause :  Influenza  and  bronchial  pneumonia. 

Next   of   kin:  Father,   Carl   Ahlfeld,   35   West   Twenty-fifth    Street,    Bay- 
onne,  N.  J. 
Ahneman,  Theodore  John,  landsman  for  yeoman,  United  States  naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  May  18,  1918. 

Died:  At  his  home,  November  G,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Bessie  F.  Ahneman,  2713  Kingsbridge  Terrace,  Kings- 
bridge,  N.  Y. 
Ahrens,  Albert  George,  seaman,  United  States  Navy. 

Enlisted:  Oshkosli,  Wis.,  July  23,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Brother,  John  Ahrens,  G"J7  Eighth  Street,  Oshkosh,  Wis. 
Aiken,  Thomas  Hermon,  pharmacist's  mate,  third  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  May  4,  1917. 

Died:  Naval  hospital,  New  York,  N.  Y.,  September  24,  191S. 

Cause :  Influenza. 

Next  of  kin :  Father,  J.  G.  Aiken,  Cross  Plains,  Tex. 
Ala,  Garcierno,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Cavite,  P.  I.,  September  9,  1915. 

Died:  Naval  hospital,  Norfolk,  Va.,  May  8,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Father,  Juan  Ala,  Malabon,  P.  I. 
Albert,  Harry  Sidney,  fireman,  first  class,  United  States  Navy. 

Enlisted:  New  Orleans,  La..  March  9,  1914. 

Died:  U.  S.  S.  Houston,  September  19,  1917. 

Cause:  Valvular  disease,  chronic  cardiac. 

Next  of  kin:  Father,   John   J.   Albert,   1614  Cleveland   A  venue.    New   Or- 
leans, La. 
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Albertson,  Nelson,  machinist's  mate,  first  class,  United  State.-;  Naval  Reserve 
Force. 
Enlisted :  Poughkeepsie,  N.  Y.,  April  19,  1917. 
Died:  Naval  hospital,  Key  West,  Fla.,  October  11,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mildred  Albertson,  44  Smith   Street,  Poughkeepsie, 
N.  Y. 

Albright,  William  Harry,  yeoman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  San  Francisco,  Calif.,  June  17,  1918. 

Died:  San  Francisco,  Calif.,  October  27,  1918. 

Cause :  Influenza  and  pneumonia. 

Next  of  kin :  Wife,  Cora  L.  Albright,  285  Sanchez  Street,  San  Francisco, 
Calif. 
Alconga,  Esteban,  engineman,  second  class,  United  States  Navy. 

Enlisted:  Cavite,  P.  I.,  January  26,  1912  (extended  enlistment). 

Died:  Naval  hospital,  Norfolk,  Va.,  October  6,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Leon  Alconga,  San  Dinosio,  Iloilo  Province,  P.  I. 
Alderson,  Charles,  ship  fitter,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Charleston,  S.  C,  July  3,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  19,  1918. 

Cause :  Influenza.  , 

Next  of  kin :  Sister,  Baskin  Alderson,  11  Beaufain  Street,  Charleston,  S.  C. 
Aldrich,  Harold  Archie,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Burlington,  Vt.,  August  6,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  20,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Mrs.  Susie  E.  George,  Vershire,  Vt. 
Aleshire,  James  Isaac,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  April  17,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  March  12,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  James  E.  Aleshire,  3173  Cedar  Avenue,  Baltimore, 
Md. 

Alexander,   Jim,  boatswain's  mate,  first  class,  United   States  Naval  Reserve 
Force. 

Enlisted:  U.  S.  S.  Cyclops,  May  19,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Mother,  Marie  Alexandria,  Calolymnos,  Td.,  Turkey. 
Alexander,  John  Ralph,  Jr.,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Pittsburgh,  Pa.,  April  27,  1917. 

Died :  Sub  patrol  No.  510,  Cape  May,  N.  J.,  April  10,  1918. 

Cause :  Fell  overboard  and  was  drowned. 

Next  of  kin :  Father,  John  R.  Alexander,  2615  Broad  Avenue,  Altoona,  Pa. 
Alexander.  Junius,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Louisville,  Ky.,  June  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  4,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Olive  Alexander,  R.  R.  3,  Henderson,  Ky. 
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Alexander,  Robert  Moss,  mess  attendant,  first  class,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  March  22,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  18,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Plummer  J.  Alexander,  Goodes  Ferry,  Va. 
Alexson,  Arthur  Erick,  carpenter's  mate,  third  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  May  22,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  John  Alexson,  6709  South  Green  Street,  Chicago,  111. 
Alford,  Carl  Herbert,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Birmingham,  Ala.,  July  30,  1918. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Walton  Alford,  Grand  Ridge,  Fla. 
Alford,   Owen   Judson,   yeoman,   second   class,   United   States  Navy    (general 
court-martial  prisoner). 

Enlisted :  Philadelphia,  Pa.,  July  15,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  September  25,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin  :  Son,  Lander  Alford,  Hartwell,  Ga. 
Alicke,  Rudolph,  chief  machinist's  mate.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  December  22,  1914. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  when  vessel  was  torpedoed. 

Next  of  kin :  Brother,  Hammon  Alicke,  Gibhard,  Hamburg,  Germany. 
Allain,   George  Dewey,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Seattle,  Wash.,  July  24,  191S. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  2,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Wife,  Elizabeth  H.  Allain,  R.  F.  D.  2,  Friday  Harbor,  San 
Juan  County,  Wash. 
Allan,  Frank  Marshall,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Portland,  Me.,  May  7,  1918. 

Died:  Gallops  Island,  Mass.,  September  26,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Ada  Q.  Allan,  West  Lubec,  Me. 
Allan,  Isaac  Edmund,  seaman,  United  States  Navy. 

Enlisted :  Portland,  Me.,  March  30,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  28,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Ada  Allan,  R.  F.  D.  1,  West  Lubec,  Me. 
Allander,  Charles,  chief  gunner's  mate.  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  March  14,  1917. 

Died :  Philadelphia,  Pa.,  July  1,  191S. 

Cause:  Aneurism,  (aorta). 

Next   of  kin:  Wife,   Hulda   Allander,   1822   South   Twenty-fourth   Street, 
Philadelphia,  Pa. 
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Alleman,  Alfred  Francis,  fireman,  first  class,  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  June  IS,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin:  Father,  P.  M.  Alleman,  2022  Twenty-fourth  Avenue,  Gulf- 
port,  Miss. 
Allen,  Albert  Julian,  fireman,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  Bedford,  Mass.,  April  27,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  7,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  William  R.  Allen,  South  Westport,  Mass. 
Allen,  Earl  William,  ship's  cook,  fourth  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  May  2,  1917. 

Died :  Submarine  base,  New  London,  Conn.,  January  13,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Jane  Grounds,  Crockett,  Tex. 
Allen,  Edward  N.,  landsman  for  machinist's  mate  (A.),  United  States  Naval 
Reserve  Force. 

Enlisted :  Indianapolis,  Ind.,  May  31,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  20,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Leroy  Allen,  25  West  Twenty-ninth  Street,  Indian- 
apolis, Ind. 
Allen,  Frank  Lansing,  pharmacist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  April  30,  1917. 

Died :  Naval  hospital,  naval  base,  Va.,  October  13,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Lillian  P.  Allen,  SOS  Remington  Avenue,  Fort  Collins, 
Colo. 
Allen,  Frederick,  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  January  4,  1918. 

Died :  Receiving  ship  at  New  York,  April  17,  1918. 

Cause:  Fractured  skull. 

Next  of  kin :  Mother,  Annie  Rylander,  6606  South  Wood  Street,  Chicago,  111. 
Allen,  Harvy  Nicholas,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Raleigh,  N.  C,  September  28,  1917. 

Died :  New  York,  N.  Y.,  October  2,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  W.  Allen,  Lattimore,  N.  C. 
Allen,  Leonard  St.  Clair,  chief  carpenter's  mate,  United  States  Navy. 

Enlisted:  Mare  Island,  Calif.,  December  19,  1916. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  16,  1918. 

Cause:  Fractured  skull,  complicated  by  pneumonia. 

Next  of  kin :  Wife,  Jean  M.  Allen,  2718  Myrtle  Street,  Oakland,  Calif. 
Allen,  Morris  Edward,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  October  31,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  November  8,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Lavinia  Allen,  774  Cottage  Place,  Johnstown,  Pa. 
Allen,  Odes  Gray,  landsman  for  baker,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  December  10,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  March  10,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  Allen,  Forrest  City,  Ark. 
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Allen,   Thomas   Clarke,   yeoman,    third    class,    United    States   Naval    Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  July  S,  1918. 

Died  :  Naval  hospital,  Philadelphia,  Pa.,  October  21,  1018. 

Cause :  Influenza. 

Next  of  kin :  Father,  John  R.  Allen,  Rutledge,  Pa. 
Allen,  Thomas  Jeff,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Meridian,  Miss.,  June  10,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  July  12,  1918. 

Cause :  Meningitis,  cerebrospinal. 

Next  of  kin :  Father,  Andrew  Allen,  R.  F.  D.  2,  De  Kalb,  Miss. 
Allen.  Richard  Alexander,  Oiler,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  January  21,  1915. 

Died :  Naval  Hospital,  League  Island,  Pa.,  March  17,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Father,  C.  M.  Allen,  171  Jefferson  Street,  Dallas.  Tex. 
Allen,  Willard  Frank,  fireman,  third  class,  United  States  Navy. 

Enlisted  :  Detroit,  Mich.,  October  3,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  January  21,  1918. 

Cause :  Fractured  skull. 

Next  of  kin  :  Mother,  Mrs.  Julia  E.  Allen.  R.  F.  D.  3,  Port  Huron,  Mich. 
Allerton,  William  Arnold,  coxswain,  United  States  Naval  Reserve  Force. 

Enlisted:  Pittsburgh,  Pa.,  May  8,  1917. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Austin  Allerton,  125  Blackhawk  Street.,  Pittsburgh, 
Pa. 
Alley,  Bruce  Robert,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  March  19,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  June  4,  1917. 

Cause:  Endocarditis,  acute. 

Next  of  kin :  Father,  John  F.  Alley,  615  Holston  Avenue,  Bristol,  Tenn. 
Allison,  Floyd  Elwood,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Binghamton,  N.  Y.,  July  31,  1918. 

Died :  Newport,  R.  I.,  October  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Julia  E.  Allison,  Center  Village,  N.  Y. 
Allison,  Wn/FRED  David,  ship's  cook,  third  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  June  20,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y,  July  21,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  O.  E.  Allison,  Meridian,  Idaho. 
Allred,  George  Henry,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Raleigh,  N.  C,  June  21,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  Joseph  C.  Allred,  Randleman,  N.  C. 
Alm,  Edwing  Alfred,  chief  carpenter's  mate,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  June  15,  1916. 

Died :  Naval  hospital,  Las  Animas,  Colo.,  April  14,  1917. 

Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin:  Wife,  Cora  S.  Aim,  2612  South  Sixteenth  Street,  Philadel- 
phia, Pa. 
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Alschbach,  John  George,  Jr.,  Coxswain,  United  States  Navy. 

Enlisted:   Minneapolis,   Minn.,  July  25,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Nest  of  kin :  Mother,  Elizabeth  Alschbach,  Kearsarge,  Mich. 
Alsterlund,  Reinhold  Emil,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  April  24,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  February  27,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  C.  J.  Alsterlund,  6953  Martin  Street,  Chicago,  111. 
Altman,  Irby  Anderson,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Columbia,  S.  C,  November  15,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  3,  1917. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Lulu  Altman,  R.  F.  D.  2,  Hemingway,  S.  C. 
Altman,  Jebtha  Lewis,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  December  14,  1917. 

Died :  Naval  Hospital,  Norfolk,  Va.,  January  13,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Henrietta  Y.  Altman,  R.  F.  D.  1,  Wauchula,  Fla. 
Amey,  Merl  Bellinger,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Syracuse,  N.  Y.,  November  29,  1917. 

Died :  Naval  Hospital,  New  York,  N.  Y.,  March  26,  1918. 

Cause:  Measles. 

Next  of  kin :  Father,  William  Amey,  Star  Lake,  N.  Y. 
Ammidown,  Stanley  Cheney,  ship's  cook,  third  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  August  7,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Anna  J.  Ammidown,  Sioux  Rapids,  Iowa. 
Amos,  Elston,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  February  7,  1917. 

Died :  U.  S.  S.  Mercy,  June  12,  1918. 

Cause :  Fibroma. 

Next  of  kin :  Father,  George  S.  Amos,  Glower,  Mo. 
Anctil,  Homer  Joseph,  hospital  apprentice,  first  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Baltimore,  Md.,  January  16,  1918. 

Died:  Fall  River,  Mass.,  September  27,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Thomas  Anctil,  136  Barnes  Street,  Fall  River,  Mass. 
Andama,  Salvador,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  July  9,  191S. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Modesto  Andama,  20  Aguinaldo  Street,  Capiz,  P.  I. 
Andersen,  Earl  Edward,  yeoman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  San  Francisco,  Calif.,  July  30,  1918. 

Died :  San  Francisco,  Calif.,  November  10,  1918. 

Cause:  Obstruction,  acute  intestinal. 

Next  of  kin :  Mother,  Mary  Andersen,  7116  Chabot  Road,  Oakland,  Cailf. 
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Andersen,  Henry  P.,  gunner's  mate,  second  class,  United  States  Navy. 

Enlisted:  Rochester,  N.  Y.,  April  24,  1915. 

Died :  U.  S.  S.  Jacob  Jones,. December  6,  1917. 

Cause:  Lost  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  Jens  P.  Andersen,  Belding,  Mich. 
Andersen,  Louie  Christian,  plumber  and  fitter,  United  States  Naval  Reserve 
Force. 

Enlisted :  Minneapolis,  Minn.,  May  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Dorothy  Andersen,  R.  3,  box  120,  Hopkins,  Minn. 
Anderson,  Adolph  Oscar,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Scranton,  Pa.,  January  26,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  13,  1917. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  John  A.  Anderson,  103  Hawley  Street,  Binghamton, 
N.  Y. 
Anderson,  Albert  Robert,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  San  Francisco,  Calif.,  July  27,  1917. 

Died:  Mare  Island,  Calif.,  June  20,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Elizabeth  W.  Anderson,  Colusa,  Calif. 
Anderson,  Andrew  Joseph,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  New  Orleans,  La.,  August  8,  1918. 

Died :  Naval  hospital,  Gulfport,  Miss.,  October  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Mattie  C.  Anderson,  Gloster,  Miss. 
Anderson,  Barney  Verner,  coxswain,  United  States  Naval  Reserve  Force. 

Enlisted :  New  London,  Conn.,  July  14,  1917. 

Died :  Naval  hospital.  New  London,  Conn.,  September  20,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :   Father,   Ferdinand  Anderson,  59  Summer   Street,   Meriden, 
Conn. 
Anderson,  Carl  Albert,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  June  4,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  May  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Abel  Anderson,  Walnut  Grove,  Minn. 
Anderson,  Carl  Einar,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Kansas  City,  Mo.,  July  19,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Carl  H.  Anderson,  R.  3,  Scranton,  Kans. 
Anderson,  Chester  Arthur,  chief  machinist's  mate,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Great  Lakes,  111.,  May  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Anna  Anderson,  103  North  Second  Street,  Marshall- 
town,  Iowa. 
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Anderson,   David  Frederick,   landsman  for   machinist's   mate,   United    States 
Naval  Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  December  12,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  March  2,  191S. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Catherine  Anderson,  855  North  Hamlin  Avenue,  Chi- 
cago, 111. 
Anderson,  Earl,  fireman,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Mare  Island,  Calif.,  April  IS,  1917. 

Died :  U.  S.  S.  IT est gate,  October  7,  1918. 

Cause :  Killed  when  vessel  was  sunk. 

Next  of  kin :  Sister,  Pearl  Anderson,  2231  Albee  Street,  Eureka,  Calif. 
Anderson,  Edwin  Charles  Henry,  apprentice  seaman,  United   States  Naval 
Reserve  Force. 

Enlisted :  Chicago,  111.,  July  20,  1918. 

Died :  Naval  Hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ida  Anderson,  2154  West  Superior  Street,  Chicago,  111. 
Anderson,  Ernest  Charles,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  July  2,  1917. 

Died :  U.  S.  S.  Covington,  July  1,  191S. 

Cause:  Killed  when  vessel  was  sunk. 

Next  of  kin  :  Mother,  Mrs.  Mary  E.  Hamm,  54  Winthrop  Street,  Lynn,  Mass. 
Anderson,  Ernest  Siegfred,  landsman  for  quartermaster   (A.),  United  States 
Naval  Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  December  29,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Ada  Anderson,  Fennville,  Mich. 
Anderson,   Frederick   William,   seaman,    second  class,  United   States   Naval 
Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  May  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Lillian  Swanson,  Woodstock,  111. 
Anderson,  George  Charles,  chief  boatswain's  mate,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  December  5,  1913. 

Died :  U.  S.  S.  Saranac,  September  26,  1918. 

Cause:  Lost  overboard. 

Next  of  kin :  Father,  George  Anderson,  North  Avenue,  R.  F.  D.  13,  Strat- 
ford, Conn. 
Anderson,  Harry  Leonard,  oiler,  United  States  Navy. 

Enlisted :  Rockford,  111.,  July  17,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause :  Lost  when  vessel  was  foundered. 

Next  of  kin  :  Charles  Anderson,  719  Davis  Street,  Rockford,  111. 
Anderson,  Harry  Louis,  cabin  steward,  United  States  Navy. 

Enlisted :  Boston.  Mass.,  May  14,  1917. 

Died :  Naval  training  station,  Newport,  R.  I.,  August  21, 1917. 

Cause:  Drowned. 

Next  of  kin :  Wife,  Rosa  L.  Anderson,  83  West  Springfield  Street,  Boston, 
Mass. 
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Anderson,  Henry  Clay,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  April  30,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  3,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Sister,  Mrs.  W.  W.  Stokes,  Livingston,  Tex. 
Anderson.  Henry  Lincoln,  seaman,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  June  7,  1917. 

Died :  U.  S.  S.  Maumee,  October  11,  1918. 

Cause:  Lost  overboard. 

Next  of  kin  :  Father,  Oscar  Anderson,  1499  Flatbush  Avenue,  Brooklyn,  N.  Y. 
Anderson,  Jeremiah,  printer,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Chicago,  111.,  May  11,  1918. 

Died :  Naval  Hospital,  Great  Lakes,  111.,  November  10,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Johanna  Anderson,  15719  Turlington  Avenue,  Har- 
vey, 111. 
Anderson,  John,  yeoman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  May  9,  1917. 

Died :  Naval  Hospital,  Philadelphia,  Pa.,  April  1,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Margaret  Anderson,  Hoople,  N.  Dak. 
Anderson,  John  Wesley,  seaman,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  January  8,  1917. 

Died :  Naval  Hospital,  New  York,  N.  Y.,  May  31,  1918. 

Cause :  Luckamin,  acute  lymphatic. 

Next  of  kin :  Father,  John  B.  Anderson,  308  South  Eleventh  Street.  Salina, 
Kans. 
Anderson.  Julius  Amandus,  chief  quartermaster.  United  States  Navy. 

Enlisted :  Chicago,  111.,  April  21,  1916. 

Died :  U.  S.  S.  Pocahontas,  October  3,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Amy  I.  Anderson,  524  Edward  Street,  Portsmouth,  Va. 
Anderson,  Kurtis  Alvar,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  July  17,  1918. 

Died :  Naval  Hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife.  Wilma  Anderson,  332  Blemhuber  Avenue,  Marquette, 
Mich. 
Anderson,  Lee  Manly,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Houston,  Tex..  May  10,  1917. 

Died:  Naval  hospital.  Great  Lakes,  111.,  May  30.  1917. 

Cause:   Pneumonia,  lobar. 

Next  of  kin :  Mother,  Abbie  Anderson.  Southern  Hotel,  Llano,  Tex. 
Anderson,  Leslte  Hilmer,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted  :  New  Haven,  Conn.,  June  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :   Influenza. 

Next  of  kin :  Mother,  Amanda  Anderson,  16  Prince  Street,  Meridian,  Conn. 
Anderson,  Noble  La  whence,  landsman  for  electrician  (R.),  United  States  Navy. 

Enlisted:  Milwaukee,  Wis.,  April  12,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  21,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Ellen  Nelson,  R.  No.  5,  box  79,  Antigo,  Wis. 
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Anderson,  Oscab  Nelse,  ship's  cook,  fourth  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Milwaukee,  Wis.,  June  21,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  9,  1918. 

Cause:  Influenza. 

Next  of  kin :  Brother,  Charles  A.  Anderson,  Elkhorn,  Wis. 
Anderson,  Otto,  chief  machinist's  mate,  United  states  Naval  Reserve  Force. 

Enlisted:  Washington,  D.  C,  January  3,  1918. 

Died :  New  York  Medical  School,  February  6,  1918. 

Cause :  Meningitis. 

Next  of  kin :  Wife,  Lottie  Anderson,  806  East  West  Moreland  Street,  Phila- 
delphia, Pa. 
Anderson,  Rufus  Kyle,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  April  9,  1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  March  19,  1918. 

Cause:  Tuberculosis. 

Next  of  kin:  Father,  Milan  Anderson,  R.  F.  D.  3,  Bonham,  Tex. 
Anderson,  Victor  Clarence,  gunner's  mate,  second  class,  United  States  Navy. 

Enlisted :  Chicago,   111..  January  14,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  Carl  Anderson,  1113  Massasoit  Avenue,  Chicago,  111. 
Anderson,  Walfred  Allen,  electrician,  third  class,   (R.).  United  States  Navy. 

Enlisted :  St.  Louis.  Mo.,  May  10,  1917. 

Died:  Naval  air  station,  Whidrly  Island,  Ireland,  October  22,  191S. 

Cause :  Killed  in  seaplane  accident. 

Next  of  Kin :  Father,  Aug.  Anderson,  R.  F.  D.  1,  Verona,  Mo. 
Anderson,  Wallace  Cooper,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Kansas  City,  Mo.,  May  15,  1918. 

Died:  Naval  air  station,  Pensacola,  Fla.,  October  30,  1918. 

Cause :  Killed  in  gasoline  explosion. 

Next  of  kin:  Father,  William  P.  Anderson,  Cedarville,  Ohio. 
Anderson,  Walter  Leonard,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  December  13,  1917. 

Died :  U.  S.  S.  Louisville,  September  24,  1918. 

Cause :   Pneumonia. 

Next  of  kin  :  Mother,  Anna  Anderson,  179  Hoyt  Street,  Brooklyn,  N.  Y. 
Andes,  Wilmer  Charles,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Kansas  City,  Mo.,  May  17,  1918. 

Died :  IT.  S.  S.  Northern  Pacific,  August  8,  1918. 

Cause :    Lost    overboard. 

Next  of  kin :  Wife,  Lida  Jane  Andes,  El  Dorado  Springs,  Mo. 
Andrew,  Alfred,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Milwaukee,  Wis.,  June  4,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  September  12,  1918. 

Cause :    Accidental   drowning. 

Next  of  kin  :  Father,  William  H.  Andrew,  101  Sixteenth  Avenue,  Baltic,  Mich. 
Andrews,  Alexander  Carl,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Key  West,  Fla.,  June  27,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  1,  1918. 

Cause :    Pneumonia   broncho. 

Next  of  kin :  Mother,  Emma  Andrews,  Victoria  De  las  Tunas,  Cuba. 
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Andrews,  Chaeles  Aloysius,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Detroit,  Mich.,  July  13,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111..  September  29,  1918. 

Cause :    Influenza. 

Next  of  kin :  Mother,  Mary  Andrews,  115  South  Elm  Avenue,  Jackson,  Mich. 
Andrews,  Frank  Jackson,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Kansas  City,  Mo.,  May  8,  1918. 

Died :  U.  S.  S.  Mercy,  October  18,  1918. 

Cause :    Septicemia. 

Next  of  kin :  Mother,  Elizabeth  J.  Andrews,  Neosho  Rapids,  Kans. 
Andrews,  Joseph  Leo,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Richmond,  Va.,  June  14,  191S. 

Died:  Naval  hospital,  Newport,  R.  I.,  Septemoer  29,  1918. 

Cause :   Meningitis. 

Next  of  kin  :  Mother,  Rosa  0  Andrews,  403  Nicholson  Street,  Richmond,  Va. 
Andrews,  Richard  Dwight,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Cincinnati,  Ohio,  September  24,  1917. 

Died :  Navy  yard,  Portsmouth,  N.  H.,  September  23,  1918. 

Cause :   Pneumonia,   lobar. 

Next  of  kin :  Mother,  Ella  Andrews,  Lombard,  111.    . 
Andrews,  William  Galen,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enlisted:   Boston,  Mass.,  June  13,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  20,  1918. 

Cause :    Influenza. 

Next  of  kin :  Wife,  Grace  H.  Andrews,  203  Townsend  Street,  Roxbury,  Mass. 
Andrtjs,   Towell   La    Grange,   landsman   for   machinists   mate    (A.),   United 
States  Naval  Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  July  20,  191S. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30.  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Mildred  A.  Andrus,  Rixford,  Pa. 
Angarola,  Michael  Louis,  quartermaster,  first  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Chicago,  111.,  May  6,  1918. 

Died:  Auxiliary  Reserve  School,  Chicago,  111.,  October  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Joseph  Angarola,  4932  Winthrop  Avenue,  Chicago,  111. 
Angelicchico,  John,  fireman,  third  class,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  July  27,  191 T 

Died:  U.  S.  S.  Michigan,  January  15,  1918. 

Cause:  Fractured  skull. 

Next  of  kin  :  Father,  Tony  Angelicchico,  Thornwood,  N.  Y. 
Angell,  Carl  Heath,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  January  2,  1918. 

Died :  Naval  training  station,  Newport,  R.  I.,  March  2,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Perley  Angell,  Templeton,  Mass. 
Angell,  Lester  Taylor,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  August  12,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kiu:  Father,  Henry  L.  Angell,  box  89,  Douglaston,  Long  Island, 
N.  Y. 
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Angle,  Henry,  chief  yeoman,  United  States  Navy. 

Enlisted :  Newport,  It.  I.,  December  17,  1917. 

Died :  Naval  hospital,  Newport,  It.  I.,  September  27,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Hattie  Angle,  353  Spring  Street,  Newport,  It.  I. 
Angle,  James  Luther,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  May  14,  1917. 

Died :  U.  S.  S.  Albert,  March  13,  1918. 

Cause:  Brain  abscess. 

Next  of  kin :  Mother,  Margaret  Angle,  Westminster,  S.  C. 
Anglovic,  John  Martin,  electrician,  third  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  April  12,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  Steve  Anglovic,  401  Sixth  Street,  Rock  Springs,  Wyo. 
Annable,  Dwight  Herbert,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Chicago,  III.,  June  4,  1918. 

Died :  Naval  training  camp,  Detroit,  Mich.,  October  2,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Fatber,  Irving  Annable,  R.  F.  D.  No.  1,  Laporte,  Ind. 
Annis,  Frank  Meriel,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Newport,  R.  I.,  May  18,  1917. 

Died:  Dayton,  Ohio,  October  17,  1917. 

Cause:  Injuries  received  in  aeroplane  accident. 

Next  of  kin:  Sister,  Ima  M.  Annis,  172  Church  Street,  Saratoga  Springs, 
N.  Y. 
Ansell,  Linwood  Guy,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  August  8,  1916. 

Died  :  Naval  hospital,  Portsmouth,  N.  H.,  November  3,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Laura  V,  Ansell,  Forty-eighth  Street  and  Pawhatan 
Avenue,  Norfolk,  Va. 
Anshus,  Ole  John,  landsman  musician,  United  States  Naval  Reserve  Force. 

Enlisted:  Milwaukee.  Wis.,  July  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  5,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Christine  Anshus,  320  Railroad  Avenue,  Menominee, 
Wis. 
Ansley,  Donald  Duncan,  chief  storekeeper,  United  States  Naval  Reserve  Force. 

Enlisted  :  Tampa,  Fla.,  March  4,  191S. 

Died :  Naval  Training  Camp,  Pelham  Bay  Park,  N.  Y.,  October  16,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Martha  J.  Ansley,  Lakeland,  Fla. 
Anthony,  Stanley  Thomas,  electrician,  first  class,  United  States  Navy. 

Enlisted :  Receiving  ship  at  New  York,  April  4,  1914. 

Died :  U.  S.  S.  Chauncey,  November  19,  1917. 

Cause :  Lost  when  vessel  was  sunk. 

Next  of  kin  :  Mother,  Florence  Johnson,  Bedford,  Mass. 
Antrim,  Harry  Reece,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  April  17,  1917. 

Died :  U.  S.  S.  Bucna  Ventura,  September  16,  1918. 

Cause :  Killed  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  Harry  Antrim,  Cutler  Avenue,  Maple  Shade,  N.  J. 
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Anyon,  John  Francis,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Providence,  R.  I.,  July  26,  1918. 

Died  :  Naval  hospital,  Newport,  R.  L,  September  23,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Anyon,  28  Tweed  Street,  Pawtucket,  R.  I. 
Apgar,  Jason  S.,  shipwright,  United  States  Naval  Reserve  Force. 

Enlisted :  Newark,  N.  J.,  April  17,  1918. 

Died  :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  9,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Laura  H.  Apgar,  Lebanon,  N.  J. 
Appel,  Edwaed,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  17,  1918. 

Died  :  Naval  hospital,  Newport,  R.  I.,  September  25,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Anna  Appel,  202  Theodore  Street,  Long  Island  City, 
N.  Y. 
Appeltrad,  Arthur  Rudolph,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  August  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  III.,  September  19,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Henry  Appeltrad,  Leonardville,  Kans. 
Appleby,  Joseph  Morgan,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Columbia,  S.  C,  November  30,  1917. 

jJied :  U.  S.  S.  Mercy,  October  3,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Maude  Appleby,  St.  George,  S.  C. 
Applewhite,  Weyman  Millard,  fireman,  second  class,  Unitod  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  December  15,  1917. 

Died  :  Naval  hospital,  Norfolk,  Va.,  January  21,  1918. 

Cause :  Broncho  pneumonia. 

Next  of  kin :  Mother,  Mrs.  W.  H.  Mettrum,  Shangoloa,  La. 
Archer,  Harold  Reid,  yeoman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted  :  Nashville,  Tenn.,  June  10,  1918. 

Died:  Naval  hospital,  Norfolk,  Va.,  September  30,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Nancy  J.  Archer,  R.  F.  D.  8,  Parkersburg,  W.  Va. 
Archinal,    Henry   Alexander,    seaman,    second    class,    United    States    Naval 
Reserve  Force. 

Enlisted:  Detroit,  Mich.,  May  15,  1918. 

Died:  Naval  air  station,  Eastleigh,  England,  October  8,  1918. 

Cause :  Influenza. 

Next   of  kin :  Sister,   Norma   Archinal,   1001   Celestial   Street,   Cincinnati, 
Ohio. 
Arehart,  Louis  Elmer,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Johnstown,  Pa.,  June  4,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin  :  Father,  Russell  B.  Arehart,  Decker  Avenue,  Johnstown,  Pa. 
Armbrister,   Mason  McPherson,   seaman,  second  class,  United   States  Naval 
Reserve  Force. 

Enlisted :  Richmond,  Va.,  July  13,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  9,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  A.  J.  Armbrister,  R.  F.  D.  3,  Wytheville,  Va. 
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Armiger,  George  Jones,  .seaman,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  April  17,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  191S. 

Cause :  On  board  missing  ship. 

Next   of   kin:  Brother,    Walter    Armiger,    '202'2    Maryland    Avenue,    Balti- 
more, Md. 
Armitage,  Adelbeut  Elmer,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  August  3,  1917. 

Died:  U.  S.  S.  Mount  Vernon,  September  5,  191S. 

Cause :  Killed  in  battle  with  enemy  submarine. 

Next  of  kin :  Mother,  Josephine  Armitage,  Montrose,  Colo. 
Armold,   Russell  Headley,   seaman,   second   class,   United   States   Naval    Re- 
serve Force. 

Enlisted:  Cincinnati,  Ohio,  July  10,  1918. 

Died :  U.  S.  S.  Blue  Ridge,  October  24,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Father,  Frank  E.  Armold,  Pataskala,  Ohio. 
Armstrong,  Edward  Charles,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Kansas  City,  Mo.,  May  3,  1918. 

Died :  Naval  hospital,  Newport,  R.  L,  September  22,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:   Father,   George  M.   Armstrong,  1016  Penn   Street,   Kansas 
City,  Mo. 
Armstrong,  Martin  Joseph,  seaman,  second  class,  United  States  Navy. 

Enlisted:  New  Haven,  Conn.,  February  20,  1917. 

Died :  U.  S.  S.  Solace,  April  30,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Joseph  Armstrong,  72  Fourth  Street,  Derby,  Conn. 
Armstrong,  Robert,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted :  Montevideo,  Uruguay,  October  27,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Father,  William  W.  Armstrong,  Galena,  Oreg. 
Arnett,  James  Gilbert,  quartermaster,  first  class   (A.),  United  States  Naval 
Reserve  Force. 

Enlisted :  Parkersburg,  W.  Va.,  February  1,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  17,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Bertie  M.  Arnett,  6  Hays  Building,  Fairmont,  W.  Va. 
Arnold,  Archie,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  December  11,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  January  26,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Grandmother,  Hattie  Smith,  Rome,  Ga. 
Arnold,  Claude  William,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Allentown,  Pa.,  April  18,  1917. 

Died :  Navy  base  hospital  No.  5,  Brest,  France,  October  4,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Harry  E.  Arnold,  702  Cattel  Street,  Easton.  Pa. 
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Arnold,  Edwakd  Fredeeick,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  February  26,  1915. 

Died :  Naval  hospital,  New  York,  N.  Y.,  August  13,  1917. 

Cause:  Erysipelas. 

Next  of  kin:  Wife,  Bessie  A.  Arnold,  707  North  Eighth  Street,  Philadel- 
phia, Pa. 
Aenold,  Richard  Elos,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  November  7,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  19,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Dora  Arnold,  R.  F.  D.  7,  Camden,  Tenn. 
Aenold,  Robebt  Edgae,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  April  18,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  18,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Annie  E.  Arnold,  4410  Dakota  Avenue,  West  Nash- 
ville, Tenn. 
Arnold,  Roy  Vernon,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Little  Rock,  Ark.,  June  4,  1918. 

Died :  U.  S.  S.  Mercy,  October  14,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  W.  J.  Arnold,  R.  4,  box  35,  Hope,  Ark. 
Aenold,  Royce  Gbady,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Birmingham,  Ala.,  July  2,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  20,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Anna  Arnold,  R.  5,  Headland,  Ala. 
Arrowood,  Frank  Green,  water  tender,  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  August  16,  1918. 

Died :  U.  S.  S.  Herman  Frasch,  October  4,  1918. 

Cause:  Killed  when  vessel  was  sunk  in  collision., 

Next  of  kin:  Sister,  Mrs.  Clara  Burgin,  1412  East  Airline  Avenue,  Gas- 
ton! a,  N.  C. 
Arthur,  James  Donald,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  December  29,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  March  4,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  James  Edward  Arthur,  4  Rosedale  Street,  Dorches- 
ter, Mass. 
Abthtiu,  Rolland  Bettiswobth,  carpenter's  mate,  second  class,  United  States 
Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  May  29,  1918. 

Died :  Camp  hospital  No.  35,  Winchester,  England,  October  6,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Andrew  J.  Bettisworth,  Coffeyville,  Kans. 
Artrip,  George   Dewey,   seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enlisted :  Richmond,  Va.,  July  4,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  30,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  Artrip,  Clinchport,  Va. 
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Ashbee,  Charles  Sprueill,  seaman,  United  States  Navy. 
Enlisted:  Norfolk,  Va.,  January  9,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  Charles  S.  Ashbee,  407  Pearl  Street,  Berkley,  Va. » 
Asbill,  Elmer,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enlisted:  Louisville,  Ky.,  July  20,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Nannie  Asbill,  R.  F.  D.  4,  Richmond,  Ky. 
Ash,  Eugene  Elwood,  seaman,  United  States  Naval  Reserve  Force. 
Enlisted :  Cincinnati,  Ohio,  May  14,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 
Cause :  Influenza. 

Next  of  kin :  Father,  Julius  W.  Ash,  Napoleon,  Ohio. 
Ash,  Joseph  Mansfield,  seaman,  United  States  Navy. 
Enlisted :  Camden,  N.  J.,  March  9,  1917. 
Died :  Naval  forces,  foreign  service,  October  4,  1918. 
Cause:  Pneumonia. 

Next  of  kin:  Mother,  Martha  Ash,  633  North  Twentieth  Street,  Philadel- 
phia, Pa. 
Ashel,  Delbert  Milton,  apprentice  seaman,  United  States  Navy. 
Enlisted :  Des  Moines,  Iowa,  February  9,  1917. 
Died :  Naval  training  station,  Great  Lakes,  111.,  March  11,  1917. 
Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Edith  Penn,  1025  High  Street,  Des  Moines,  Iowa. 
Ashley,  Guy  Howard,  seaman,  United  States  Navy. 
Enlisted:  Detroit,  Mich.,  September  16,  1915. 
Died:  Ivergokdon,  November  9,  1918. 

Cause :  Fell  overooard  from  U.  S.  S.  Shaicnuit  and  was  drowned. 
Next  of  kin :  Mother,  Eva  A.  Ashley,  2598  East  Jefferson  Avenue,  Detroit, 
Mich. 
Ashley,  John  Charles,  machinist's  mate,  second  class,  United  States  Navy. 
Enlisted :  Chicago,  111.,  January  7,  1918. 
Died :  Naval  station,  Pensacola,  Fla.,  October  8,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Mary  Ashley,  327  North  Avers  Avenue,  Chicago, 
111. 
Ashman,  Wilbur  S.,  electrician,  second  class,  United   States  Naval  Reserve 
Force. 
Enlisted :  Benton  Harbor,  Mich.,  March  27,  1917. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  September  24,  1917. 
Cause :  Typhoid  fever. 

Next  of  kin :  Mother,  George  H.  Ashman,  New  Troy,  Mich. 
Ashton,  William  Bright,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  New  York,  N.  Y.,  August  18,  1917. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  9,  1918. 
Cause:  Rheumatic  fever. 

Next  of  kin  :  E.  Y.  Ashton,  7  Halcyon  Place,  Yonkers,  N.  Y. 
174483—20 6 
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Askin,  Andrew  Theodore,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted  :■  Philadelphia,  Pa.,  June  20,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

'Next  of  kin:  Mother,  Annie  F.  Bailor,  151  Main  Street,  Steelton,  Pa. 
Assovsky,  Harry  A.,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  May  23,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  David  Assovsky,  Sun  Prairie,  Wis. 
Ast,  Henry  Charles,  seman  second  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  April  11,  1917, 

Died :  U.  S.  S.  -San  Diego,  June  13,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mary  Ast,  Oregon  City,  Oreg. 
Atkins,  Daniel  Lewis,  seaman  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Portland,  Me.,  June  1,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  18,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Maud  L.  Atkins,  East  Corinth,  Me. 
Atkinson,  Lemuel  Leonadas,  fireman  first  class,  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  April  17,  1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  June  18,  1917. 

Cause:  Septicemia. 

Next  of  kin:  Father,  William  Robert  Atkinson,  Fairmont,  N.  C. 
Atwood,  Austin,  seaman  second  class,  United  States  Navy. 

Enlisted:  Cleveland,  Ohio,  June  23,  1917. 

Died:  U.  S.  S.  Mich  if/an,  October  30,  1917. 

Cause:  Drowned. 

Next  of  kin :  Father,  George  Atwood,  618  Warren  Street,  Sandusky,  Ohio. 
Aue,  Luther  Hamma,  seaman  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Kansas  City,  Mo.,  July  17,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Carl  George  Aue,  206  West  Seventh  Street,  Emporia, 
Kans. 
Augevine,  Norman  Morris,  seaman  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  Haven,  Conn.,  June  7,  191S. 

Died:  Naval  training  station,  Great  Lakes,  111.,  September  30,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Mrs.  Lily  Augevine,  41  Norwood   Street,  Meriden, 
Conn. 
Augustine,  Joseph  Morris,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Chicago,  111.,  August  5,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Eva  Augustine.  5714  West  Grand  Avenue,  Chicago,  111. 
Ault,  William  Jennings,  apprentice  seaman,  United  States  Navy. 

Enlisted  :  Peoria,  111.,  December  12,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  15,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  J.  M.  Ault,  Wyoming,  111. 
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Ausburne,  Charles  Lawrence,  electrician  first  class  (R),  United  States  Navy. 

Enlisted :  Receiving  ship  at  New  York,  March  1,  191G. 

Died:  S.  S.  Antilles,  October  17,  1917. 

Cause :  Drowned  when  vessel  sunk. 

Next  of  kin :  Foster  mother,  Mrs.  Jennie  B.  Singer,  2S00  Louisiana  Avenue, 

New  Orleans,  La. 
Austin,  Charles  D.,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Detroit,  Mich.,  July  27,  1918.  . 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  15,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ida  Austin,  Dundee,  Mich. 
Austin,    Clyde   Fremont,    apprentice   seaman,    Nnited    States   Naval   Reserve 
Force. 

Enlisted :  Pittsburgh,  Pa.,  August  5,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,   Peter  F.  Kale,  R.  F  .D.  1,  Foster  Road,  McKees- 
port,  Pa. 
Austin,  John  Ashcraft,  coxswain,  United  States  Navy. 

Enlisted :  Raleigh,  N.  C,  July  27,  1917. 

Died:  Naval  hospital,  Brooklyn,  N.  Y.,  October  13,  191S. 

Cause:  Pneumonia  lobar. 

Next    of    kin :  Father,    Daniel    M.    Austin,   405    Kingston    Avenue,    Char- 
lotte, N.  C. 
Auton,  Leonard,  jr.,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Johnstown,  Pa.,  May  10,  1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  June  4,  1917. 

Cause :  Meningitis,  cerebrospinal. 

Next  of  kin :  Father,  Leonard  Auton,  sr.,  Yintondale,  Pa. 
Avard,  Percy  Leo,  landsman  for  quartermaster   (A),  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  March  1,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  March  2G,  1918. 

Cause :  Pneumonia,  lobar. 

Next    of    kin:  Father,    Alfred    Avard,    SO    West    Ninetieth    Street,    New 
York,  N.  Y. 
Averitt,  Walter  Hathaway,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  October  11,  1917. 

Died  :  Naval  hospital,  Hampton  Roads,  Va.,  January  15,  1918. 

Cause:  Cerebrospinal. 

Next  of  kin :  Mother,  Susie  B.  Averitt,  Tallahassee,  Fla. 
Aycock,   Joseph   Bryan,   fireman,   third   class,   United   States   Naval   Reserve 
Force. 

Enlisted:  Nashville,  Tenn.,  July  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  12,  1918. 

Cause:  Pneumonia  broncho. 
Next  of  kin  :  Father,  William  E.  Aycock,  R.  7,  Holly  Springs,  Miss. 
Ayers,  Albert  Pelton,  storekeeper,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Boston,  Mass.,  May  8,  191S. 

Died :  Naval  hospital,  Chelsea,  Mass.,  July  29,  1918. 

Cause:  Erysipelas. 

Next  of  kin :  Father,  Eugene  A.  Ayers,  Swanton,  Vt. 
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Ayeks,  William  Ellis,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Pensacola,  Fla.,  March  8,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  6,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Brother,  Joseph  Ayers,  Altha,  Fla. 
Babb,  William,  chief  machinist's  mate,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  July  1,  1913. 

Died:  U.  S.  S.  Olympic/,,  June. 25,  1917. 

Cause:  Fractured  skull. 

Next  of  kin :  Mother,  Sarah  Babb,  Stoney  Creek  Mill,  Reading,  Pa. 
Babcock,  George  Grant,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Milwaukee,  Wis.,  July  9,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Iona  F.  Babcock,  Box  524,  Grand  Rapids,  Wis. 
Babin,  Severin  Paul,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  May  25,  1918. 

Died:  Norfolk,  Va.,  October  12,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Vincent  V.  Babin,  Ascension  Parish,  Duplessis,  La. 
Babson,  George  Valentine,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  April  17,  1917. 

Died:  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  January  28,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  E.  Babson,  87  Raymond  Avenue,  Sommerville, 
Mass. 
Babst,  Edward  Earl,  landsman  for  machinist's  mate  (A),  United  States  Naval 
Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  May  28,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Charles  Babst,  Naperville,  111. 
Bachman,  Henry  Hugh,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Brooklyn,  N.  Y.,  April  17,  1918. 

Died :  At  home,  October  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Annie  Bachman,  403  Park  Avenue,  Perth  Amboy,  N.  J. 
Bachman,  Joseph  Sidney,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Richmond,  Va.,  July  10,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  17,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Joseph   S.  Bachman,  940  Anderson   Street,  Bristol, 
Tenn. 
Bachmann,   Harold    Stanley,   landsman    for   yeoman,    United    States    Naval 
Reserve  Force. 

Enlisted :  Detroit,  Mich.,  April  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mary  E.  Bachmann,  Ridgeway,  Mich. 
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Bacigalupo,  Anthony  William,  Jr.,  apprentice  seaman,  United  States  Naval 
Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  August  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Kate  Bacigalupo,  1129  Madison  Avenue,  Memphis, 
Tenn. 
Bacon,  Clyde  Henky,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Chicago,  111.,  June  4,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  10,  191S. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Lizzie  Bacon,  R.  F.  D.  No.  17,  Grand  Ridge,  111. 
Bacon,  Dana  Dexter,  seaman,  second  class,  United  State  Naval  Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  June  20,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  3,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Helen  L.  Bacon,  South  Dayton,  N.  Y. 
Badger,  Elbridge  Lee,  fireman,  second  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  April  29,  1917. 

Died :  U.  S.  S.  South  Dakota,  November  5,  1917. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Ida  D.  Badger,  College  City,  Calif. 
Baggett,  Lucius  Therold,  fireman,  first  class,  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  May  8,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  9,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Kate  Baggett,  Carpenter,  Okla. 
Baggett,  Sam,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  May  2,  1917. 

Died:  Red  Cross  General  Hospital,  Philadelphia,  Pa.,  March  10,  1918. 

Cause,  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Mary  Baggett,  La  Blanc,  La. 
Baggiore,  John  Dominio  Francis,  seaman,  second  class,  United  States  Navy. 

Enlished :  El  Paso,  Tex.,  April  14,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  191S. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Mary  Baggiore,  306  East  Fillmore  Street,  Phoenix,  Ariz. 
Bagley,  Glen  Thompson,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Seattle,  Wash.,  May  27,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  12,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Elizabeth  M.  Bagley,  Three  Lakes,  Wash. 
Bagnall,  Frank  Lynn,  electrician,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Detroit,  Mich.,  October  25,  1917. 

Died :  U.  S.  S.  Louisiana,  June  12,  1918. 

Cause :  Diphtheria. 

Next  of  kin  :  Brother,  Max  Bagnall,  Brattleboro,  Vt. 
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Bailey,  Charley  Whitmoke,  mess  attendant,  third  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Louisville,  Ky.,  July  5,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Alice  Bailey,  561  Maryland  Avenue,  Lexington,  Ky. 
Bailey,  George  A.,  oiler,  United  States  Naval  Reserve  Force. 

Enlisted:  Norfolk,  Va.,  May  16,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Mother,  Jennie  Bailey,  36  Washington  Street,  Newport,  R.  I. 
Bailey,  George  Ezekiel,  fireman,  second  class,  United  States  Navy. 

Enlisted  :  Peoria,  111.,  April  20,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  March  25,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  James  M.  Bailey,  Lincoln,  111. 
Bailey,  George  William,  seaman,  second  class,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  May  14,  1917. 

Died:  Methodist  Episcopal  Hospital,  Brooklyn,  N.  Y.,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Emma  Bailey,  4342  Olive  Street,  St.  Louis,  Mo. 
Bailey,  Green  Wood,  apprentice  seaman,  United  States  Navy. 

Enlisted  :  Jackson,  Miss.,  December  13,  1017. 

Died:  Naval  hospital.  Norfolk,  Va.,  January  21,  1918. 

Cause:  Suppurative  pleurisy. 

Next  of  kin:  Father,  John  W.  Bailey,  Steens,  Miss. 
Bailey,  Jasper  Jones,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Louisville,  Ky.,  July  22.  1918. 

Died:  Naval  hospital,  Great  Lakes,  III.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Wife,  Rose  A.  Bailey,  Hanson,  Ky. 

Bain,  Thomas  Taylor,  seaman,   second   class,  United   States  Naval  Reserve 
Force. 

Enlisted  :  Peoria,  111.,  June  4,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  July  8,  1918. 

Cause:  Obstruction,  acute  intestinal. 

Next  of  kin :  Father,  James  Bain,  1661  East  Condit  Street,  Decatur,  Iowa 
Baird,  Arthur  Kennedy,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Pittsburgh,  Pa.,  May  7,  1917. 

Died:  U.  S.  S.  Orizaba,  August  17,  1918. 

Cause:  Lacerated  groin. 

Next  of  kin :  Mother,  Mary  Baird,  714  East  Park  Way,  Pittsburgh,  Pa. 
Baird,  Bernard  John,  boiler  maker,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Scranton,  Pa.,  May  13,  1918. 

Died:  Naval  air  station,  Pauillac,  France,  September  26,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Margaret  Baird,  606  Indiana  Avenue,  Winona,  Minn. 
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Baied,  William  Mathew,   plumber  and  fitter,  United   States  Naval  Reserve 
Force. 

Enlisted:  New  York,  N.  Y.,  December  5,  1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  June  3,  1918. 

Cause :  Abscess  of  liver. 

Next  qf  kin :  Father,  William  Baird,  298  West  One  hundred  and  thirty- 
eighth  Street,  New  York,  N.  Y. 
Bakek,  Albert  Fkancis,  fireman  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,   May   11,   1918. 

Died :  U.  S.  S.  Nebraska,  September  20,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Paul  V.  Baker,  2654  Bridge  Street,  Philadelphia,  Pa. 
Baker,  Alfred,  fireman  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Chicago,  111.,  July  20,  1918. 

Died :  Army  hospital,  Marseille,  October  15,  1918. 

Cause :  Bronchial  pneumonia. 

Next  of  kin :  Mother,  Laura  B.  Baker,  R.  R.  2,  Dwight,  111. 
Baker,  Cassius  Cameron,  seaman  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,   Intl.,   March   31,   1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  July  7,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  Cassius  Baker,  R.  8,  Martinsville,  Ind. 
Baker,  Claude  Albert,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  December  27,  1916. 

Died :  Aviation  Naval  Headquarters,  Paris,  France,  December  5,  1917. 

Cause  :  Drowned — airplane  accident. 

Next  of  kin :  William  B.  Baker,  Sparrows  Point,  Md. 
Baker,   David  Herbert,  seaman,   second  class,   United   States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  February  19,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  19,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Sarah  E.  Baker,  2  Millett  Street,  Brockton,  Mass. 
Baker,  Dorsey  Mack,  electrician  third  class  (R),  United  States  Navy. 

Enlisted:  Montgomery,  Ala.,  April  10,  1917. 

Died:  U.  S.  A.  C.  TV  Ticonderoga,  September  30,  1918. 

Cause :  Killed  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  Samuel  H.  Baker,  309  West  Church  Street,  Decatur, 
Ala. 
Baker,  Earl  Marion,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Des  Moines,  Iowa,  June  4,  1918. 

Died:  Naval  hospital,  League  Island,  Pa.,  October  6,  191S. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Hannah  E.  Baker,  Grand  River,  Iowa. 
Baker,  Elmer  Gordon,  fireman  second  class,  United  States  Navy. 

Enlisted:  Newport,  R.  I.,  April  17,  1917. 

Died :  Base  hospital  No.  2,  October  23,  1918. 

Cause:  Broncho  pneumonia. 

Next   of   kin:  Father,   Rudolfhus   Baker,    177   Lindsey    Street,    Attleboro, 
Mass. 
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Bakee,  George  Bennett,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Omaha,  Nebr.,  December  6,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  April  15,  1918. 

Cause :  Cerebral  meningitis. 

Next  of  kin :  Father,  Ole  Baker,  Lancaster,  Minn. 
Baker,  Gordon  Sylvester,  electrician,  second  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  March  2,  1916. 

Died :  Kingston  Avenue  Hospital,  New  York,  N.  Y.,  March  9,  1918. 

Cause:  Diphtheria. 

Next  of  kin :  Mother,  Mary  Raleigh,  4441  West  Monroe  Street,  Chicago,  111. 
Baker,  Harold,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Brooklyn,  N.  Y.,  March  5,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  November  11,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin:  Mother,  Nora  T.  Baker,  1237  Eighty-third  Street,  Brooklyn, 
N.  Y. 
Baker,  Harry  Lee,  chief  yeoman,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  September  17,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  November  27,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mrs.  Willie  Sims,  1875  South  Parkway,  Memphis, 
Tenn. 
Baker,  Jesse  Edgar,  electrician,  third  class  (R),  United  States  Naval  Reserve 
Force. 

Enlisted :  San  Francisco,  Calif.,  June  1.  1917. 

Died :  U.  S.  S.  Solace,  March  6,  1918. 

Cause:  Scarlet  fever. 

Next  of  kin:  Father,  William  W.  Baker,  2913  Morina   Street,  Berkeley, 
Calif. 
Baker,  Jesse  Johnson,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  December  15,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father.  W.  D.  Baker,  209  East  Elm  Street,  Goldsboro,  N.  C. 
Baker,  Paul,  fireman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Hollister,  Calif.,  August  1,  1917. 

Died:  Naval  training  camp,  Key  West,  Fla.,  May  13,  1918. 

Cause:  Heart  faihire. 

Next  of  kin :  None  given. 
Baker,  Robert  Emanuel,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y..  April  18,  1917. 

Died  :  Naval  hospital,  New  York,  N.  Y.,  October  25,  1917. 

Cause :  Septicemia. 

Next  of  kin :  Father,  Guy  Baker,  Schuylkill  Haven,  Pa. 
Baker,  Robert  Patterson,  chief  water  tender.  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  April  30.  1918. 

Died :  Receiving  ship  at  New  York.  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Wife,  Helen  K.  Baker,  10  Eiffel  Place,  Rochester,  N.  Y. 
Baker,  Samuel  Dean,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Washington,  D.  C,  December  22,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  March  1,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  Cammilles  G.  Baker,  Cross  Junction,  Va. 
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Baker,  William  Henry,  fireman*  third  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  December  1,  1917. 

Died :  Naval  station,  Mare  Island,  Calif.,  February  3,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Cora  Baker,  route  No.  3,  Hamburg,  Iowa. 
Baker,  William  Henry,  steerage  steward,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  November  19,  1914. 

Died :  Naval  hospital,  Port  Lyon,  Colo.,  November  20,  1917. 

Cause :  Tuberculosis. 

Next  of  kin :  Sister,  Rebecca  Baker,  505  North  Duncan  Street,  Baltimore, 
Md. 
Baker,  William  Pratt,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  October  18,  1916. 

Died :  U.  S.  S.  Wamwright,  October  23,  1917. 

Cause :  Drowned. 

Next  of  kin :   Guardian,  William   L.   Butcher,   14  New   Chambers   Street, 
New  York,  N.  Y. 
Baker,  William  Rogers,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Richmond,  Va.,  July  8,  1918. 

Died :  New  York,  N.  Y.,  September  21,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Eva  Baker,  South  Boston,  Va. 
Baker,  William  Warner,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Denver,  Colo.,  May  29,  1918. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  November  9,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Robert  A.  Baker,  Wheatland,  Wyo. 
Bal,  Archibald,  ship's  cook,  third  class,  United  States  Navy. 

Enlisted :  Pearl  Harbor,  Hawaii,  June  9,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C,  October  16,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  W.  E.  Bal,  Wailuku,  Hawaii. 
Balderson,  Samuel  Lewis,  chief  gunner's  mate,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  December  6,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  28,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Effie  S.  Balderson,  523  Jefferson  Street,  Portsmouth,  Va. 
Baldwin,  Charles  Walker,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Milwaukee,  Wis.,  February  16,  1918. 

Died :  U.  S.  N.  A.  R.  School,  Municipal  Pier,  Chicago,  111.,  August  1,  1918. 

Cause :  Cardiac  dilatation,  acute. 

Next  of  kin :  Father,  Frank  S.  Baldwin,  6S05  National  Avenue,  Milwaukee, 
Wis. 
Baldwin,   Edwin  James,   fireman,   third  class,   United   States  Naval   Reserve 
Force. 

Enlisted :  Milwaukee,  Wis.,  July  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  9,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  Edwin  H.  Baldwin,  811  East  Street,  Fort  Atkinson, 
Wis. 
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Baldy,  Geoege  Henry,  boatswain's  mate,  fir^t  class,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  September  18,  1916. 

Died :  Naval  hospital,  Charleston,  S.  C,  October  14,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Martha  Baldy,  Spirit  Lake,  Iowa. 
Balfour,  Alexander,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  October  27,  1917. 

Died :  Philadelphia,  Pa.,  October  7,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Louisa  Balfour,  233  East  Penn  Street,  Philadelphia,  Pa. 
Balingao,  Mariano  E.,  mess  attendant,  second  class,  United  States  Navy. 

Enlisted:  Cavite,  P.  I.,  November  24,  1915. 

Died :  U.  S.  S.  Pittsburgh,  October  20,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Quintina  Echave,  Natividad  Pangasinan,  P.  I. 
Ballard,  Silas  Martin,  seaman  signalman,  third  class,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  January  3,  1918. 

Died :  U.  S.  S.  Chatham,  October  27,  1918. 

Cause:  Stabbed  in  heart. 

Next  of  kin :  Mother,  Emma  Ballard,  130  The  Terrace,  Redlands,  Calif. 
Ballou,  Lester  Hayward,  chief  pharmacist's  mate,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  July  19,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  11,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Alpheus  A.  Ballou,  Upton,  Mass. 
Balthrop,  John  Harrison,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  November  23,  1916. 

Died :  New  York,  N.  Y.,  November  18,  1917. 

Cause:  Gas  asphyxiation. 

Next  of  kin :  Mother,  Annie  France,  107  East  Depot  Street,  Knoxville,  Tenn. 
Banbury,  Howard  George,  seaman,  second  class,  United  States  Navy. 

Enlisted  :  San  Francisco,  Calif.,  August  25,  1914. 

Died :  U.  S.  S.  Helena,  August  12,  1917. 

Cause:  Peritonitis. 

Next  of  kin  :  Father,  James  J.  Banbury,  1127  Hearst's  Building,  San  Fran- 
cisco, Calif. 
Bancroft,  George  Croes,  machinist's  mate,  first  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Puget  Sound,  Wash.,  July  7,  1917. 

Died :  Receiving  ship  at  Puget  Sound,  Wash.,  November  7,  1917. 

Cause :  Suicide ;  gunsbot  wound  in  right  temple. 

Next  of  kin  :  Sister,  Edith  Boyd,  96  Prospect  Street,  Montclair,  N.  J. 
Bangs,  Edward  Wilson,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Boston,  Mass.,  April  4,  1917. 

Died :  U.  S.  S.  C-255,  October  11,  1918. 

Cause:  Bronchial  pneumonia. 

Next  of  kin :  Mother,  Mrs.  Frank  L.  Bangs,  40  Sagamore  Street,  Lynn, 
Mass. 
Banks.  Clarence,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted  :  New  Bedford,  Mass.,  April  10,  1917. 

Died:  Naval  hospital,  Newport,  R.  I.,  October  3,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Father,  Charles  Banks,  27S  Phillips  Avenue,  New  Bedford, 
Mass. 
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Banks,  George  Lagbea,  mess  attendant,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  January  25,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Killed  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  Aleck  Banks,  47  Hanover  Street,  Charleston,  S.  C. 
Banks,  John  Thomas,  mess  attendant,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Washington,  D.  C,  March  1,  1918. 

Died :  Georgetown  University  Hospital,  Washington,  D.  C,  March  19,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Wife,  Maggie  Banks,  1133  Seventh  Street  SE.,  Washington, 
D.  C. 
Banks,  Marston  Edson,  chief  carpenter's  mate,  United  States  Naval  Reserve 
Force. 

Enlisted:  New  Haven,  Conn.,  April  16,  1917. 

Died :  Base  hospital,  Camp  Upton,  N.  Y.,  June  13,  1918. 

Cause:  Status  lymphaticus. 

Next  of  kin :  Mother,  Edith  M.  Banks,  306  West  Avenue,  Bridgeport,  Conn. 
Bannerman,  Norman  Francis,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  April  26,  1917. 

Died :  U.  S.  S.  Columbia,  November  19,  1917. 

Cause:  Drowned. 

Next  of  kin :  Guardian,  Ethel  Pease.  Plaza  Hotel,  Chicago,  111. 
Bantz,  Frank  John,  landsman  for  quartermaster,  United  States  Navy. 

Enlisted:  Chicago,  111.,  December  8,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  February  6,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Louisa  Bantz,  4836  North  Sawyer  Avenue,  Chicago, 
111. 
Bappler,  George  Lawrence,  quartermaster,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  February  1,  1918. 

Died :  Naval  air  station,  Pauillac,  France,  September  24,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Julia  Bappler,  1245  Park  Avenue,  New  York,  N.  Y. 
Barrer,  Arthur  Brown,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  May  16,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  23,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Lloyd  Barber,  Otto,  N.  Y. 
Barber,  Charles  Marvin,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  May  13,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  6,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Missouri  Barber,  708  Washington  Street,  Greenville, 
N.  C. 
Barber,  Kenneth  Lynde,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  July  5,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  4,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Nina  May  Barber,  212  East  Tenth  Street,  Topeka, 
Kans. 
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Bardet,  Ernest,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  June  23,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Desire  Bardet,  R.  D.  1,  Lexington,  Mo. 
Barfield,  Walter  May,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Birmingham,  Ala.,  March  25,  1918. 

Died :  Navy  recruiting  station,  Birmingham,  Ala.,  April  7,  1918. 

Cause :  Suicide. 

Next  of  kin :  Father,  George  W.  Barfield,  Lineville,  Ala. 
Bargiel,  Stanley  Joseph,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Little  Rock,  Ark.,  December  14,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  November  7,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Joe  Bargiel,  Levy,  Ark. 
Baril,  Hector  Eamy,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  July  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Baril,  R.  F.  D.  1,  Grove  City,  Minn. 
Barker,  William  Forrest,  apprentice  seaman,  United   States  Naval   Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  July  15,  1918. 

Died :  Navy  yard,  Puget  Sound,  Wash.,  October  6,  1918. 

Cause :  Influenza. 

Next   of   kin:  Mother,   Emma    Rollison,   519   East   High    Street,    Chester- 
town,  Md. 
Barkus,  Abe,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  March  20,  1918. 

Died :  Lloyd's  Sanitarium,  New  York,  October  9,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Louis  Barkus,  113  Sly  Street,  Elmira,  N.  Y. 
Barlow,  Walter  Scott,  musician,  second  class,  United  States  Navy. 

Enlisted:  Louisville,  Ky.,  May  14,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  October  16,  1918. 

Cause :  Influenza. 

Next  of  kin :  Edward  Andrew  Barlow,  R.  F.  D.  5,  Lebanon,  Mo. 
Baemobe,  Don  Walton,  seaman,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  July  10,   191G. 

Died:  S.  S.  Motano,  July  31,  1917. 

Cause:   Drowned  when  vessel  was  sunk. 

Next  of  kin:   Sister,  Pearle  Barmore,  219  West  Eighty-first  Street,  New 
York,  N.  Y. 
Barnard,  Charles  Oliver,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Boston.  Mass.,  July  5,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  April  6,  1918. 

Cause :    Pleurisy,   suppurative. 

Next  of  kin:  Father,  Wesley  J.  Barnard,  Plymouth,  N.  H. 
Barnard,  Error  William,  apprentice  seaman,  United  States  Navy. 

Enlisted :    Boston,    Mass.,    February    15,    1917. 

Died :  Naval  hospital,  Narragansett  Bay,  R.  I.,  April  12,  1917. 
Cause :   Pleurisy,   suppurative. 

Next  of  kin:  Mother,  Nettie  Barnard  Reynolds,  641  Pleasant  Street,  Brock- 
ton. Mass. 
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Barnard,  Jay    Vincent,   seaman,   second   class,   United   States   Naval  Reserve 
Force. 

Enlisted:  New  York,  N.  Y.,  June  21,  1918. 

Died:  Naval  training  station,  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Walter  Barnard,  Lee  Center,  N.  Y. 
Barnard,  Jessie  Larkin,  blacksmith,  second  class,  United  States  Navy. 

Enlisted:   Dallas,  Tex.,   September  4,   1915. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin  :  Father,  Aleck  F.  Barnard,  Willis,  Okla. 
Barnbrock,  Adolph,  pharmacist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Chefoo,  China,  August  7,  1914. 

Died:  Receiving  ship  at  Cavite,  P.  I.,  August  31,  1917. 

Cause :   Drowning. 

Next  of  kin:   Mother,   Anna   M.   Barnbrock,   3502   University   Avenue.    Los 
Angeles,  Cal. 
Barnes,  James  Franklin,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  August  13,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Sarah  E.  Barnes,  Cleveland,  Tenn. 

Barnes,  John,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Cleveland,  Ohio,  April  23,  1917. 

Died :   Dunwoody  Naval  Training  School,   Minneapolis,   Minn.,   March   30, 
1918. 

Cause:  Self-inflicted  bullet  wound. 

Next  of  kin :  Aunt,  Mary  Barnes,  251  Poplar  Street,  Mount  Carmel,  Pa. 
Barnes,  Laurence,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Kansas  City,  Mo.,  July  10,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  N.  Barnes,  Kincaid,  Kans. 
Barnes,  William  Hazelip,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted:  Peoria,  111.,  August  9,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  23,  1918. 

Cause :  Pneumonia,  lobar. 

Next   of   kin :  Father.    William   H.    Barnes,    605    South   Douglas   Avenue, 
Springfield,  111. 
Barnett,   Alva   Benjamin,    hospital    apprentice,   second   class,    United    States 
Naval  Reserve  Force. 

Enlisted:  Richmond,  Va.,  June  12,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother.  Gilberta  Barnett,  Boydton,  Va. 
Barnett,  Lester  Achan,  quartermaster,  second  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  December  IS,  1917. 

Died :  Naval  air  station,  Moutchic,  France,  August  14,  1918. 

Cause :  Killed  in  airplane  accident. 

Next  of  kin :  Father,  Jeff  Davis  Barnett,  Mount  Pleasant,  Tenn. 
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Barnhart,  Theo  Sidlek,  musician,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Mare  Island,  Calif.,  April  18,  1917. 

Died:  Naval  hospital,  Fort  Lyon,  Colo.,  June  30,  1918. 

Cause:  Tuberculosis,  chronic,  pulmonary. 

Next  of  kin :  Thomas  W.  Routo,  722  East  Adams  Street,  Los  Angeles,  Calif. 
Baknicle,  Robert,  Jr.,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  St.  Louis,  Mo.,  July  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  May  Barnicle,  5963  Julian  Avenue,  St.  Louis,  Mo. 
Barns,  Charles  Blanchard,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  New  York,  N.  Y.,  April  16,  1917. 

Died:  Willard  Parker  Hospital  New  York,  October  19,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Frank  B.  Barns,  Amagansett,  N.  Y. 
Barnum,  Robert  Raymond,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Salt  Lake  City,  Utah,  April  21,  1917. 

Died :  U.  S.  S.  North  Dakota,  September  13,  1917. 

Cause :  Heat  exhaustion. 

Next  of  kin :  Mother,  Mrs.  E.  J.  Barnum,  Wheatland,  Wyo. 
Barr,  William  Arthur,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Seattle,  Wash.,  June  26,  1918. 

Died :  Naval  training  camp,  Seattle.  Wash.,  October  10,  1918. 

Cause:  Pneumonia,    broncho. 

Next  of  kin:  Mother.  Mathilda  Barr,  5039  Eleventh  Street  NE.,  Seattle, 
Wash. 
Barrett,  David  Dean,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Omaha.  Nebr.,  May  29,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Edward  H.  Barrett,  315  South  Thirty-seventh  Street, 
Omaha,  Nebr. 
Barrett.   Forrest  Homer,   apprentice   seaman,   United    States  Naval   Reserve 
Force. 

Enlisted :  Cincinnati,  Ohio,  August  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Jacob  H.  Barrett,  R.  F.  D.  4,  Hillsboro,  Ohio. 
Barrett,  George  Francis,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Plymouth,  Mass.,  March  26,  1917. 

Died :  Section  base,  Bar  Harbor,  Me.,  October  15,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Michael  Barrett,  40  Court  Street,  Plymouth,  Mass. 
Barrett,  Harold  C,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  September  27,  1917. 

Died :  Naval  training  camp,  Bumkin  Island,  Mass.,  May  13,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Katherine  E.  Barrett,  Hingham,  Mass. 
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Bakkett,  Jason  Allen,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  March  24,  1918. 

Died :  Navy  collier  Cyclops,  June  14,  191S. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Wife,  Edith  S.  Barrett,  1321*  Octavis  Street,  San  Francisco, 
Calif. 
Barrett,  John  William,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  November  27,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  27,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :   Mother,  Annie  Barrett,  423  West  Munroe  Street,  Jackson- 
ville, Fla. 
Barrett,  Thomas  Winch,  landsman  for  quartermaster,  United  States  Navy. 

Enlisted :  Cleveland,  Ohio,  April  5,  1917. 

Died :  Tours,  France,  June  28,  1917. 

Cause :  Result  of  injuries  received  in  airplane  accident. 

Next  of  kin :  Father,  D.  S.  Barrett,  Mentor,  Ohio. 
Barrett,  William  Joseph,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Albany,  N.  Y.,  May  17,  191S. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  24,  1918. 

Cause :  Broncho-pneumonia. 

Next   of  kin :   Aunt,   Margaret   Meehan,   145   South   Broadway,    Saratoga 
Springs,  N.  Y. 
Barron,  Frank  Robert,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  August  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Margaret  Barron,  406  Oakland  Avenue,  Milwaukee, 
Wis. 
Barron,  Lawrence  Percy,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  December  7,  1917. 

Died :  U.  S.  S.  Konlngen  der  Bederlanden,  August  22,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Charlotte  Barron,  Bartlett,  Kans. 
Barrow,  George  West,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Jackson,  Miss.,  April  26,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  Ben  E.  Barrow,  Seventh  Avenue  and  Twentieth  Street, 
Columbus.  Miss. 
Barrow,  Paul  Simpson,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Norfolk,  Va.,  April  22,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  3,  191S. 

Cause :    Pneumonia,    lobar. 

Next  of  kin:  Brother,  Hazel  A.  Barrow,  512  Main  Street,  Farmville,  Va. 
Barry,  Clarence  Floyd,  quartermaster,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Minneapolis,  Minn.,  February  12,  1918. 

Died:  Naval  hospital,  Pensacola,  Fla.,  June  10,  1918. 

Cause:   Compound   fracture   of   skull. 

Next  of  kin :  Mother,  Margaret  M.  Barry,  Grey  Eagle,  Minn. 
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Barry,  Edward  Joseph,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  Haven,  Conn.,  March  26,  1918. 

Died :  Naval  hospital,  Pelhara  Bay  Park,  N.  Y.,  October  17,  191S. 

Cause :   Pneumonia,  broncho. 

Next  of  kin :  Father,  William  Barry,  Barry  Avenue,  Portland,  Conn. 
Barry,  John,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Providence,  R.  I.,  July  12,  191S. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  20,  1918. 

Cause:    Pneumonia,    lobar. 

Next  of  kin :  Mother,  Mary  Barry,  472  Fountain  Street,  Providence,  R.  I. 
Barssock,  Morris  Robert,  landsman  for  electrician  (G),  United  States  Navy. 

Enlisted :  Washington,  D.  C,  August  22,  191S. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  25,  1918. 

Cause :    Pneumonia,   broncho. 

Next  of  kin :  Father,  Julius  C.  Barssock,  36-A  Bates  Street  NW.,  Wash- 
ington,  D.  C. 
Barstow,  Frederick  Jackson,  boatswain's  mate,  second  class,  United  States 
Naval    Reserve    Force. 

Enlisted:  Bar  Harbor,  Me.,  April  5,  1917. 

Died :  Knox  County  General  Hospital,  Rockland,  Me.,  October  15,  1918. 

Cause :    Nephritis,    acute. 

Next  of  kin :  Father,  Benjamin  F.  Barstow,  Bar  Harbor,  Me. 
Barter,  George,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  New  London,  Conn.,  August  6,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  25,  1918. 

Cause :    Pneumonia,    lobar. 

Next  of  kin :  Mother,  Mary  Bartek,  South  Willington,  Conn. 
Bartelt,  John  Frederick,  ship's  cook,  second  class,  United  States  Naval  Re- 
serve  Force. 

Enlisted:  New  York,  N.  Y.,  December  14,  1917. 

Died :  U.  S.  S.  IVabash,  October  17,  1918. 

Cause:    Influenza. 

Next  of  kin :  Mother,  Mary  Bartelt,  2923  North  Thirteenth  Street,  Phila- 
delphia, Pa. 
Bartison,  Warren  Alonzo,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Peoria,  111.,  May  7,  1918. 

Died :  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Sarah  Bartison,  Monticello,  111. 
Bartizol,  Edward,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Chicago,  111.,  August  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  4,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Thomas  Bartizol,  2245  South  Homan  Avenue,  Chicago, 
111. 
Bartleson,  William  Benedict,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Scranton,  Pa.,  August  8,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  26,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Mattie  Bartleson,  101  Rock  Street,  Pittston,  Pa. 
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Bartlett,  Geoege  Leroy,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Boston,  Mass.,  June  15,  1917. 

Died :  New  London,  Conn.,  September  S,  1918. 

Cause :  Killed  in  motor-cycle  accident. 

Next  of  kin :  Mother,  Mary  H.  Bartlett,  Rowley,  Mass. 
Bartlett,  Helen  Edith,  yeoman,  third  class  (P.),  United  States  Naval  Reserve 
Force. 

Enlisted :  Chicago,  111.,  September  19,  1918. 

Died :  Georgetown  University  Hospital,  Washington,  D.  C,  September  30, 
1918. 

Cause:  Pneumonia,  following  influenza. 

Next  of  kin :  Mother,  Martha  Bartlett,  417  Algona  Avenue,  Elgin,  111. 
Bartlett,  Herbert  Ellsworth,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  December  3,  1917. 

Died :  Naval  air  station,  Pauillac,  France,  October  7,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Rose  Bartlett,  209  West  Madison  Street,  Woodstock, 
111. 
Barton,   Archie  Leroy,   seaman,   second  class,   United   States  Naval  Reserve 
Force. 

Enlisted :  Little  Rock,  Ark.,  April  23,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  24,  1918. 

Cause :  Pneumonia,  broncho. 

Next   of  kin:   Father,  Isaac  M.  Barton,   1200  North  Eighth   Street,  Fort 
Smith,  Ark. 
Barton,  Raymond  Welless,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Los  Angeles,  Calif.,  June  19,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  4,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Emma  W.  Barton,  Altadena,  Calif. 
Bartram,  Wilbur,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  June  4,  1918. 

Died :  U.  S.  S.  Comfort,  October  4,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Lewis  Bartram,  916  North  Fifth  Street,  Ironton,  Ohio. 

Baskin,  Isreal  Edward,  landsman  for  quartermaster,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Boston,  Mass.,  July  31,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  October  8,  191S. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Frances  Baskin,  81  Walnut  Street,  Chelsea,  Mass. 
Basneck,  Fred  Michael,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  May  8,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  February  23,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin  :  Father,  Michal  Basneck,  179  South  Colony  Street,  Meriden, 
Conn. 

174483—20 7 
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Bassett,  Frank  Hikam,  Jr.,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted  :  Kansas  City,  Mo.,  July  12,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  11.  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Frank  II.  Bassett,  Sr.,  Wheeling,  Mo. 
Bassett,  Rice,  quartermaster,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  March  30,  1918. 

Died :  United  States  submarine  chaser  No.  219,  October  9,  1918. 

Cause :  Result  of  injuries  received  in  fire  on  board  ship. 

Next  of  kin :  Mother,   Fanny  R.   Hunt,  33   Ingram   Street,  Forrest   Hills, 
Long  Island,  N.  Y. 
Batdokff,  George,  carpenter's  mate,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Kansas  City,  Mo.,  May  22,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  David  N.  Batdorff,  Newcambria,  Kans. 
Bates,  Cecil  Erroll,  landsman  for  machinist's  mate  (A.),  United  States  Naval 
Reserve  Force. 

Enlisted :  Omaha,  Nebr.,  June  4.  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  James  A.  Bates,  Thayer,  Nebr. 
Bates,  Clarence,  chief  master  at  arms,  United  States  Navy. 

Enlisted  :  New  York,  N.  Y.,  September  17,  1915. 

Died:  Naval  station,  Great  Lakes,  111.,  January  30,  1918. 

Cause:  Hemorrhage  into  cerebrum. 

Next  of  kin :  Brother,  William  W.  Bates,  170  State  Street,  Syracuse,  N.  Y. 
Bates,  Jacob  Russell,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Scranton,  Pa.,  June  27,  1918. 

Died  :  Naval  hospital,  Great  Lakes,  111.,  October  10,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Jennie  Van  Buskirk,  Mountain  Home,  Pa. 
Bates,  Leon  Perrin,  seaman,  second  class,  United  States  Naval  Reserve  Force, 

Enlisted:  Chicago,  111.,  May  28,  1918. 

Died:  Naval  hospital,  naval  base,  Virginia,  October  4,  191S. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Edwin  Bates,  598  Clark  Avenue,  Detroit,  Mich. 
Bates,  Orville  Russell,  landsman  for  machinist's  mate   (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Omaha,  Nebr.,  June  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  James  K.  Bates,  Herman,  Nebr. 
Bates,  Walter  John,  machinist's  mate,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  May  9,  1917. 

Died :  U.  S.  S.  Solace,  October  11,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Margaret  Bates,  66  South  Hollywood  Avenue,  Rocka- 
way  Beach,  N.  Y. 
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Bates,  Walter  Lee  Roy,  fireman,  first  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  July  14,  1915. 

Died :  Willard  Parker  Hospital,  New  York,  October  21,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Cora  Toland,  R.  F.  D.  1,  Fort  Smith,  Ark. 
Batstone,  William  Thomas,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  February  8,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  11,  1918. 

Cause :  Result  of  burns. 

Next  of  kin :  Father,  William  H.  Batstone,  59  Warren  Street,  Revere,  Mass. 
Batte,  Thomas  Drayton,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  December  11,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  5,  1918. 

Cause :  Epilepsy. 

Next  of  kin:  Mother,  Ella  Batte.  812  Cherry  Street,  Orange,  Tex. 
Battersby,  Robert  Schultz,  carpenter's  mate,  first  class   (A),  United  States 
Navy. 

Enlisted:  Philadelphia,  Pa.,  July  18,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  17,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Emma  F.  Battersby,  506  Springer  Street,  Philadelphia, 
Pa. 
Battle,  Joseph,  ship's  cook,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted  :  Norfolk,  Ya.,  November  23,  1917. 

Died:  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause:  Lost  when,  vessel  was  torpedoed. 

Next  of  kin :  Father,  John  L.  Battle,  Rocky  Mount,  N.  C. 
Battle,  Lee  Otis,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  August  3,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  Henry  F.  Battle,  Andalusia,  Ala. 
Batuta,  Serafin,  machinist's  mate,  third  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  July  17,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Filomeno  Batuta,  Casanayan  Pilar,  Capiz.  P.  I. 
Bauer,  Leroy  Wilbert,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  April  1,  1917. 

Died :  U.  S.  S.  Arizona,  April  26,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Dora  Bauer,  3405  Vincent  Street,  St.  Louis,  Mo. 
Baughman,  Faber  Dolle,  landsman  for  electrician.  United  States  Naval  lie- 
serve  Force. 

Enlisted:  Parkersburg,  W.  Va.,  July  13,  1918. 

Died:  Naval  hospital,  naval  base,  Virginia,  September  28,  1918. 

Cause :  Pneumonia,  lobar. 

Next   of  kin:    Father,    Samuel   Baughman,   1305   Market    Street,   Parkers 
burg,  W.  Va. 
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Baumann,  Albert,  plumber  and  fitter,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  April  17,  1917. 

Died :  New  York,  N.  Y.,  April  13,  1918. 

Cause:  Gunshot  wound. 

Next  of  kin  :  Father,  Gottfred  Baumann,  254  North  Street,  Jersey  City,  N.  J. 
Baumann,  Harry  Arnold,  landsman  for  electrician   (G),  United  States  Naval 
Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  June  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Christian  Baumann,  11218  Homewood  Avenue,  Chi- 
cago, 111. 
Baumblatt,  Melvin,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Baltimore,  Md.,  August  4,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  February  14,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Lina  Baumblatt,  2209  Linden  Avenue,  Baltimore,  Md. 
Baumer,  Joseph  Anton,  coxswain,  United  States  Naval  Reserve  Force. 

Enlisted :  Albany,  N.  Y.,  April  5,  1917. 

Died:  Naval  hospital,  Brooklyn,  N.  Y.,  October  15,  1918. 

Cause :  Pneumonia. 

Next   of  kin :   Mother,   Antonia   B.   Matzene,   1455  Laurel  Avenue,   Holly- 
wood, Calif. 
Baxter,  Cortlandt  Bradford,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Peekskill,  N.  Y.,  April  24,  1917. 

Died :  U.  S.  S.  Utah,  October  25,  1918. 

Cause:  Bronchial  pneumonia. 

Next  of  kin  :  Father,  William  B.  Baxter,  Mohegan  Lake,  Peekskill,  N.  Y. 
Baxter,  Ira  Hardison,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Nashville,  Tenn.,  July  17,  191S. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  G,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Father,  Edniond  S.  Baxter,  R.  F.  D.  2,  Chapel  Hill,  Tenn. 
Baxter,   John   Willard,  seaman,   second  class,  United   States  Naval  Reseiwe 
Force. 

Enlisted :  Detroit,  Mich.,  May  6,  191S. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  John  H.  Baxter,  R.  F.  D.  7.  Vassar,  Mich. 

Baxter,  Murl  Clayton,  water  tender,  United  States  Navy. 

Enlished:   Shanghai,  China,  December  16,  1915. 

Died:  U.  S.  S.  Galveston,  October  3,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Clayton  H.  Baxter,  Cedar  Rapids,  Iowa. 
Bayler,  Harold  Raymond,  chief  yeoman,  United  States  Navy. 

Enlisted :   Guam,   September  10,  1917. 

Died:  Naval  hospital,  Mare  Island,  Calif.,  October  6,  1918. 

Cause :   Influenza. 

Next  of  kin:  Mother,  Lillie  Bayler,  Washington,  111. 
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Baylor,  Benjamin,  wardroom  steward,  United   States  Navy. 

Enlisted:  Hampton  Roads,  Va.,  October  7,  1916. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Killed  when  vessel  was  torpedoed  by  enemy. 

Next  of  kin :  Wife,  Eva  Baylor,  2141  Ellsworth  Street,  Philadelphia,  Pa. 
Bayne,  Hamilton  Lee,  shipfitter,  second  class,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  June  27,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  Thomas  Bayne,  6600  Julian  Avenue,  St.  Louis,  Mo. 
Bayon,  Inocentes,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Cavite,  P.  I.,  June  12,  1918. 

Died:  Naval  hospital  Canacao,  P.  I.,  August  8,  1918. 

Cause :   Pneumonia,   lobar. 

Next  of  kin :  Uncle,  Dionicio  Bayon,  Sara,  P.  I. 
Baysinger,  James  Kirby,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  May  6,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  June  9,  1917. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  J.  F.  Baysinger,  Harriett,  Ark. 
Beal,  Jeff  Isaac,  fireman,  third  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  March  15,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  June  3,  1918. 

Cause :  Measles. 

Next  of  kin :  Father,  John  Beal,  Goldana,  La. 
Beale,  Fred,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  May  24,  1918. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin:  Mother,  Hattie  Beale,  524  North  Morgan  Sti-eet,  Rushville, 
Ind. 
Beall,  Clarence  Ray,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Indianapolis,  Ind.,  June  3,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  3,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Charlottie  Beall,  Versailles,  Ind. 
Beam,  Francis  Henry,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Columbia,  S.  C,  May  15,  1917. 

Died :  U.  S.  S.  Solace,  June  14,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mrs.  J.  P.  Beam,  Piedmont,  S.  C. 
Beam,  Joshua  Lawrence,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  January  5,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C,  March  21,  1918. 

Cause:  Ulcer  of  stomach. 

Next  of  kin :  Father,  Foster  Beam,  Ellenboro,  N.  C. 
Bean,  Arthur  Francis,  chief  boatswain's  mate,  United  States  Naval  Reserve 
Force. 

Enlisted:  Boston,  Mass.,  April  23,  1918. 

Died:  Naval  hospital.  Chelsea,  Mass.,  October  3,  1918. 

Cause :  Influenza. 

Next  of  kin :  Aunt,  Irene  M.  Callahan,  164  Middlesex  Avenue.  Medford, 
Mass. 
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Bean,  Haery  Clair,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  July  9,  1918. 

Died :  Naval   hospital,  Pnget  Sound,  Wash.,   September  30,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Lulu  M.  Bean,  925  Lafayette  Street.  Norristown,  Pa. 
Beanlac,   Leon    John,   seaman,    second    class,    United    States   Naval    Reserve 
Force. 

Enlisted:  Buffalo.  N.  Y.,  July  5.  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Paul  Beanlac,  252  Payne  Avenue,  North  Tonawanda, 
N.  Y. 
Beard,  Anderson  Roscoe,  apprentice  seaman,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  March  30,  1918. 

Died:  Naval  station.  Great  Lakes,  111.,  April  27,  1918. 

Cause:  Pneumonia,  lobar. 

Nest  of  kin :  Father,  J.  U.  Beard.  Gainesville,  Mo. 
Beard,  Perl  Alexander,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  December  15,  1917. 

Died:  Naval  hospital.  Great  Lakes,  111.,  January  24,  191S. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Isyphenia  Beard,  Jacksonville,  Tex. 
Beardsley,  John  St.  Dttnston.  apprentice  seaman.  United  States  Navy. 

Enlisted:  New  Orleans.  La..  July  26,  191S. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  4,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father.  Charles  H.  Beardsley.  128  South  Hagan  Avenue,  New 
Orleans.  La. 
Bearse,  Edward  Studley,  landsman  for  carpenter's  mate,  United  States  Naval 
Reserve  Force. 

Enlisted :  Boston.  Mass.,  December  10,  1917. 

Died :  Naval  station.  Pensacola,  Fla.,  January  31,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Margaret  Bearse.  Chatham.  Mass. 
Beatty.  Robert  Stakr,  coxswain.  United  States  Naval  Reserve  Force. 

Enlisted  :  New  York,  N.  Y.,  May  19,  1917. 

Died:  Naval  hospital,  New  London,  Conn.,  September  26,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Hester  S.  Beatty,  907  Colonia  Road,  Elizabeth,  N.  J. 
Beatty,  William  Hammett,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Pittsburgh,  Pa.,  May  7,  1918. 

Died:  Naval  hospital,  Cape  May,  N.  J.,  October  9,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Father,  John  W.  Beatty,  Richland  Avenue,  East  End,  Pitts- 
burgh, Pa. 
Beaty,  Charles  Leffler,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  October  18,  1917. 

Died :  Naval  air  station,  Pensacola,  Fla.,  October  7,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Othelia  Martin,  1445  Broadway,  Beaumont,  Tex. 
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Beauchamp,  Homee  Hay,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Springfield,  Mass.,  July  7,  1917. 

Died:  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause:  Killed  when  vessel  was  torpedoed. 

Next  of  kin  :  Father,   Ferdinand   Beauchamp,  759  Chieopee   Street,   Willi- 
mansett,  Mass. 
Beaumont,  Ai:lo,  fireman,  third  class.  United  States  Naval  Reserve  Force. 

Enlisted:  Kansas  City,  Mo.,  June  25,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  25;  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Alice  A.  Beaumont,  II.  F.  D.  1,  Longton,  Kans. 
Beaverfjord,  Peter  Magnis,  painter,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Detroit,  Midi.,  July  12,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  16,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Father,  Sven  Beaverf jord,  Suttons  Bay,  Mich. 
Beck,  Leslie  Paul,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Omaha,  Nebr.,  July  27,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  John  Beck,  Clarks,  Nebr. 
Beck,  Rudolph  Edward,  seaman,  second  class,  United   Slates  Naval  Reserve 
Force. 

Enlisted:  Erie,  Pa.,  April  7,  1917. 

Died:  Naval  Base  Hospital  No.  5,  Brest,  PYance,  July  30,  1918. 

Cause:  Nephritis. 

Next  of  kin :  Mother,  Mary  B.  Beck,  2310  Sassafras  Street,  Erie,  Pa. 
Becker,   Clement   Joseph,  fireman,  first   class,   United    States   Naval    Reserve 
Force. 

Enlisted:  New  Orleans,  La.,  February  21,  1917. 

Died:  Gretna,  La.,  April  12,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Hilda  Becker,  Gretna,  La. 
Becker,  Edward,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  October  25,  1917. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  13,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Christine  Dout,  490  Hallett  Street,  Bridgeport,  Conn. 
Becker,  Hobart  Theodore,  ship  fitter,  second  class,  United  States  Navy. 

Enlisted :  Peoria,  111.,  July  29,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111 ,  September  15,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Theodore  Becker,  417  North  State  Street,  Genesco,  111. 
Becker,  John  Andrew,  seaman,  second  class,  United  States  Navy. 

Enlisted  :  St.  Louis,  Mo.,  May  7.  1917. 

Died :  Naval  training  station,  Great  Lakes,  111..  November  11,  1917. 

Cause :  Killed  by  being  struck  on  the  head. 

Next  of  kin :  Father.  Frank  Becker,  4013  Vest  Avenue,  St.  Louis,  Mo. 
Becker,  Leonard,  apprentice  seaman,  United  States  Navy  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  June  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  David  Becker,  1823  Natrona  Street,  Philadelphia,  Pa. 
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Becker,  Philip  H.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  April  28,  1917. 

Died :  Submarine  chaser  No.  148,  May  8,  1918. 

Cause  :  Rupture,  pancreas,  traumatic. 

Next  of  kin :  Mother,  Leona  Becker,  8607  Clifton  Avenue,  St.  Louis,  Mo. 
Becker,  Raymond  Michael,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  December  15,  1917. 

Died :  U.  S.  S.  Neio  Orleans,  March  11,  1918. 

Cause :  Organic  heart  lesion,  acute  congestion  of  liver. 

Next  of  kin :  Mother,  Gertrude  Becker,  1712  First  Street,  Rensselaer,  N.  Y. 
Beckett,  Byron  Werster,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Milwaukee,  Wis.,  June  20,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  George  H.  Beckett,  Ridgeway,  Wis. 
Beckley,  William  Marion  Thomas,  mess  attendant,  first  class,  United  States 
Navy. 

Enlisted :  Louisville,  Ky.,  November  27,  1917. 

Died :  U.  S.  S.  Ozark,  July  25,  1918. 

Cause :  Drowning. 

Next  of  kin :  Wife,  Elizabeth  Beckley,  306  Meron  Street,  Frankfort,  Ky. 
Beckman,  Henry  Frank,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  New  London,  Conn.,  August  6,  191S. 

Died :  Sag  Harbor,  N.  Y.,  September  28,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  AVife,  May  Beckman,  Sag  Harbor,  N.  Y. 
Beckman,  Lambert  Frederick,  machinist's  mate,  second  class,  United  States 
Navy. 

Enlisted :  Detroit,  Mich.,  December  1,  1913. 

Died:  U.  S.  S.  Powhatan,  December  17,  1917. 

Cause:  Killed  by  accident. 

Next  of  kin:   Sister,  Ella  Beckman,  3509  Macomb  Street  NW.,  Washing- 
ton, D.  C. 
Bedding,  Orville  Bradford,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  December  12,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  April  20,  191S. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  William  H.  Bedding,  Howard,  S.  Dak. 
Bednorz,  Peter,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Houston,  Tex.,  April  30,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  3,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Christian  Bednorz,  Yorktown,  Tex. 
Beecher,  Oscar  R.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Williamsport,  Pa.,  May  22,  1918. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Flora  W.  Beecher,  R.  F.  D.  3,  Newville,  Pa. 
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Beelek,  George  Otto,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Kansas  City,  Mo.,  July  10,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  13.  191S. 

Cause :  Pneumonia. 

Next  of  kin  :  Father,  Adolph  Beeler,  R.  4,  Junction  City.  Kans. 
Beeson,  Edwin  Dyvight,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  April  5,  1917. 

Died :  U.  S.  S.  Baltimore,  November  26,  1917. 

Cause :  Drowning. 

Next  of  kin  :  Father,  John  Beeson,  Hillesboro,  Ohio. 
Begen,  Francis  Michael,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  June  14,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  22,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  Begen,  1432  Commonwealth  Avenue,  New  York, 
N.  Y. 
Beggs,  Hamilton  Thompson,  electrician,  second  class  (G. ),  United  States  Naval 
Reserve  Force. 

Enlisted :  Birmingham,  Ala.,  November  23,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Mother,  Amy  Beggs,  1325  North  Twenty-fourth  Street,  Bir- 
mingham, Ala. 
Behan,  William  Joseph,  chief  quartermaster,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  December  5,  1917. 

Died :  Naval  air  station,  Bay  Shore,  N.  Y.,  July  12,  1918. 

Cause:  Drowning. 

Next  of  kin :  Mother,  Ellen  Behan,  489  Tenth  Street,  Brooklyn,  N.  Y. 
Behne,  Frederick,  chief  water  tender,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  April  3,  1916. 

Died:  Naval  Base  Hospital  No.  5,  Brest,  France,  February  11,  191S. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Emily  Behne,  Rochelle  Park,  N.  J. 
Beiley,    James,    landsman   for   machinist's    mate    (A),    United    States   Naval 
Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  June  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  28,  1918. 

Cause :  Appendicitis,  acute. 

Next  of  kin  :  Father,  Frank  Beiley,  914  Michigan  Avenue,  Menominee,  Mich. 
Belden,  Luther  William,  sailmaker's  mate,  Fleet  Naval  Reserve. 

Enlisted :  Des  Moines,  Iowa,  August  7,  1918. 

Died :  Quebec,  Canada,  October  7,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mae  Shepherd,  R.  4,  Farmington,  Iowa. 
Belgum,  Sanford  Newton,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Madison,  Wis.,  June  5,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  May  26,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  Sever  Belgum  (address  unknown). 
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Bell,  Hilbert  Ceabx.es,  seaman,  second  class,  United  Slates  Navy 

Enlisted:  Salt  Lake  City,  Utah,  April  21,  1917. 

Died:  U.  S.  S.  St.  Louis,  March  6,  1918. 

Cause:  Septicemia. 

Next  of  kin:  Father,  C.  H.  Bell,  Oneid:),  Kans. 
Bell,  Julian  S.,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  August  10,  1917. 

Died:   U.  S.  S.  Michigan,  January  15,  1918. 

Cause :  Fractured  skull. 

Next  of  kin:  Father,  Samuel  C.  Boll,  Kress,  Tex. 
Bell,  Marcus  Ellwood,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Pittsburgh,  Pa.,  December  11,  1917. 

Died:  Naval  hospital,  Newport,  R.  I.,  February  9.  191S. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin:   Father,  .Tame-  Bell,  Pittsville,  Fa. 
Bell,  Roy  Edward,  fireman,  secoi  d  class,  United  States  Navy. 

Enlisted:   Dallas,  Tex.,  May  7,  1917. 

Died:  Naval  hospital,  League  Island,  Pa.,  March  7,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Edward  Bell,  Weatherford,  Tex. 
Bell.  Wlj  i  ia.m  Greenleaf,  chief  boatswain's  mate,  United  States  Naval  Reserve 
Force. 

Enlisted:  Norfolk,  Va.,  April  26,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  22,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :   Wife.  Eunice  Bell,  Sanford.  Va. 
Bkixotine.  Eons,  fireman,  second  class.  United   Stales  Navy. 

Enlisted:  Eos  Angeles,  Calif.,  December  12.  1917. 

Died:  Naval  hospital,  Mare  Island,  Calif.,  January  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:    Mother,  Mary  Bellotine,  232  High   Street,  San   Bernardino, 
Calif. 
Belmegis,    Heppocrates,    ship's    cook,    fourth    class.    United    States    Naval    Re- 
serve Force. 

Enlisted:  Brooklyn.  N.  V..  June  13,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y..  October  10,  191S. 

Cause:   Pneumonia,  broncho. 

Next  of  kin:  Father,  Demetrios  Belgemis,  Island  Samos,  Greece. 
Belport,   Alexander    Barry,   ship's   cook,    third   class,    United    States   Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  June  28,  1918. 

Died :  Naval  hospital,  New  York,  N.  Y.,  September  23,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Benjamin  Belport,  953  Avenue  St.  John,  Bronx,  N.  Y. 
Belt,  John  Robert,  seaman,  United  States  Navy. 

Enlisted :  Galveston,  Tex.,  December  30,  1913. 

Died :  U.  S.  S.  F-l,  December  17,  1917. 

Cause :  Drowning. 

Next  of  kin :  Mother,  Mrs.  J.  E.  Belt,  Silsbee.  Tex. 
Belyeu,  Osben  Capers,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Montgomery,  Ala..  September  6,  1917. 

Died:  U.  S.  S.  Michigan,  January  15,  191S. 

Cause:  Fractured  skull. 

Next  of  kin  :  Father,  James  Harben  Belyeu,  Chipley,  Fla. 
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Bender,  John  G..  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  April  24,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  13,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Kate  Bender,  Hebron,  N.  Dak. 
Benford,  Richard,  ship's  cook,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Cambridge,  Md.,  October  22,  1917. 

Died :  U.  S.  S.  Mongolia,  June  14,  1918. 

Cause :  Ptomaine  poison. 

Next  of  kin :  Mother,  Anna  A.  Benford,  Roxbury,  Va. 
Bengry,  John  Oscar,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted,  Milwaukee,  Wis.,  July  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  William  H.  Bengry,  Gaastra,  Mich. 
Benham,  Thomas  Willis,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  December  13,  1917. 

Died :  U.  S.  S.  Nopatin,  August  7.  1918. 

Cause :  Result  of  injuries  received  in  boiler  explosion. 

Next   of  kin :   Mother,   Anna   Benham,   91   Elliott  Place,   Freeport,   Long 
Island,  N.  Y. 
Bennett,  Edgar  D.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Dallas,  Tex.,  June  6,  1918. 

Died :  Naval  training  station,  San  Francisco,  Calif.,  August  21,  1918. 

Cause :  Pleurisy,   suppurative. 

Next  of  kin :  Mother,  Annie  Bennett,  Cooper,  Tex. 
Bennett,  Everett,  seaman,  United  States  Naval  Relief  Force. 

Enlisted :  Omaha,  Nebr.,   November  12,   1917. 

Died :  Base  No.  18,  France,  September  19,  1918. 

Cause:  Shot. 

Next  of  kin :  Mother.  Ella  Bennett.  3840  Parker  Street,  Omaha,  Nebr. 
Bennett,  Irie  James,  chief  boatswain's  mate,  United  States  Navy 

Enlisted:  San  Francisco.  Calif..  May  9.  1916. 

Died:  Naval  hospital,  naval  base.  Virginia,  October  11,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife.  Agnes  D  Bennett,  1418  Turk  Street,   San  Francisco, 
Calif 
Bennett,  James,  seaman,  United  States  Navy. 

Enlisted:  Ishpeming,  Mich.,  April  23.  1917. 

Died:  U.  S.  S.  Buena  Ventura,  September  16,  191S. 

Cause :  Killed  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  Samuel  Bennett.  Negaunee,  Mich. 
Bennett,  John  William,  chief  quartermaster,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  July  13,  1914. 

Died :  Naval  hospital,  Cape  May.  N.  J.,  March  2,  1918. 

Cause :  Injuries  received  in  seaplane  accident. 

Next  of  kin:  Mother.  Kate  Bennett,   12  Holland   Road,  Worcester,  Mass. 
Bennett,  Lawrence  Prescott.  seaman,  second  class.  United  States  Naval  Re- 
serve Force. 

Enlisted:  Newport,  R.  I.,  July  17,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  24,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  George  D.  Bennett,  R.  R.  1,  Pomfret  Center,  Conn. 
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Bennett,  Thomas  Henry,  quartermaster,  second  class  (A),  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  December  10,  1917. 

Died :  Naval  air  station,  Rockaway  Beach,  Long  Island,  N.  Y.,  October  20, 
1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Olive  E.  Bennett,  162  Circut  Road,  Winthrop,  Mass. 
Bennett,  Thomas  Joseph,  chief  pharmacist's  mate,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  August  5,  1918. 

Died :  Navy  base  hospital  No.  5,  Brest,  France,  October  2,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Wife,   Evelina   C.   Bennett,   106   North   Sixty-second   Street, 
Philadelphia,  Pa. 
Bennis,  Edward  Francis,  Jr.,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  May  11,  1918. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  October  1,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Kathryn  T.  Bennis,  641  East  Chelten  Avenue,  Phila- 
delphia, Pa. 
Benson,  Clarence  Rangnor,  fireman,  third  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  December  14,  1917. 

Died :  U.  S.  S.  Minnesota,  April  28,  1918. 

Cause :  Suicide. 

Next  of  kin :  Mother,  Matilda  Salmon,  204  Beeehwood  Avenue,  Bridgeport, 
Conn. 
Benson,  Frank  Bennis,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Minneapolis,  Minn.,  July  9,  1918. 

Died  :  Naval  hospital,  Great  Lakes,  111.,  September  21.  191S. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Ellen  Benson,  Hastings,  Minn. 
Benson,   Harry   Walter,   fireman,   third   class,   United    States   Naval   Reserve 
Force. 

Enlisted :  Buffalo,  N.  Y.,  July  19,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  2,  1918. 

Cause: Influenza. 

Next  of  kin :   Mother,  Augusta  Benson,  764   East   Second   Street.   James- 
town, N.  Y. 
Benson,  John  Mayo  Parmer,  landsman  for  quartermaster   (A).  United  States 
Navy. 

Enlisted :  Chicago,  111.,  December  11,  1917. 

Died  :  Naval  air  station,  Eastleigh,  England,  October  14,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Sister,  Mary  Nelson,  77  Union  Avenue,  Batavia,  111. 
Benson,  Julian  Palmer,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Milwaukee,  Wis.,  June  18,  1918. 

Died  :  Naval  hospital,  Great  Lakes.  111..  September  19,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Father,  Carl  Benson,  box  711,  Black  River  Falls,  Wis. 
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Benvins,  William,  fireman,   third  class,  United  States  Navy    (general  court- 
martial  prisoner). 

Enlisted :  Parkersburg,  W.  Va.,  March  13,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Wife,  Disie  Benvins,  Hellier,  Ky. 
Benway,  Clarence  Everett,  seaman,  second  class.  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  May  6,  1918. 

Died  :  Base  No.  13,  Azores,  October  2,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Mother,  Mary  Irish,  box  321,  Oakville,  Conn. 
Berg,  Lawrence  Milton,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis.  Minn.,  April  13,  1917. 

Died:  U.  S.  S.  Montana,  April  25,  1.918. 

Cause :  Nephritis,  acute. 

Next  of  kin  :  Mother,  Ella  Berg,  Cogswell,  N.  Dak. 
Berg,  Oliver  Sigvald,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Omaha,  Nebr.,  July  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Father,  Henry  Berg.  Bradish,  Nebr. 
Bergeman,  Earl  August,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  June  1,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Wife,  Ellen  C.  Bergeman,  Peshtigo,  AVis. 
Bergemann,  Peter  Joseph,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Milwaukee,  Wis.,  May  7,  1917. 

Died:  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause:  Burns. 

Next  of  kin :  Father,  William  Bergemann,  119  North  Lake  Street,  Madison, 
Wis. 
Bergen,  Raymond,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Newark,  N.  J.,  April  20,  1918. 

Died :  Naval  hospital,  New  York,  N.  Y.,  September  24,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  James  K.  Bergen,  Hopewell,  N.  J. 
Berger,  Charlie  Edward,  seaman,  second  class,  United  States  Navy. 

Enlisted  :  Minneapolis,  Minn.,  May  6,  1918. 

Died :  Navy  Base  Hospital  No.  5,  Brest,  France,  October  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Henry  J.  Berger,  Henderson,  Minn. 
Bergeron,  Ernest  Joseph,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  November  21,  1917. 

Died :  U.  S.  S.  Ohio,  February  25,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Joseph  Bergeron,  Groton  Street,  East  Peppered,  Mass. 
Bergman,  Joseph  Samuel,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  March  18,  1918. 

Died :  New  York,  N.  Y.,  July  21,  1918. 

Cause :  Drowning. 

Next  of  kin :  Mother,  Esther  Bergman,  10S2  East  Fourteenth  Street,  Brook- 
lyn. N.  Y. 
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Bergman,  Samuel,  ship  filter,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  March  22,  1917. 

Died :  Naval  hospital,  Newport,  It.  I.,  September  26,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin  :  Father,  Gustav  Bergman,  477  Ridgewood  Avenue.  Brooklyn, 
N.  Y. 
Bergner,  William,  oiler,  United  States  Navy. 

Ehlisted :  Newport,  R.  I.,  August  3.  1916. 

Died :  Naval  hospital,  New  York,  N.  Y.,  January  22,  1918. 

Cause :  Carcinoma. 

Next  of  kin  :  Wife.  Constance  Bergner,  50  Richmond  Turnpike,  Tompkins- 
ville,  N.  Y. 
Bergsten,   Freddie  August,   hospital   apprentice,   second   class,   United   States 
Navy. 

Enlisted:  Fort  Lyon,  Colo..  June  5,  191S. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  17,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Father,  P.  A.  Bergsten,  post-office  box  2S4,  Las  Animas,  Colo. 
Bergstrom,  Willard  Albert,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  April  18,  1917. 

Died :  Granton  Hospital,  July  18,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Brother,  Henry  Bergstrom,  Staples,  Minn. 
Berkley,  Thomas  Riley,  seaman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  May  19,  1917. 

Died:  U.  S.  S.  Hunt  in  {/ton,  February  16,  191S. 

Cause:  Pneumonia,  lobar. 

Next    of   kin:  Father,    Thomas    H.    Berkley,    1430    Sullivan    Avenue.    St. 
Louis,  Mo. 
Berman,  Benjamin,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  June  10,  1918. 

Died :    Naval  hospital,  Philadelphia.  Pa..  October  8,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Pauline  C.  Berman,  413  Reed  Street,  Philadelphia,  Pa. 
Bernard,  Edgar  Gardiner,  Jr.,  machinist's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Albany,  N.  Y„  May  14,  1918, 

Died  :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  14,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Daughter,  Betty  J.  Bernard,  1640  Fifth  Avenue,  Troy,  N.  Y. 
Bernard,  Frank  Matthew,  machinist's  mate,  second  class.  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  May  16,  1917. 

Died :  U.  S.  S.  F  One,  December  17,  1917. 

Cause :  Drowning. 

Next  of  kin:  Sister,   Amelia   Quintal,   1231   Fifty-third   Avenue,    Oakland, 
Calif. 
Bernston,  Karl,  mess  attendant,  second  class,  United   States  Naval  Reserve 
Force. 

Enlisted :  Brooklyn,  N.  Y.,  May  6,  1918. 

Died :  Naval  hospital,  Washington,  D.  C,  August  14,  1918. 

Cause :  Tuberculosis. 

Next  of  kin :  Father,  Frank  Bernston.  Rennang,  Sweden. 
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Berry,  Chester  Theodore,  seaman,  United  States  Navy. 

Enlisted :  Rochester,  N.  Y.,  January  20,  1916. 

Died :  Navy  yard,  New  York,  N.  Y.,  November  25,  1917. 

Cause :  Drowning. 

Next  of  kin :  Mother,  Anna  Trigg,  110  Delevan  Street,  Rochester,  N.  Y. 
Berry,  Elmer  Edgar,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  December  29,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  June  28,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mrs.  Ida  J.  Berry,  Claremont,  111. 
Berry,  Robert  McKinley,   apprentice  seaman,   United   States   Naval   Reserve 
Force. 

Enlisted:  Nashville,  Tenn.,  July  24,  1918. 

Died :  Navy  submarine  station,  Los  Angeles,  Calif.,  October  14,  191S. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Hattie  J.  Berry,  512  East  Main  Street,  Knoxville, 
Tenn. 
Berryman,  Arthur  Clinton,  yeoman,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Baltimore,  Md.,  January  31,  1918. 

Died:  Section  base  No.  1,  Baltimore,  Md.,  October  19,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Susan  E.  Berryman,  Reistertown,  Md. 
Bessey,  Alden  Erastus,  landsman  for  machinist's  mate   (MB),  United  States 
Navy. 

Enlisted :  Portland,  Oreg.,  November  15,  1917. 

Died:  Naval  hospital,  League  Island,  Pa.,  February  5,  1918. 

Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Mother,  Clara  C.  Bessey,  Marshfield,  Oreg. 
Best,  Christian  Henry,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  June  14,  1917. 

Died :  Naval  hospital,  Key  West,  Fla.,  October  16,  191S. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Best,  Panguitch,  Utah. 
Best,  Lyle  Clarkes,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Great  Lakes,  111.,  February  14,  1918. 

Died  :  Naval  training  station,  Great  Lakes,  111.,  August  27, 1918. 

Cause :  Diptberia. 

Next  of  kin :  Mother,  Carrie  Best,  Fairbury,  111. 
Bettisworth,  Arthur  Rolland,  carpenter's  mate,  second  class,  United  States 
Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  May  29,  1918. 

Died  :  Camp  hospital  No.  35,  Winchester,  England,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Andrew  J.  Bettisworth,  Coffeyville,  Kans. 
Bevington,  Russell  Donald,  landsman  for  yeoman,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  June  1,  1917. 

Died:  Naval  station,  Great  Lakes,  III.,  January  10,  191S. 

Cause :  Heart  block. 

Next  of  kin :  Mother,  Lura  Bevington,  1966  East  Grand  Boulevard,  Detroit, 
Mich. 
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Beyea,  Willis  Edwin,  coxswain,  United  States  Naval  Reserve  Force. 

Enlisted :  Syracuse,  N.  Y.,  July  25,  1917. 

Died :  Marine  hospital,  Stapleton,  Staten  Island,  N.  Y.,  October  12,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  David  Beyea,  Union  Springs,  N.  Y. 
Beyer,  Oscar  Wendell,  electrician,  third  class  (G),  United  States  Navy. 

Enlisted :  Denver,  Colo.,  November  20,  1916. 

Died :  Naval  hospital,  League  Island,  Pa.,  March  8,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Mother,  Ida  L.  Beyer,  3901  South  Maroposa  Street,  Englewood, 
Colo. 
Beyersdorf.  Otto  Carl,  pattern  maker,  second  class,  United  States  Navy. 

Enlisted:  Milwaukee,  Wis.,  March  8,  1918. 

Died :  Receiving  ship  at  Philadelphia,  Pa.,  August  14,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  William  Beyersdorf,  608  Sommerville  Avenue,  Menom- 
inee, Mich. 
Beynon,  George  Adams,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  July  11,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  4,  1918. 

Cause :  Diabelies  mellities. 

Next  of  kin  :  Mother,  Ollie  Beynon,  379  Taylor  Avenue,  Columbus,  Ohio. 
Bickel,  Charles  Cannot,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Omaha,  Nebr.,  June  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Charles  C.  Bickel,  University  Place,  Nebr. 
Bickford,  Seth  Perkins,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted:  Cavite,  P.  I.,  July  14,  1917. 

Died:  U.  S.  S.  Tjisenbang,  September  19,  1918. 

( !ause  :  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Edward  P.  Blackford,  New  Market,  N.  H. 
Bickley.  John  Ronald,  fireman,  first  class,  United  States  Navy. 

Enlisted  :  New  York,  N.  Y.,  November  3,  1917. 

Died :  New  York.  N.  Y.,  October  16,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Mary  Tressa  Bickley,  29  Gardiner  Street,  Cohoes,  N.  Y. 
Bicknell,  Adelbert  Hlhjh,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  April  26,  1917. 

Died:  Naval    reserve  training  station,  Bumkin   Island,  Mass.,   August  16, 
1917. 

Cause:  Drowning. 

Next  of  kin  :  Mother,  Abbie  M.  Bicknell,  28  Chatham  Road,  Everett,  Mass. 
Biddle,    Herbert    Martin,    quartermaster,    third    class,    United    States    Naval 
Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  April  11,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause :  Lost  when  vessel  foundered. 

Next  of  kin:  Mother,  Emma  Biddle,  21  North  Robinson  Street,  Philadel- 
phia, Pa. 
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Bidstrup,  Everett,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Detroit,  Mich.,  July  5,  191S. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Helene  Marie  Bidstrup,  R.  R.  1,  Remus,  Mich. 
Biegert,  Robert  Brehm,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Buffalo,  N.  Y.,  April  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Fred  Henry  Biegert,  Girard,  Pa. 
Bielatowicz,  John  William,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  October  16,  1916. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Uncle,  Anthony  Kuchta,  1118  South  Kenwood  Avenue,  Balti- 
more, Md. 
Bigger,  David  Watson,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  November  8,  1917. 

Died :  Naval  hospital,  Norfolk.  Va.,  December  13,  1917. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Ferrie  Bigger,  R.  R.  2,  York,  S.  C. 
Bigger,  Joseph  Albin,  plumber  and  fitter,  United  States  Naval  Reserve  Force. 

Enlisted :  San  Francisco,  Calif.,  December  13,  1917. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  August  24,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:   Wife,  Alice  Clare  Bigger,  700  Post  Street,   San  Francisco, 
Calif. 
Biggerstaff,  Alexander  Campbell,  seaman,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Albany,  N.  Y.,  June  7,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  12,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:   Wife,   Jessie  Biggerstaff,   143  Barrett   Street,   Schenectady, 
N.  Y. 
Biggerstaff,  James  Hughbert,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  November  23,  1917. 

Died :  St.  Lukes  Hospital,  Chicago,  111.,  January  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Ed  Biggerstaff,  Pleasant  Hill,  Mo. 
Biggs,  Dewey,  blacksmith,  second  class,  United  States  Naval  Reserve  Force 
(A.). 

Enlisted:  Chicago,  111.,  May  31,  1918. 

Died :  Naval  air  station,  Treguier,  France,  October  4,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Clara  Biggs,  Rensselaer,  Ind. 
Bilderback,  Charles  Millard,  landsman  for  machinist's  mate    (A.),  United 
States  Naval  Reserve  Force. 

Enlisted :  Des  Moines,  Iowa,  June  26,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  15,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Joseph  E.  Bilderback,  Adel,  Iowa. 
174483—20 8 
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Bilheimer,  Newberry   Samuel,  apprentice  seaman,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Allentown,  Pa.,  July  26,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  September  30,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Florence  E.  Bilheimer,  Easton,  Pa. 
Billheimer,  George  Robert,  fireman,  third  class,  United  States  Naval  Reservt. 
Force. 

Enlisted :  Richmond,  Va.,  June  6,  1918. 

Died :  U.  S.  S.  Mercy,  October  9,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Abram  Billheimer,  Keezletown,  Va. 
Billings,  Leslie  Edwin,  seaman,  United  States  Navy. 

Enlisted:  Hartford,  Conn.,  June  30,  1917. 

Died :  U.  S.  S.  Mercy,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Edwin  Henry  Billings,  West  Street,  Bristol,  Vt. 
Binette,  Thomas  Joseph,  seaman,  United  States  Navy. 

Enlisted :  Portland,  Me.,  March  21,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Balzemire  Binette,  35  State  Street,  Sanford,  Me. 
Binhack,  Russell  Edwin,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Indianapolis,  Ind.,  June  6,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  8,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Hester  Binhack,  motor  route  A,  Princeton,  Ind. 

Bird,  Elmer,  baker,  first  class,  Fleet  Naval  Reserve. 

Enlisted:  Houston,  Tex.,  February  1,  1918. 

Died :  Naval  hospital,  Gulfport,  Miss.,  October  12,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  W.  B.  Bird,  Crystal  City,  Tex. 
Bird,  Frank  Raymond,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  July  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Cleo  Cox  Bird,  821  Ford  Avenue,  Youngstown,  Ohio. 
Bireley,  Forrest  McKinley,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Cincinnati,  Ohio,  June  3,  1918. 

Died :  U.  S.  S.  Rochester,  September  27,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Wade  G.  Bireley,  714  Covington  Avenue,  Piqua,  Ohio. 

Bisbee,  Claude  Leon,  apprentice  seaman,  United  States  Navy. 
Enlisted:  Portland,  Oreg.,  April  17,  1917. 
Died :  Naval  hospital,  Newport,  R.  I.,  May  28,  1917. 
Cause :  Pneumonia,  lobar. 
Next  of  kin :  Mother,  Mabel  Bisbee,  Canton,  Me. 
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Bische,  Oscak  John,  electrician,  third  class  (R.),  United  States  Naval  Reserve 
Force. 

Enlisted :  Indianapolis,  Ind.,  May  28,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Frances  Stratman,  St.  Anthony,  Ind. 
Bish,  Waltee  Benjamin,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  April  20,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  22,  1917. 

Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Uncle,  Stanley  Bish,  3176  Richmond  Street,  Philadelphia,  Pa. 
Bishop,  Radeb  Milton,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  April  20,  1917. 

Died :    U.  S.  S.  Covington,  January  21,  1918. 

Cause:  Drowning. 

Next  of  kin :  Father,  Luther  G.  Bishop,  457  Fourteenth  Street  NW.,  Roa- 
noke, Va. 
Bissell,  Nat  Harry,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Detroit,  Mich.,  May  28,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Edith  Bissell,  Rural  Route  3,  Lakeview,  Mich. 
Bittner,  Albert,  fireman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Indianapolis,  Ind.,  May  8,  1918. 

Died :  Methodist  Episcopal  Hospital,  Brooklyn,  N.  Y.,  October  14,  1918. 

Cause :    Pneumonia,   broncho. 

Next  of  kin :  Wife,  Florence  D.  Bittner,  529  West  Abbott  Street,  Indianapo- 
lis,  Ind. 
Bivins,  Edwin  Lee,  yeoman,  first  class,  United  States  Navy. 

Enlisted:   Dallas,  Tex.,  February  10,  1917. 

Died :  Navy  base  hospital  5,  October  7,  1918. 

Cause:    Pneumonia. 

Next  of  kin :  Father,  W.  O.  Bivins,  Bella,  Tex. 
Bixr.Y,  Harry  Lee,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Salt  Lake  City,  Utah,  December  14,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  March  29,  1918. 

Cause :    Pneumonia,    lobar. 

Next  of  kin :  Mother,  Laura  Bixby,  Sidney,  Nebr. 
Black,  John  Balmer,  gunner's  mate,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  December  15,  1914. 

Died:  H.  M.  S.  Leinster,  October  10,  1918. 

Cause :  Lost  when  vessel  was  sunk. 

Next  of  kin :  Father,  Daniel  Black,  29  South  Seventh  Street,  Darby,  Pa. 
Black,  Leonard  William,  ship's  cook,  fourth  class,  United  States  Navy. 

Enlisted:  Columbia,  S.  C,  July  18,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  January  13,  1918. 

Cause :    Cerebrospinal   fever. 

Next  of  kin:  Mother,  Mrs.  J.  P.  Black,  Falmouth,  Va. 
Blackburn,  Cortez  Marvin,  seaman,  United  States  Navy. 

Enlisted:   St.  Louis,  Mo.,  June  28,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  February  20,  191S. 

Cause :    Pneumonia,    lobar. 

Next  of  kin:  Father,  Volley  Blackburn,  Rural  Route  4,  Miller,  Mo. 
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Blacker,  Walter  Chester,  ship's  cook,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted  :  Omaha,  Nebr.,  April  17,  1918. 

Died:  Navy  rifle  range.  Camp  Logan,  111.,  October  1,  1918. 

Cause :    Bronchopneumonia. 

Next  of  kin :  Mother,  Harriet  L.  Blacker,  Seward,  Nebr. 
Blackford,  George  Clarence,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Little  Rock,  Ark.,  April  16,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  November  30,  1917. 

Cause :    Pneumonia,  lobar. 

Next  of  kin :  Mother,  Nellie  Hill,  212  West  Street,  Lansing,  Mich. 
Blackledge,  Charles  Yancey,  storekeeper,  first  class,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo..  May  4,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Mary  A.  Blackledge,  Commerce,  Mo. 
Blain,  Allen  Murl,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted  :  Salt  Lake  City,  Utah.  July  20,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  20,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Wife.  Claretta  Margaret  Blain,  Spring  City,  Utah. 
Blaine,  Clyde  Chester,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Los  Angeles.  Calif.,  March  22,  1917. 

Died :  U.  S.  S.  San  Diego,  July  19,  1918. 

Cause:  Lost  his  life  in  sinking  of  vessel. 

Next  of  kin:  Stepmother,  Bertha  Blaine,  Lomita,  Calif. 
Blair,  Andrew  Beirne,  Jr.,  chief  quartermaster,  United  States  Naval  Reserve 
Force. 

Enlisted:  Washington,  D.  C,  November  6,  1917. 

Died:  Naval  air  station,  Pensacola,  Fla.,  June  19,  1918. 

Cause:  Killed  in  seaplane  accident. 

Next  of  kin:  Mother.  Bertha  Small  Blair,  404  Franklin  Street,  Richmond, 
Va. 
Blair,  Charlie,  fireman,  third  elass.  United  States  Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  July  31,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  October  29,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Jane  Blair,  Van  Lear,  Ky. 
Blair,  Clarence,  Leon,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  June  3,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  10,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Carrie  Amelia  Blair,  28  Avery  Court,  Laconia,  N.  H. 
Blair,  Frank  Perry,  fireman,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Los  Angeles,  Calif,  June  4,  1918. 

Died :  U.  S.  S.  West  Gambo,  November  1,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Bertha  Blair,  Toltec,  Ariz. 
Blair,  Lee,  water  tender,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  February  5,  1915. 

Died :  U.  S.  S.  Barry,  February  26,  1918. 

Cause:  Drowning. 

Next  of  kin  :  Father,  William  C.  Blair,  6  Plum  Street,  Newark,  N.  J. 
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Blair,  Robert  Windle,  seaman,  second  class,  United  States  Navy. 

Enisted :  Kansas  City,  Mo.,  December  12,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  April  21,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Robert  F.  Blair,  Sabetha,  Kans. 
Blake,  Edward  Lee,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted:  Pittsburgh,  Pa.,  July  5,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:   Father,  William  J.  Blake,  1316  Marshall   Street,  Benwood, 
W.  Va. 
Blake,   Herbert  Elliott,   firemen,  third  class,  United   States  Naval   Reserve 
Force. 

Enlisted:  Boston,  Mass.,  May  22,  1918. 

Died :  Willard  Parker  Hospital,  New  York,  N.  Y.,  September  25,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Chase  S.  Blake,  Pike,  N.  H. 
Blakeley,  John  J.,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Louisville,  Ky.,  July  25,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Ambie  Zella  Blakeley,  Gracey,  Ky. 
Blancaflor,  Maximino,  mess  attendant,  first  class,  United  States  Navy. 

Enlisted:  Cavite,  P.  I.,  April  30,  1914. 

Died :  Naval  hospital,  Fort  Lyons,  Colo.,  February  27,  1918. 

Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Brother,  Eusebio  Biray,  Tanza,  P.  I. 
Blank,  Ernest  William  Carl,  apprentice  seaman,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Chicago,  111.,  August  3,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Herman  Blank,  Crystal  Lake,  111. 
Blank,  Herman  William,  landsman  for  machinist's  mate   (A),  United  States 
Naval  Reserve  Force. 

Enlisted:  Milwaukee,  Wis.,  June  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Sister,  Anna  Walsh,  346  Jackson  Street,  Milwaukee,  Wis. 
Blankenship,  Gentry  Elmer,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  St.  Louis,  Mo.,  June  24,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  November  5,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  William  H.  Blankenship,  Couch,  Me. 
Blankenship,  Gurnie,  seaman,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  February  6,  1917. 

Died :  Naval  hospital,  Fort  Lyons,  Colo.,  April  10,  1918. 

Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Father,  James  A.  Blankenship,  R.  R.  1,  Harpersville,  Ala. 
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Blankinship,  Asa  Max,   fireman,   third   class,   United   States  Naval   Reserve 
Force. 

Enlisted :  Norfolk,  Va.,  February  1,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  when  the  U.  S.  A.  C.  T.  Ticonderoga  was  sunk. 

Next  of  kin :  Mother,  Nannie  B.  Blankinship,  541  River  Street,  Hampton, 
Va. 
Blau,  Charles  August,  landsman  for  carpenter's  mate  (A),  United  States  Navy. 

Enlisted  :  Allentown,  Pa.,  December  14,  1917. 

Died :  Naval  station,  Pensacola,  Fla.,  February  4,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  August  W.  Blau,  R.  F.  D.,  Port  Murray,  N.  J. 
Blemle,  John  Herbert,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted  :  Philadelphia,  Pa.,  June  14,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Couse :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  John  Blemle,  3517  Comley  Street,  Philadelphia,  Pa. 
Blentlinger,  Andrew  Eugean,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Peoria,  111.,  July  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  10, 1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  William  Henry  Blentlinger,  R.  R.  3,  Liberty,  111. 
Blevins,  Otis  Raymond,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  October  16,  1917. 

Died  :  Naval  hospital,  Portsmouth,  N.  H.,  March  16,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Daniel  Blevins,  Fitche,  Kans. 
Blinn,  Carl  Henry,  gunner's  mate,  second  class,  United  States  Navy. 

Enlisted:  Puget  Sound,  Wash.,  April  25,  1916. 

Died  :  Naval  torpedo  station,  Newport,  R.  I.,  October  27, 1917. 

Cause :  Died  when  boat  capsized. 

Next  of  kin  :  Father,  William  Nouggle,  410  Eighteenth  Avenue,  North  Minne- 
apolis, Minn. 
Blissard,  Leslie  Earl,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Meridian,  Miss.,  May  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  4,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin  :  Father,  John  Dea  Blissard,  Thorn,  Miss. 
Blix,  Ervin  Theodore,  electrician,  third  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  May  3,  1917. 

Died  :  U.  S.  S.  Herman  Frasch,  October  4,  1918. 

Cause  :  Lost  when  vessel  was  sunk  in  collision. 

Next  of  kin  :  Mother,  Anna  Blix,  Bagley,  Minn. 
Bloedel,  Leonard  Herman,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  May  1,  1917. 

Died :  U.  S.  S.  Savannah,  May  31,  1918. 

Cause:  Fractured  skull. 

Next  of  kin :  Mother,  Mary  Bloedel,  Sibley,  Iowa. 
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Bloodgood,  Norman  Slocum,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  October  22,  1917. 

Died :  U.  S.  submarine  chaser,  190,  June  26,  1918. 

Cause :  Drowned. 

Next  of  kin :  Father,  Samuel  C.  Bloodgood,  101  Hech  Avenue,  Ocean  Grove, 
N.J. 
Bloom,  Charles  H.,  apprentice  seaman,  N.  N.  V. 

Enlisted :  Norwalk,  Conn.,  April  8,  1917. 

Died ;  Naval  hospital,  Portsmouth,  N.  H.,  April  28,  1917. 

Cause :  Cerebrospinal  meningitis. 

Next  of  kin :  Mary  Mathilda  Bloom,  Norwalk,  Conn. 
Blount,  Josiah  C,  seaman,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  October  10,  1917. 

Died :  Navy  Base  Hospital  No.  5,  France,  September  25,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Thomas  B.  Blount,  Norfolk,  Va. 
Bluestein,   Irwin   Jerome,  apprentice  seaman,   United   States  Naval  Reserve 
Force. 

Enlisted :  Great  Lakes,  111.,  August  1,  1918. 

Died:  Naval  training  station,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Father,  Harry  Bleustein,  837  West  Fourteenth  Street,  Chicago, 
111. 
Blum,  Felix,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  May  14,  1918. 

Died :  Chicago,  111.,  September  26,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Abraham  Nathan  Blum,  3441  Grenshaw  Street,  Chi- 
cago, 111. 
Blumenauer,  Frederick  Henry,   seaman,   second  class,   United   States  Naval 
Reserve  Force. 

Enlisted :  Brooklyn,  N.  Y.,  March  19,  1918. 

Died :  Naval  hospital,  New  York,  N.  Y.,  September  29,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin  :   Mother,  Johanna   Blumenauer,   11A  Moffatt   Street,  Brook- 
lyn, N.  Y. 
Bly,  Earl,  water  tender,  United  States  Navy. 

Enlisted  :  Binghamton,  N.  Y.,  June  6,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  July  20,  1917. 

Cause :  Head  crushed. 

Next  of  kin :  Mother,  Myrta  Bly,  Greene,  N.  Y. 
Boardman,  Graham  Hatch,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  August  10,  1917. 

Died :  Norfolk,  Mass.,  February  3,  1918. 

Cause:  Endocarditis. 

Next  of  kin :  Father,  Claude  Boardman,  Avery  Street,  Norfolk,  Mass. 
Boatwright,  Ernest  Elmer,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  June  21,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Eloiza  Boatwright,  R.  S,  Des  Moines,  Iowa. 
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Bobekowsky,  William,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Grand  Rapids,  Mich.,  July  14,  1917. 

Died :  U.  S.  A.  C.  T.  Ticondcroga,  September  30,  1918. 

Cause :  Lost  his  life  in  sinking  of  vessel. 

Next   of   kin :    Mother,   Bertha   Bobekowsky,   352    Rumsey   Street,    Grand 
Rapids,  Mich. 
Bobo,  Raymond,  fireman,  third  class,  United  States  Navy. 

Enlisted  :  San  Francisco,  Calif.,  December  13,  1917. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  January  28,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Andrew  Jackson  Bobo,  East  Auburn,  Calif. 
Boeke,  John  Arthur,  landsman  for  machinist's  mate  (A.),  United  States  Navy. 
„ Enlisted:  Omaha,  Nebr.,   July  29,  1918. 

Died:  Naval  hospital,  Pensacola,  Fla.,  September  30,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Carl  Boeke,  Blue  Earth,  Minn. 
Boen,  Alvin  E.,  musician,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  December  13,  1917. 

Died :  Naval  Station,  Great  Lakes,  111.,  January  27,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Margia  Boen,  Fergus  Falls,  Minn. 
Boese,  John,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Milwaukee,  Wis.,  October  20,  1915. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclop*. 

Next  of  kin :  Sister,  Annie  Boese,  Duck  Creek,  Wis. 
Boex,  Louis  Francis  Borgia,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  August  8,  1917. 

Died :  U.  S.  A.  C.  T.  Ticondcroga,  September  30,  1918. 

Cause:  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Mother,  Louise  Boex,  1332  Sycamore  Street,  Cincinnati,  Ohio. 
Bohan,   Edward   Arthur,   apprentice   seaman,   United   States   Naval   Reserve 
Force. 

Enlisted:  New  York,  N.  Y.,  July  23,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  7,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Patrick  Bohan,  200  East  One  hundred  and  fifteenth 
Street,  New  York,  N.  Y. 
Bohling,  Dayton  W.  H.,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Newport,  R.  I.,  June  4,  1918. 

Died :  Navy  Base  Hospital  No.  5,  September  28,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Sophie  Bohling,  West  Brook,  Conn. 
Bohne,  Charles  Wolfred,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Houston,  Tex.,   August  13,  1918. 

Died  :  Navy  yard,  Mare  Island,  Calif.,  October  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Helen  Bohne,  Cuero,  Tex. 
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Bohne,  Jesse  James,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  March  26,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  April  16,  1917. 

Came :  Cerebrospinal  fever. 

Next  of  kin :  Father,  Fritz  Bohne,  21  West  Main  Street,  Cuero,  Tex. 
Bohne,  Joseph  Lawrence,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  March  26,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  9,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  Fritz  Bohne,  Cuero,  Tex. 
Bohnsdahl,  Sigurd  Leopold,  apprentice  seaman,  Urited  States  Naval  Reserve 
Force. 

Enlisted:  Milwaukee,  Wis.,  August  1,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  5,  1918. 

Cam  e :  Influenza. 

Next  of  kin :  Father,  John  Bohnsdahl,  Mosinee,  Wis. 
Boismenue,  Clyde  Walter,  apprentice  seaman,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  June  11,  1917. 

Died :  St.  Louis,  Mo.,  August  16,  1917. 

Cause:  Drowning. 

Next  of  kin :  Father,  Everett  Boismenue,  1631  Kansas  Avenue,  East   St. 
Louis,  Mo. 
Boitscha,  Edward  James,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Des  Moines,  Iowa,  May  7,  1918. 

Died :  U.  S.  S.  Lconiclas,  November  1,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Sister,  Mrs.  Hannah  Hesser,  West  Liberty,  Iowa. 
Bolduc,  Henry  Theodore,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Burlington,  Vt.,  April  17,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  June  11,  1917. 

Cause :  Pleurisy,  s-uppurative. 

Next  of  kin :  Grandfather,  Henry  Bolduc,  North  Maine  Street,  Rutland,  Vt. 
Bolcer,  James,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  March  23,  1917. 

Died :  U.  S.  S.  Shada,  December  14,  1917. 

Cause :  Drowning. 

Next  of  kin:  Father,  David  L.  Bolger,  35  Ash  Street,  Cambridge,  Mass. 
Bollen,  Peter  John,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Des  Moines,  Iowa,  May  21,  1918. 

Died:  No.  3  hospital,  Leigh,  Scotland,  November  2,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Martha  Bollen,  East  Dubuque,  111. 
Bolling,   James   Elwood,   mess   attendant,   third   class,   United   States   Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  April  1,  1918. 

Died :  Naval  hospital,  New  York,  N.  Y.,  September  22,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Mother,  Georgia  Bolling,  Rodwell  Avenue,  Greenwich,  Conn. 
Bolsinger,  Lloyd  Jabez,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  December  12,  1917. 

Died :  U.  S.  S.  Solace,  October  5,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Lydia  Bolsinger,  Buffalo  Center,  Iowa. 
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Bond,  Everett  Jay,  Boatswain's  mate,  first  class,  United  States  Navy. 

Enlisted :  Guaymas,  Mexico,  July  8,  1915. 

Died :  U.  S.  S.  Pittsburgh,  October  25,  1918. 

Cause: Influenza. 

Next  of  Kin :  Mother,  Alice  Bond,  R.  F.  D.  1,  Galena,  Kans. 
Bond,  John  Pertle,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn,  October  3,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  February  21,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  John  Priday  Bond,  R.  F.  D.  1,  Raleigh,  Tenn. 
Boney,  Lucious  Wimbric,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  August  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  November  11,  1918. 

Cause : Influenza. 

Next  of  kin :  Mother,  Emma  Line  Swinney  Boney,  616  South  Lee  Street, 
Fitzgerald,  Ga. 
Bonham,  Raymond  Andrew,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Naval  training  station,  Great  Lakes,  111.,  April  12,  1917. 

Died :  Receiving  ship,  Puget  Sound,  Wash.,  May  26,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Minnie  Bonham,  6011  Rhodes  Avenue,  Chicago,  111. 
Boniface,  Thomas  Cornelius,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Salt  Lake  City,  Utah,  July  2,  1918. 

Died :  Naval  training  station,  Seattle,  Wash.,  October  9,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Walter  C.  Boniface,  118  Corcoran  Street,  Lewistown, 
Mont. 
Bonnor,  Arthur  Joseph,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York  City,  January  25,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  21,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  John  J.  Bonnor,  47S  East  One  hundred  and  eighty- 
seventh  Street,  care  of  Wood,  New  York  City,  N.  Y. 
Booher,  Clarence  Barnes,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  November  19,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  December  29,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  Ray  Booher,  Mount  Gilead,  Ohio. 
Book,  Clarence  Eugene,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  June  14,  1917. 

Died :  U.  S.  S.  Michigan,  January  15,  1918. 

Cause :  Skull  fractured. 

Next  of  kin  :  Mother,  Ella  Book,  409  Galapago  Street,  Denver,  Cold. 
Booker,  Charles  Henry,  junior  officer  cook,  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  February  29,  191C. 

Died :  Naval  hospital,  League  Island,  Pa.,  March  21,  191S. 

Cause:  Endocarditis,  acute. 

Next  of  kin:  Wife,  Mamie  Booker,  1016  Church  Street,  Norfolk,  Va. 
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Booked,  Oscar  Ray,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  December  13,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  15,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  John  W.  Booker,  Hughes  Springs,  Tex. 
Bookout,  Floyd,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  May  7,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  Sister,  Hetty  Harrington,  Foreman,  Ark.. 
Boone,  James  Earl,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  March  29,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  S,  1917. 

Cause :  Chronic  pulmonary  tuberculosis. 

Next  of  kin :  Mrs.  Mary  A.  Boone,  2619  Huntington  Avenue,  Baltimore,  Md. 
Boone,  Vinkley  Gill,  quartermaster,  third  class,  listener,  United  States  Navy. 

Enlisted :  Meridian,  Miss.,  March  30,  1918. 

Died:  Submarine  chaser  136  (naval  hospital,  New  London,  Conn.),  October 
1,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Sister,  Mrs.  J.  E.  Hearn,  Washington  Street,  Vicksburg,  Miss. 
Boorman,  Sidney,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  April  19,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  19,  1917. 

Cause:  Suicide. 

Next  of  kin :  Mother,  Annie  Boorman,  Waterville,  N.  Y. 
Booth,  Eugene  Richard,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Navy  Yard,  New  York,  N.  Y.,  November  20,  1917. 
'  Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  March  15,  1918. 

Cause:  Meningitis. 

Next  of  kin :  Mother,  Catherine  E.  Booth,  256  Woodworth  Avenue,  Yonkers, 
N.  Y. 
Booze,  Bmmett  Godwin,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  July  28,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  12,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  M.  Booze,  Springwood,  Va. 
Borough,  Ford  William,  landsman  for  electrician   (R.),  United  States  Naval 
Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  December  8,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  March  23,  1918. 

Cause:  Diphtheria. 

Next  of  kin:  Mother,  Mrs.  Alzadie  Borough,  1828  South  Michigan  Street. 
South  Bend,  Ind. 
Borradaile,  Samuel  Walter,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Cincinnati,  Ohio,  August  5,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Lena  Borradaile,  Liberty,  Ind. 
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Borrell,  Leonard  Pascal,  chief  electrician  (G),  United  States  Naval  Reserve 
Force. 

Enlisted:  Newark,  N.  J.,  April  20,  1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin:  Wife,  Mabel  Healy  Borrell,  10  Carroll  Street,  East  Orange, 
N.  J. 
Bose,  Herman,  quartermaster,  second  class   (A.),  United  States  Navy. 

Enlisted.  New  York,  N.  Y.,  April  9,  1917. 

Died :  Naval   aeronautic  station,  Pensacola,  Fla.,  November  23,  1917. 

Cause :  Drowned  in  seaplane  accident. 

Next   of  kin :  Father,   Herman   Bose,  23  East   Eighty-eighth   Street,   New 
York,  N.  Y. 
Bosher,  Reginald  St.  Clare,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Richmond,  Va.,   July  16,   1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next   of  kin:  Father,    William   T.   Bosher,   922   North   Twentieth    Street, 
Richmond.  Va. 
Bosley,  Clarence  E.,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  April  13,  1917. 

Died:  Navy  Yard,  Philadelphia.  Pa..  April  2G,  1917. 

Cause :  Drowning. 

Next  of  kin:  Alice  Bosley,  2300  Oak  Street,  Baltimore,  Md. 
Boteler,  Wilber  EL,  carpenter's  mate,  first  class,  N.  N.  Y. 

Enlisted:  Washington,  D.  C,  April  7,  1917. 

Died :  Naval  air  station,  Bay  Shore,  N.  Y.,  November  3,  1917. 

Cause :  Pluerisy,  serofibrinous. 

Next    >f   kin:  Mother,   Mrs.   W.   C.   Boteler,   37   Girard    Street,   Washing- 
ton, D.  C. 
Bouquet,  Arthur  Edward,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Albany,  N.  Y.,  June  15,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  15,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother.  Mrs.  Josephine  Bouquet,  79  McArthur  Street,  Pitts- 
field,  Mass. 
Boirke,  Charles  Edwakd,  water  tender,  United  States  Navy. 

Enlisted:  Receiving  ship,  New  York,  N.  Y.,  September  21,  1914. 

Died :  Queenstown,  Ireland,  January  19,  1918. 

Cause :  Died  in  fire  on  board  U.  S.  S.  Burrows. 

Next    of   kin:  Mother,    Mrs.    Georgeana   Bourke,    118   Canterbury    Street, 
Worcester,  Mass. 
Boutin,  Alonzo  Theodore,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enlisted:  Washington,  D.  C,  April  11,  1918. 

Died :  Naval  proving  grounds,  Indianhead,  Md.,  October  27,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Christine  Boutin,  Bayfield,  Wis. 
Bowar,  Charles  Theodore,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Omaha,  Nebr.,  July  20,  1918. 

Died:  Naval  hospital,  Great  Lakes,  Ilk,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  John  Bowar,  Reliance,  S.  Dak. 
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Bowden,  Garland  Edward,  sea  nan,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Parkersburg,  W.  Va.,  June  12,  1918. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  September  28,  1918. 

Cause :  Pneumonia,  broncho. 

Nest  of  kin :  Father,  Edward  S.  Bowden,  Santifee,  W.  Va. 
Bowden,  Joseph  Patrick,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  May  9,  1917. 

Died:  U.  S.  S.  Covington,  July  1,  1918. 

Cause :  Died  when  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Helen  Bowden,  33  Mountain  Lakes,  N.  J. 
Bowie,  Golden,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Cincinnati,  Ohio,  June  4,  1918. 

Died :  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  October  29,  1918. 

Cause :  Influenza,  pneumonia. 

Next  of  kin :  Father,  Jacob  L.  Bowie,  Worthville,  Ky. 
Bowker,  Arthur  William,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Binghamton,  N.  Y.,  April  26,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  28,  1917. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  William  H.  Bowker,  South  Kortnight,  N.  Y. 
Bowling,  Robert  Walter,  landsman  for  electrician  (R.).  United  States  Naval 
Reserve  Force. 

Enlisted :  Louisville,  Ky.,  May  2,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Fannie  Burch  Bowling,  New  Hope,  Ky. 
Bowman,  Archibald  Leo,  electrician,  third  class    (G.),  United  States  Naval 
Reserve  Force. 

Enlisted :  Minneapolis,  Minn.,  May  14,  1917. 

Died :  NaVal  hospital,  Philadelphia,  Pa.,  March  9,  1918. 

Cause :  Pleurisy,  acute  fibrinous. 

Next  of  kin :  Father,  Isaac  Bowman,  Merriam  Park,  R.  F.  D.  3,  St.  Paul, 
Minn. 
Bowser,  James  Monroe,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Mare  Island,  Calif.,  April  25,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  December  3,  1917. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mary  Bowser,  308  Miller  Avenue,  South  San  Fran- 
cisco, Calif. 
Boyce,  Harry  Leslie,  chief  water  tender,  United  States  Navy. 

Enlisted :  Corinto,  Nicaraugua,  October  14,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Hannah  Boyce,  64  Emery  Street,  Attleboro,  Mass. 
Boyce,  Howard  Charles,  seaman,  United  States  Naval  Reserve  Force  (general 
court-martial  prisoner). 

Enlisted:  New  York.  N.  Y.,  May  28,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  October  2,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Grandmother,  Mary  E.  Peterson,  1616  North  Sixty-first  Street, 
Philadelphia,  Pa. 
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Boyce,  Wesley  Philip,  oiler,  United  States  Navy. 
Enlisted:  Denver,  Colo.,  July  26,  1917. 

Died :  Army  Base  Hospital  No.  101,  St.  Nazaire,  France,  October  17,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Josephine  Boyce,  518  Rock  Street,  Little  Rock, 
Ark. 

Boyd,  Elmer  Francis,  printer,  first  class,  United  States  Naval  Reserve  Force. 
Enlisted:  Washington,  D.  C,  May  23,  1918. 
Died:  Washington,  D.  C,  October  16,  1918. 
Cause:  Pneumonia,  following  influenza. 

Next  of  kin :  Father,  Charles  Allen  Bell  Boyd,  sr.,  806  D  Street  SE.,  Wash- 
ington, D.  C. 

Boyd,  John  David,  jr.,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  April  11,  1917. 

Died:  Naval  hospital,  Portsmouth,  N.  H.,  April  4,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Mrs.  Hannah  Boyd,  Provo,  Utah. 
Boyd,  Richard,  mess  attendant,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Wilmington.  N.  C,  May  29,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  19,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Beatrice  Boyd,  515  North  Ninth   Street,  Wilming- 
ton, N.  C. 

Boyer,  George  Albert,  gunner's  mate,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  July  17,  1917. 

Died:  Naval  hospital.  Charleston,  S.  C,  October  10,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Hattie  L.  Boyer,  Farmington,  Minn. 
Boyer,   Howard   S.,  chief  quartermaster    (A.),   United   States   Naval    Reserve 
Force. 

Enlisted:  Newport,  R.  I.,  June  13,  1918. 

Died :  Naval  hospital.  Chelsea,  Mass.,  September  19,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Sarah  Boyer,  935  West  State  Street,  Trenton.  N.  J. 
Boyes,  Joseph  Raymond,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  November  25,  1916. 

Died:  Naval  hospital,  Charleston,  S.  O,  November  3,  1917. 

Cause :  Intracranial  injury. 

Next  of  kin:  Father,  Joseph  Boyes,  577  Harris  Avenue.  Providence.  R.  I. 
Boyeson,  Charles  Eiiwakd,  landsman  for  electrician  (R.),  United  Stales  Navy. 

Enlisted:  New  York,  N.  Y.,  April  16,  1917. 

Died:  Naval  hospital,  New  York,  N.  Y„  May  20,  1917. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Herbert  Boyeson,  Fire  Island,  N.  Y. 
BoykiN,  Ap.thur  Vester,  fireman,  third  class,  United  States  Navy. 

Enlisted  :  New  Orleans,  La.,  January  9,  1917. 

Died:  U.  S.  S.  Bath,  April  15,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:   Sisler,  Burt  Jack  Dobbs,  201  Woodward  Avenue.  Brighton, 
Ala. 
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Boylan,  Thomas  Michael,  gunner's  mate,  second  class,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  September  22,  1915. 
Died :  U.  S.  S.  Melville,  April  21,  1918. 
Cause :  Bright's  disease. 
Next  of  kin :  Father,  John  Boylan,  342  East  Thirty-ninth  Street,  New  York, 

N.  Y. 
Boyle,  John  James,  Jr.,  boatswain's  mate,  second  class,  United  States  Naval 

Reserve  Force. 
Enlisted :  Philadelphia,  Pa.,  November  6,  1917. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  October  27,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  J.  J.  Boyle,  2508  Fairmont  Avenue,  Philadelphia,  Pa. 
Boyle,  John  Joseph,  chief  water  tender,  United  States  Navy. 
Enlisted :  Newport,  R.  I.,  February  17,  1917. 
Died :  Naval  hospital,  Maiden,  Mass.,  December  6,  1917. 
Cause :  Acute  cardiac. 
Next  of  kin :   Daughter,  Mrs.   James  Flanagan,  51  Wigglesworth   Street, 

Maiden,  Mass. 
Boyle,  Patrick,  chief  water  tender,  United  States  Navy. 
Enlisted :  Mare  Island,  Calif.,  November  9,  1910. 
Died:  Naval  hospital,  Mare  Island,  Calif.,  September  11,  1918. 
Cause:  Carcinoma,  jaw. 

Next  of  kin  :  Niece,  Mary  McCarron,  Glasgow,  Scotland. 
Boyle,  Petee  Francis,  landsman  for  yeoman,  United   States  Naval  Reserve 

Force. 
Enlisted :  Chicago,  111.,  June  23,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  P.  F.  Boyle,  1309  Columbia  Street,  Ottawa,  111. 
Boyle,  Peter  J.,  machinist's  mate,  second  class,  United  States  Naval  Reserve 

Force. 
Enlisted:  Newport,  R.  I.,  March  11,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  April  5,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Ellen  Boyle,  Riverpoint,  R.  I. 
Brabender,  Adolph  Michael,  seaman,  seeond  class,  United  States  Naval  Re- 
serve Force. 
Enlisted:  Minneapolis,  Minn.,  May  13,  1918. 

Died:  Naval  training  station,  Great  Lakes,  111.,  September  19,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Mary  Brabender,  Adrian,  Minn. 
Bradley,  Arthur  Leavenworth,  pharmacist's  mate,  third  class,  United  States 

Naval  Reserve  Force. 
Enlisted :  New  York,  N.  Y.,  June  19,  1917. 

Died:    Navy   Base   Hospital   No.    1,   Foreign    Service,    August   23,    1918. 
Cause:  Pneumonia. 
Next  of  kin :  Father,  Ernest  C.  Bradley,  92  Burton  Avenue,  Hasbrouck 

Heights,  N.  J. 
Bradley,  Frank,  chief  electrician,  United  States  Navy. 
Enlisted :  Dallas,  Tex.,  October  12,  1916. 
Died :  Naval  Base  Hospital  No.  5,  October  21, 1918. 
Cause :  Pneumonia. 
Next  of  kin :  Father,  Jepths  R.  Bradley,  McAlester,  Okla. 
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Bradley,  George  Frederick,  painter,  second  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  March  4,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  15,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Annie  Isabelle  Bradley,  64  Collingswood  Street,  San 
Francisco,  Calif. 
Bradley,  George  Younger,  Sr.,  hospital  apprentice,  first  class,  United  States 
Navy. 

Enlisted :  Richmond,  Va.,  July  5,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  May  30,  1918. 

Cause:  Diphtheria. 

Next  of  kin :  Father,  George  Y.  Bradley,  3023  Hanover  Avenue,  Richmond, 
Va. 
Bradley,  Maurice  Vincent,  coxswain.  United  States  Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  July  12,  1918. 

Died :  Home,  September  27,  191S. 

Cause :  Influenza. 

Next  of  kin :  Father,  Joseph  M.  Bradley,  827  McKnight  Building.  Minne- 
apolis, Minn. 
Bradshaw,  Philip  Chappell,  boatswain's  mate,  second  class,  United   Stales 
Navy. 

Enlisted :  Richmond,  Va.,  December  2,  1914. 

Died :  U.  S.  S.  Mercy,  October  4,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Father,  John  L.  Bradshaw,  Alton.  Va. 
Beady,  Arthur  Thomas,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  March  6,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  April  13,  1917. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Thomas  Brady,  2459  Burgundy  Street,  New  Orleans,  La. 
Brady,  Clair  Alden,  coxswain,  United  States  Naval  Reserve  Force. 

Enlisted :  Pittsburgh,  Pa.,  August  23,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  12,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Michael  A.  Brady,  Youngsville,  Pa. 
Brady,  Edwin  Campbell,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  May  24,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Mother,  Etta  M.  Brady,  131  Norwood  Avenue,  Kirkwood,  Ga. 
Brady,  Frank  Joseph,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  November  28,  1917. 

Died :  Clarendon  Hotel,  Brooklyn,  N.  Y.,  June  9,  191S. 

Cause:  Suicide. 

Next    of    kin:  Father,    James    Brady,    1320    South    Fifteenth    Street,    St. 
Joseph,  Mo. 
Bragg,  Victor  Jesse,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Detroit,  Mich.,  July  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  13,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Ella  Bragg,  R.  F.  D.  4,  Adrian,  Mich. 
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Bbahotski,  Edward,  pharmacist's  mate,  third  class,  United  States  Navy. 

Enlisted:  Scranton,  Pa.,  May  2,  1917. 

Died:  Naval  hospital,  New  York,  N.  Y.,  March  13,  191S. 

Cause :  Tuberculosis. 

Next  of  kin:  Father,   Eugene  Brahotski,  1314  Prospect   Avenue,   Scran- 
ton, Pa. 
Braitsch,  Frederick  Joseph,  seaman,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  April  23,  1917. 

Died:  Naval  hospital,  Portsmouth,  Va.,  April  21,  1918. 

Cause :  Tuberculosis. 

Next  of  kin:  Father,  Anthony  Braitsch,  156  Sussex  Street,  Jersey  City, 
N.  J. 
Brake,  Alfred  W.,  landsman  for  electrician  (R.),  United  States  Naval  Reserve 
Force. 

Enlisted :  Detroit,  Mich.,  October  16,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  February  17,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lydia  Anna  Brake,  R.  R.  1,  Bradley,  Mich. 
Brammall,  John  Thomas,  Jr.,  chief  water  tender,  United  States  Navy. 

Enlisted:  Newport,  R.  I.,  September  10,  1914. 

Died :  U.  S.  S.  Jacob  Jones,  December  0,  1917. 

Cause:  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Wife,  Jessie  Brammall,  80  Washington  Street,  Newport,  R.  1. 
Brandon,  Roy  Adley,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  July  14,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  December  IS,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Artie  Brandon,  Meridian,  Okla. 
Brandow,  Edward,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Hartford,  Conn.,  June  6,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  13,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  Edward  Brandow,  17  Laurel  Street,  New   Britain, 
Conn. 
Brandt,  Ira  Clayton,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  July  3,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  October  27,  1917. 

Cause:  Ulcer  of  stomach. 

Next  of  kin :  Father,  Gustaf  A.  Brandt,  Salina,  Utah. 
Brandt,  John  Herman,  fireman,  second  class,  United   States  Naval  Reserve 
Force. 

Enlisted:  Detroit,  Mich.,  June  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Melia  Brandt,  Snover,  Mich. 
Brandt,  Walter  Ries,  machinist's  mate,  second  class,  United   States  Naval 
Reserve  Force. 

Enlisted:  Great  Lakes,  111.,  November  17,  1917. 

Died :  Receiving  ship,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Pneumona,  broncho. 

Next  of  kin :  Laura  Brandt,  1309  Winona  Avenue,  Chicago,  111. 
174483—20 9 
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Brandt,  William  Clark,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Cleveland,  Ohio,  April  16,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Father,  E.  C.   Brandt   R.   P.   D.  3,   South   Prospect    Street, 
Ravenna,  Ohio. 
Bbannan,  Arthur  Ross,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  August  9,  191.3. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  19,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Lenora  Jeane  Langford,  Brownwood,  Te>. 
Branntgan,  James,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Pittsburgh,  Pa.,  May  29,  1916. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin:  Mother,  Mary  Hecker,  245  Iolite  Avenue,  Johnstown,  Pa. 
Brannon,  Clara  B.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Little  Rock,  Ark.,  June  6,  1918. 

Died:  Naval  hospital,  Philadelphia,  Pa..  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Elizabeth  E.  Brannon,  675  South  Street,  Batesville,  Ark. 
Brannon,  George  Raymond,  landsman  for  electrician  (B),  United  States  Naval 
Reserve  Force. 

Enlisted:  Milwaukee,  Wis.,  May  14,  1918. 

Died:  Naval  training  station.  Greal  Lakes,  III.,  September  15,  1918. 

Cause :   Influenza. 

Next  of  kin :  Father,  William  Brannon,  Dickinson,  N.  Dak. 
Branson,  Bascomb  Newton,  coxswain,  United  States  Navy. 

Enlisted:  Montgomery,  Ala.,  May  2,  1917. 

Died:  Navy  collier  Cyclops.  June  14,  1918. 

Cause :  Drowned. 

Next  of  kin :  Father,  John  Lewis  Branson.  Whistler,  Ala. 
Brantley,    Lewis    Fbankmn,    electrician,    second    class,    United    States   Naval 
Reserve  Force. 

Enlisted:  St.  Petersburg,  Fla.,  March  13,  1917. 

Died:  Marine  hospital,  Stapleton,  Staten  Island,  N.  Y.,  October  3,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  Bun  Brantley,  534  Fifth  Street  north.  St.  Petersburg, 
Fla. 
Branum,  Albert   Law«on,   apprentice   seaman,   United   States   Naval    Reserve 
Force. 

Enlisted:  Birmingham,  Ala.,  June  4,  1918. 

Died :  U.  S.  S.  Nebraska,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Offie  Branum.  New  Hope,  Ala. 
Bratt,  Earl  McKinley,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  July  14,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  December  18,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mrs.  Mary  Bratt,  South  Park,  Minn. 
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Br  aun  worth,  Charles,  seaman,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  November  22,  1917. 

Died:  Naval  air  station,  Moutchic,  France,  September  30,  191 & 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Albert  Braunworth,  76  Zeidler  Avenue,  Maspeth,  Long 
Island,  N.  Y. 
Brawford,  John  William,  yeoman,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  May  5,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  191S. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Mary  Brawford,  Estherville,  Iowa. 
Bray,  Edward  Frank,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  September  18,  1916. 

Died :  U.  S.  S.  Shaw,  October  9,  1918. 

Cause:  Lost  his  life  when  vessel  collided  with  other  vessel. 

Next  of  kin:  Grandmother.  Frances  Jane  Bray,  114  Seldon   Avenue.   De- 
troit, Mich. 
Bkazeale,    Guy    Richard,    apprentice    seaman,    United    States    Naval    Reserve 
Force. 

Unlisted :  St.  Louis,  Mo.,  July  27,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  William  Brazeale,  R.  F.  D.  3,  box  06,  Ozark,  Mo. 
Bbazel,  John  Fbancis,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  April  11,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  July  22,  1917. 

Cause:  Meningitis,  cerebrospinal. 

Next  of  kin :  Mother,  Bell  Brazel,  Sioux  Rapids,  Iowa. 
Brazier,  Clifford  Clark,  quartermaster,  third  class,  United  states  Naval  Re- 
serve Force. 

Enlisted :  Rockland,  Me.,  November  23,  1917. 

Died:  Knox  County^  Hospital.  Rockland,  Me..  October  12,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother.  Olive  Hoffses  Brazier,  Thomaston,  Me. 
Bkeakey,  Hector  Monroe,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Bellingham,  Wash.,  July  15,  1918. 

Died:  Naval  training  camp.  Seattle,  Wash.,  October  8,  litis. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  J.  Abner  Breakey,  R.  F.  D.  2,  Bellingham,  Wash. 
Brearey,  Richard  Joseph,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  March  8,  1917. 

Died :  Receiving  ship,  New  York,  N.  Y..  June  29,  1918. 

Cause:  Drowned. 

Next  of  kin:  Mother,  Elizabeth  Brearey,  197  West  Dauphin  Street.  Phila- 
delphia, Pa. 
Brjvk,  Francis  Pratt,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  September  7,  1917, 

Died  :  Naval  hospital,  Newport,  R.  I..  November  6,  1917. 

( "ause :  Pneumonia. 

Next  of  kin  :  Father.  Samuel  Breck.  238  Newbury  Street.  Boston.  Mass. 
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Breece,  Orval  Elmer,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Indianapolis,  Ind.,  July  11,  1918. 

Died :  U.  S.  S.  Los  Angeles,  September  19,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  Breece,  It.  R.  1,  box  61,  Cicero,  Ind. 
Breedlove,  Jesse  Mack,  mess  attendant,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Norfolk,  Va.,  January  7,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  in  sinking  of  U.  S.  A.  C.  T.  Ticonderoga. 

Next  of  kin:  Sister,  Mrs.  Casltti  Craft,  1344  Forty-third  Street,  Norfolk,  Va. 
Breeze,  Henry,  ship's  cook,  fourth  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Chicago,  Hi.,  March  29,  1918. 

Died :  Naval  hospital,  League  Island,  Fa.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Oscar  Breeze,  Walnut  Hill,  111. 
Brehm,  Ralph  Emerson,  pharmacist's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  April  12.  1917. 

Died :  Navy  R.  R.  Battery  No.  1,  October  25,  1918. 

Cause:  Influenza  and  lobar  pneumonia. 

Next  of  kin:  Mother,  Annie  A.  Brelnn,  278  Bridge  Street,  Harrisburg,  Pa. 
Brelsford,  Charley  Frank,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Houston,  Tex.,  July  9,  1918. 

Died :  Naval  training  camp,  Mare  Island,  Calif.,  October  10,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Richard  W.  Brelsford,  Nixon,  Tex. 
Breneman,  Wallas  Slater,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  December  15,  1917. 

Died:  Naval  hospital,  Hampton  Roads,  Va.,  March  7,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Liddie  Breneman,  Tullahoma,  Tenn. 
Brenizer,  Clarence  Bruce,  machinist's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  May  4,  191S. 

Died :  Receiving  ship,  Philadelphia,  Pa.,  September  25,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mae  Ferguson  Brenizer,  5924  Cobbs  Creek  Parkway, 
Philadelphia,  Pa. 
Brennan,  John,  shipfitter,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  New  York,  N.  Y.,  May  18,  1917. 

Next  of  kin:  Mother,  Melia  Brandt,  Snover,  Mich. 

Died :  Receiving  ship,  New  York,  N.  Y.,  October  10,  1917. 

Cause:  Killed  by  falling  from  window. 

Next  of  kin:  Sister,  Mrs.  Nellie  Kane,  328  West  Eleventh  Street,  New 
York,  N.  Y. 
Brennan,  John  Frances  Xavier  Robert,  apprentice  seaman,  United  States 
Navy. 

Enlisted :  Washington,  D.  C,  July  29,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  12,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Mary  Ellen  Brennan,  3530  Eighteenth  Street  NW„ 
Washington,  D.  C. 
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Bbennan,  John  Henby,  seaman,  second  class,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  December  21,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  February  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Helen  Brennan,  1029  Sixth  Avenue,  Troy,  N.  Y. 
Bbennan,  Patrich  Christopher,  landsman  for  machinist's  mate  (A),  United 
States  Naval  Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  June  6,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  July  14,  1918. 

Cause:  Killed  in  accident. 

Next  of  kin :  Mother,  Mary  Brennan,  13  Crescent  Place,  Lackawanna,  N.  Y. 
Bbennan,  William  JosErH,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Newark,  N.  J.,  June  4,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  29,  1918. 

Cause :  Penumonia. 

Next  of  kin :  Mother.  Margaret  Brennan,  639  Madison  Street,  West  New 
York,  N.  Y. 
Bbennan,  William  Joseph,  quartermaster,  second  class,  United  States  Navy. 

Enlisted :  Wilkes-Barre,  Pa.,  December  11,  1917. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next   of   kin:    Mother,    Sarrah    Brennan,   18   Alexander    Street,    Wilkes- 
Barre,  Pa. 
Bbenneman,  Howard  Benjamin,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  June  6,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  20,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Uncle,  Lawrence  Jacob  Brenneman,  390  Nineteenth  Avenue, 
Brooklyn,  N.  Y. 
Bbenner,  Felix  Erwin,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  June  4,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  191S. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Mother,  Lena  Brenner,  G25  North  Colony  Street,  Meridian, 
Conn. 
Bbeslin,  George  Roswell,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  June  7,  1918. 

Died :  U.  S.  S.  Los  Angeles,  September  21,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Father,  James  Breslin,  239  Fifteenth  Street,  Jersey  City,  N.  J. 
Bbesnahan,  Daniel,  engineman,  first  class,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  January  10,  1917. 

Died :  St.  Elizabeths  Hospital,  Washington,  D.  C,  November  3,  1918. 

Cause:  Psychosis,  due  to  organic  brain  disease. 

Next  of  kin :  Sister,  Helen  Neligan,  South  Plymouth,  Mass. 
Bbetz,  Hubebt  Hetzleb,  landsman  for  electrician  (R.),  United  States  Naval 
Reserve  Force. 

Enlisted :  Cincinnati,  Ohio,  May  16,  1918. 

Died :  West  Suburban  Hospital,  Oak  Park,  111.,  November  6,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  William  H.  Bretz,  504  West  Main  Street,  Celina,  Ohio, 
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Bbeuninger,  William,  seaman,  second  class,  United  States  Navy. 
Enlisted:  New  York,  N.  Y.,  May  31,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  August  4,  1917. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  John  Breuninger,  Cross  River,  N.  Y. 
Bbew,  Thomas  William,  seaman,  second  class.  United  States  Naval  Reserve 

Force. 
Enlisted :  Kansas  City,  Mo.,  April  20,  1918. 
Died :  Seattle,  Wash.,  July  4,  1918. 
Cause :  Carbolic-acid  poisoning. 
Next  of  kin:  Mother,  Katherine  Manley  Brew,  3727  Prospect  Avenue,  Kan 

sas  City,  Mo. 
Brewer,  Alexander  Leland,  apprentice  seaman,  United  States  Naval   Reserve 

Force. 
Enlisted :  Philadelphia,  Pa.,  July  6,  1918. 
Died:  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 
Cause  of  death  :  Influenza. 

Next  of  kin  :  Mother,  Clara  W.  Brewer,  2131  Jefferson  Avenue,  Ogden,  Utah 
Brewer,  Charles  Joseph,  landsman  for  electrician,  United  States  Navy. 
Enlisted :  Washington,  D.  C,  August  8,  1918. 
Died :  Naval  hospital,  naval  base,  Virginia,  October  11,  1918. 
Cause :  Pneumonia. 
Next  of  kin:  Father,  John  William  Brewer,  1332  Union  Street  SW.,  Wash 

ington,  D.  C. 
Brewer,  Edward  Elias.  gunner's  mate,  second  class,  United  States  Navy 
Enlisted :  Newport,  R.  I.,  August  15,  1916. 
Died:  U.  S.  S.  Manley,  March  19.  1918. 
Cause :  Due  to  explosion  on  board. 
Next  of  kin :  Aunt,  Delia  Holladay,  Lyucbburg,  Ohio. 
Brewer,  George  B.,  fireman,  first  class,  United  States  Navy. 
Enlisted :  Dallas,  Tex.,  September  14,  1916. 
Died :  New  York,  N.  Y.,  October  4,  1918. 
Cause:  Broncho-pneumonia. 

Next  of  kin  :  Father,  John  M.  Brewer,  Seligman,  Mo. 
Brewer,  Rolland  Allison,  fireman,  third  class.  United  States  Naval   Reserve 

Force. 
Enlisted:  Chicago,  111.,  July  3,  1918. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  September  28,   1918. 
Cause:  Influenza. 

Next  of  kin :  Grandmother,  Ethel  Herring,  San  Diego,  Calif. 
Brewster,  Albert  Austin,  seaman,  United  States  Navy. 
Enlisted:  New  Haven,  Conn.,  March  27,  1917. 
Died :  L'Orient,  France,  naval  hospital,  September  19,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  William  Brewster,  142  View  Street,  New  Haven,  Conn. 
Brewster,  Walter  James,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enlisted :  Boston,  Mass.,  June  24,  191S. 
Died:  Naval  hospital,  Chelsea,  Mass.,  September  28,  1918. 
Cause:  Influenza. 
Next  of  kin:  Mother,  Annie  Eva  Brewster,  110  Foster  Street,  Brockton, 

Mass. 
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Breyer,  Carl  William,  fireman,  second  class,  United  States  Navy. 
Enlisted:  Cleveland,  Ohio,  May  21,  1917. 
Died :  Naval  hospital,  New  York.  N.  Y.,  March  17,  1918. 
Cause:  Pleurisy. 

Next  of  kin:  Father.  P.  Breyer,  3185  West  Thirty-first  Street   S\\\,  Cleve- 
land, Ohio. 
Bbickell,  Howard  Austin,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted:  Buffalo,  N.  Y.,  May  8,  1918. 
Died:  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 
Cause :  Influenza. 

Next  of  kin:  Mother,   Margaret  Janes  Ellsworth,  124   West  Tenth  Street, 
Jamestown,  N.  Y. 
Bbickley,  Joseph  George,  chief  electrician  (R.),  United  States  Naval  Reserve 
Force. 
Enlisted:  Philadelphia,  Pa.,  January  16,  1918. 
Died :  Philadelphia,  Pa.,  November  3,  1918. 
Cause:  Lobar  pneumonia. 

Next   of  kin:    Wife,    Lucy     L.     Brickley,     6220     Addison     Street,     Phila 
delphia,  Pa. 
Beicko,  Raymond  Matthew,  apprentice  seaman.   United  States  Navy. 
Enlisted:  Milwaukee,  Wis.,  July  19,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 
Cause:  Influenza. 

Next  of  kin:  Mother,  Josephine  Bricko,  R.  F.  I).  1.  Eland,  Wis. 
Bridges,  Earl  Hampton,  seaman,  second  class.  United  States  Navy. 
Enlisted:  El  Paso,  Tex.,  January  19,  1917. 
Died:  Naval  hospital,  Portsmouth,  N.  TI..  March  20,  1918. 
Cause :  Cerebrospinal  fever. 

Next  of  kin:  Mother,  Mamie  Bridges,  Pleasant  Hill,  La. 
Bridges.  Jesse  William,  carpenters'  mate,  second  class,  United  States  Navy. 
Enlisted:  Kansas  City,  Mo.,  April  5,  1918. 
Died :  Quebec,  Canada,  September  25.  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  James  P.  Bridges.  Tonganoxie,  Kans. 
Bridges,  Joseph  Charles,  landsman  for  electrician   (R.).  United  States  Naval 
Reserve  Force. 
Enlisted :  St.  Louis,  Mo.,  June  3,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 
Cause :  Influenza. 

Next   of   kin:   Mother,    Mary   Elizabeth    Bridges,   3840   Page   Avenue,    St. 
Louis,  Mo. 
Brieger,  John  Frank,  seaman,  United  States  Navy. 
Enlisted:  New  York,  N.  Y.,  February  11,  1916. 
Died :  Naval  hospital,  Fort  Lyon,  Colo.,  November  20,  1917. 
Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin  :  Father,  Arthur  Brieger,  620  East  Ninth  Street,  New  York,  N.  Y. 
Briggs,  Augustus  Oemler,  machinist's  mate,  first  class,  United  States  Navy. 
Enlisted :  Savannah,  Ga.,  April  16,  1917. 
Died :  Naval  hospital,  Key  West,  Fla.,  October  28,  1918. 
Cause :  Pneumonia,  lobar. 
Next  of  kin:  Mother,  Ella  Jane  Briggs.  Kellar,  Ga. 
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Bbiggs,  Rotha  Brown,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted  :  Raleigh,  N.  C.,  July  IS,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  19,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  George  A.  Briggs,  R.  F.  D.  2,  Fletcher,  N.  C. 
Bbill,  Benjamin  John,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Milwaukee,  Wis.,  July  13,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Frances  Evans  Brill,  112  Wilson  Street,  Joliet,  111. 
Bbiix,  William  Peter,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Milwaukee,  Wis.,  July  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  Brill,  1091  Spencer  Street,  Appleton,  Wis. 
Bbinghurst,  Edwin  Joseph,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  April  25,  1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  October  23,  1918. 

Cause:  Meningitis,  cerebrospinal. 

Next  of  kin :  Father,  Edward  Bringhurst,  Essington,  Pa. 
Bbinton,  Caleb  Bolivar,  apprentice  seaman,  United  States  Navy. 

Enlisted  :  Salt  Lake  City,  Utah,  October  26,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  March  4,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin:  Father,  Frank  David  Brinton,  R.  F.  D.  4,  Murray,  Utah. 
Bbinton,  Roy  John,  landsman  for  quartermaster  (A.),  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  March  22,  191S. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  9, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  James  Brinton,  14  Schanek  Avenue,  Pen  Argyl,  Pa. 
Bbisk,  William  Frank,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Portland,  Me.,  June  14,  1918. 

Died :  Naval  hospital,  Springfield,  Mass.,  September  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Rachel  Brisk,  1G  Fremont  Street,  Gardiner,  Me. 
Bbisljn,  Timothy  Charles,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Des  Moines,  Iowa,  July  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  James  Brislin,  Box  43,  Dougherty,  Iowa. 
Bbister,  Rorert  Fitch,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  August  G,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Florence  Chatterton  Brister,  473G  Hazel  Avenue, 
Philadelphia,  Pa. 
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Bbistow,  Arthur  Eateix,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Brooklyn,  N.  Y.,  January  22,  1918. 

Died:  Naval  hospital,  Pelliam  Bay  Park,  N.  Y.,  June  15,  1918. 

Cause:  Tuberculosis,  acute  pulmonary  miliary. 

Next  of  kind :  Mother,  Jane  R.  Bristow,  2105  Beverly  Road,  Brooklyn,  N.  Y. 
Bbitt,  George,  landsman  for  quartermaster  (A),  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  December  12.  1917. 

Died :  Naval  air  station,  Eastleigh,  England,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Barbara  Britt,  Renwick,  Iowa. 
Bbitt,  William  Joseph,  landsman  for  machinist's  mate   (A),  United  States 
Naval  Reserve  Force. 

Enlisted:  Great  Lakes,  111.,  June  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Hannah  Britt,  Delhi,  Iowa. 
Brock,  Emlon  Jefferson,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Birmingham,  Ala.,  May  7,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  6,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Thomas  Jefferson  Brock,  Graceville,  Fla. 
Bbock,  Marsdon,  mess  attendant,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Norfolk,  Va.,  June  11,  1918. 

Died :  Naval  base,  naval  hospital,  Virginia,  October  25,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Estana  Brock,  Mount  Olive,  N.  C. 
Bbockman,  Anthony  Cornelius,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  April  24,  191G. 

Died :  U.  S.  S.  Mercy,  October  3,  1918. 

Cause  of  death :  Lobar  pneumonia. 

Next  of  kin:  Sister,  Frances  Prinzbach,  440  Klotter   Street,  Cincinnati, 
Ohio. 
Bbockman,  Emil  Jennings,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  St.  Louis,  Mo.,  June  12,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  13,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  James  Arthur  Brockman,  Ulman,  Mo. 
Bboderick,  Philip  Joseph,  apprentice  seaman,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  August  9,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  19,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  Philip  J.  Broderick,  513  East  Eighty-eighth  Street, 
New  York,  N.  Y. 
Bboegger,  Joseph  William,  water  tender,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  June  4,  1915. 

Died:  U.  S.  S.  Tjisenbavg,  September  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Rose  Broegger,  1131  North  Fourth  Street,  Philadel- 
phia, Pa. 


138 

Brokaw,  Sherman  Seat,  searnan,  United  States  Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  April  3,  1917. 

Died:  U.  S.  S.  Shada,  December  13,  1917. 

Cause:  Lost  overboard. 

Next  of  kin :  Father.  Vernon  s.  Brokaw,  86  South  Central  Avenue,  Wollas- 
tox,  Mass. 
Brooks,  Harold  Flotjbnoy,  yeoman,  second  class,  United  States  Naval  Unserve 
Force. 

Enlisted:  Washington,  D.  C,  June  29,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  6,  1918. 

( 'aiise :  Pneumonia. 

Next  of  kin:  Father,   William    Flournoy  Brooks,  1450  Irving  Street  NW., 
Washington,  D.  C. 
Brooks,  Jessie  Walter,  seaman,  United  States  Navy. 

Enlisted:  Dallas,   Tex.,   March  12,   1917. 

Died :  Naval  hospital,  New  York,  N.  Y..  April  4,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin:  Mrs.  Polly  A.   F.  Bounds,  Thirty-sixth  and   I  Ionian  Avenue, 
Waco,  Tex. 
Brooks,  Joseph   Bryan,    fireman,    third   class,    United    states   Naval    Reserve 
Force. 

Enlisted:  Norfolk.  Va.,  July  2,  1918. 

Died:  U.  S.  S.  Mercy,  October  13,  1918. 

Cause :  Broncho  pneumonia. 

Next  of  kin :  Father,  Edward  J.  Brooks,  Bath,  N.  C. 
Brooks,  Josephus  P.,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Birmingham.  Ala.,  July  2,  1918. 

Died:  Receiving  ship.  Boston,  Mass..  Septemhor  18,  1918. 

Cause:  Influenza. 

Next  of  kin:  Brother,  Daniel  Brooks,  Elba,  Ala. 
Brooks,  Phiixtp,  seaman,  second  class,  N.  N.  V. 

Enlisted:  Chicago,  111.,  April  3,  1917. 

Died:  U.  S.  S.  Weildrecht,  July  13,  1918. 

Cause :  Diptheria. 

Next  of  kin :  Father,  James  Brooks,  5037  Keumore  Avenue.  Chicago,  111. 
Buostkom.  Care  Frederick,  landsman  for  electrician   (G.),  United  Stntes  Navy 

Enlisted  :  New  York.  N.  Y.,  May  17,  1918. 

Died:  Naval  hospital.  Newport,  R.  L,  October  29,  1918. 

Cause:  Abscess  of  kidney. 

Next  of  kin  :  Mother,  Edith  Brosfrom.  051  College  Avenue,  New  York,  N.  Y. 
Brouohton,   Lynnk   Owen,    apprentice   seaman,   Tinted    States   Naval    Reserve 
Force. 

Enlisted:  Louisville,  Ky..  July  30,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111..  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin:  Sister,  Mrs.  Myrtle  Sewell,  Lexington,  Ky. 
Brow,  John  Neuman,  seaman,  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  December  2,  1914. 

Died:  Navy  yard,  Norfolk,  Va.,  December  18.  1917. 

Cause:  Carbolic  acid  poisoning. 

Next  of  kin:  Father.  John  Richard  Brown,  Tenton,  Mich. 
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Brown,  Allie  Richard,  fireman,  first  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  December  29,  1913. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Brother,  Ira  Brown,  1108  Tennessee  Street,  Vallejo,  Calif. 
Urown,  Andrew  Jack,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  June  29,  1918. 

Died :  Gallops  Island,  Mass.,  September  25,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Fairy  Jenkins,  19  Francis  Street,  Charleston,  S.  C. 
Brown,  Andrew  Lewis,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  December  3,  1917. 

Died :  Naval  hospital,  New  York.  N.  Y.,  February  11,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Lena  Brown,  Throckmorton  Street,  Freehold,  N.  J. 
Brown,  Bernard,  mess  attendant,  first  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  September  18,  1917. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Wife,  Minnie  Brown,  1519  Dickinson  Street,  Philadelphia,  Pa. 
Brown,  Charles  LaRay,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted :  Washington,  D.  C,  May  2,  1916. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  September  24,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Sophia  Brown,  2018  H  Street  NW.,  Washington,  D.  C. 
Brown,  Charles  William  Everett,  seaman,  second  class.  United  States  Naval 
Reserve  Force. 

Enlisted :  Boston,  Mass.,  March  11,  1918. 

Died:  Naval  training  camp,  Bu/nkin  Island,  Mass.,  May  11,  1918. 

Cause:  Fractured  skull. 

Next  of  kin :  Mother,  Ida  May  Brown,  Revere,  Mass. 
Brown,  Clifford,  Wiley,  seaman,  second  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  May  19,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  February  13,  1918. 

Cause:  Rheumatic  fever. 

Next  of  kin:  Mother,  Hattie  W.  Brown,  R.  F.  D.  3.  box  13S,  Oregon  City, 
Oreg. 
Brown,  Edward  Joseph,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enlisted:  Washington,  D.  C,  June  13,  1918. 

Died :  At  home,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mary  Louisa  Brown,  827  Fourth  Streel   NB.,  Wash- 
ington, D.  C. 
Brown,  Ekoch  Garrett,  chief  water  tender,  United  States  Navy 

Enlisted :  Norfolk,  Va.,  May  6,  191 G. 

Died :  U.  S.  S.  Mercy,  September  28,  1918. 

Cause:  Influenza. 

•  Next  of  kin :  Brother,  Paul  E.  Brown,  Port  Hayward,  Va. 
Bbown,  Fred  Herman,  apprentice  seaman,  United  States  Naval  Reserve  Puree. 

Enlisted :  Milwaukee,  Wis.,  July  2G,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Brother,  William  Guest  Brown,  Poy  Sippi,  Wis. 
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Beown,  George  Esten,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Brooklyn,  N.  Y.,  June  1,  1918. 

Died:  Pauillac,  France,  October  15,  1918. 

Cause:  Pneumonia. 

Nest  of  kin :  Sister,  Mabel  Norris  Brown,  Elm  Street,  Westfleld,  N.  J. 
Brown,  Harry  James,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  July  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  12,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  James  Brown,  223  West  Spring  Street,  Titusville,  Pa. 
Beown,  Henry  Sq^jakes,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Sayville,  Long  Island,  N.  Y.,  July  24,  191S. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Ethel  Louise  Brown,  East  Moriches,  Long  Island,  N.  Y. 
Beown,  James  Wilson,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Cincinnati,  Ohio,  June  3,  1918. 

Died :  U.  S.  S.  Matsonia,  September  6,  1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  James  W.  Brown,  316  Oak  Street,  Cincinnati,  Ohio. 
Beown,  John  Cleveland,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Raleigh,  N.  C,  September  25,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Father,  John  D.  Brown,  Wallace,  N.  C. 
Beown,  John  Dewey,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  April  9,  1917. 

Died :  U.  S.  S.  Rappahannock,  April  G,  1918. 

Cause:  Strangulation. 

Next  of  kin :  Mother,  Mary  Brown,  Bowdoinham,  Me. 
Beown.  Lee,  fireman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Raleigh,  N.  C,  February  14,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  18,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Ella  Brown,  Seneca,  Mo. 
Beown,  Louis  Henry,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Newark,  N.  J.,  May  31,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  30,  1918. 

Cause :  Bronchial  pneumonia. 

Next  of  kin :  Father,  William  Brown,  Boonton  Avenue,  Butler,  N.  J. 
Beown,  Loyd  Absolum,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Norfolk,  Va.,  June  1,  1918. 

Died :  U.  S.  S.  Georgia,  September  29,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Bettie  Brown,  R.  F.  D.  1,  box  104,  Jacksonville,  N.  O. 
Beown,  Millard  Fletcher,  electrician,  third  class  (R),  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  April  25,  1917. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  February  28,  1918. 

Cause:  Appendicitis,  acute. 

Next  of  kin :  Mother,  Lue  Brown,  1123  East  Church  Street,  Stockton,  Calif. 
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Bbown,  Raymor  Rtley,  pharmacist's  mate,  third  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  June  11,  1917. 

Died:  France,  October  7,  1918. 

Cause:  Killed  in  action. 

Next  of  kin :  Mother,  Lucy  W.  Brown,  Rochmart,  Ga. 
Bbown,  Robert  Roy,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  May  31,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Eliza  J.  Brown,  Liberty  Hill,  Williamson,  Tex. 
Bbown,  Robert  S.,  Jr.,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  October  23,  1916. 

Died:  Naval  station,  Cavite,  P.  I.,  January  4,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  R.  S.  Brown,  R.  R.  2,  Pottsboro,  Tex. 
Bbown,  Stephen  Edwin,  Jr.,  hospital  apprentice,  second  class,  United  States 
Navy. 

Enlisted :  St.  Louis,  Mo.,  May  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  19,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Stephen  E.  Brown,  sr.,  Fayette,  Mo. 
Bbown,  Thomas  Sidney,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  October  24.  1917. 

Died :  U.  S.  S.  Solace,  October  13,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Isaac  Brown,  Prendal,  Wash. 
Bbown,  Verne  Aldwin,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  November  21,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  May  30,  1918. 

Cause:  Measles. 

Next  of  kin :  Mabel  Brown,  Oxford,  Kans. 

Bbown,  William  Feedebick,  chief  machinist's  mate,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Boston,  Mass.,  February  12,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  March  16,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Wife,  Minnie  M.  Brown,  250  Rogers  Street,  Lowell,  Mass. 
Browne,  George  C,  chief  water  tender,  United  States  Naval  Reserve  Force. 

Enlisted :  Puget  Sound,  Wash.,  November  2,  1917. 

Died :  U.  S.  S.  Great  Northern,  May  10,  191S. 

Cause:  Angina  ludovici. 

Next  of  kin :  Sister,  Mrs.  Elizabeth  J.  Pay,  1123  South  Race  Street,  Spo- 
kane, Wash. 
Bbowne,  Willis  Quincy,  warrant  officer's  cook,  United  States  Naval  Reserve 
Force. 

Enlisted:  Boston,  Mass.,  July  15,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  August  26,  1918. 

Cause:  Malignant  tumor. 

Next  of  kin:  Sister.  Hattie  Waldon,  916  Smith  Street,  Norfolk,  Va 
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Brownell,  Lawrence  William,   electrician,  third  class.   United   States  Naval 

Reserve  Force. 
Enlisted:  Great  Lakes,  111.,  October  22,  1917. 
Died :  Naval  hospital,  Great  Lakes,  111.,  December  19,  1917. 
Cause :  Pneumonia,  lobar. 
Next    of    kin:    Grandmother,    Elizabeth    Brownell,    252    Melrose    Avenue. 

Elgin,  111. 
Bkowner,  Edward  Bryan,   apprentice   seaman.  United   States  Naval    Reserve 

Force. 
Enlisted :  Louisville,  Ky.,  July  31,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Rosa  Browner,  McKinney,  Ky. 
Brownley,  Stanley  Edward,  quartermaster,  second  class,  United  States  Naval 

Reserve  Force. 
Enlisted :  New  York,  N.  Y.,  July  23,  1917. 

Died:  Naval  base  hospital,  No.  5,  Brest,  France,  October  2,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mary  V.  Brownley,  Quinn,  Va. 
Brownmlller,  George  Washington,  fireman,  third  class,  United  States  Naval 

Reserve  Force. 
Enlisted :  Omaha,  Nebr.,  May  8,  1918. 

Died:  Naval  hospital,  Greal   Lakes,  111.,  September  19,  1918. 
Cause:  Influenza. 

Next  of  kin:  Mother,  Mary  V.  Brownmiller,  Quiney,  [owa. 
Brubaker,   Moses   Jerome,   apprentice   seaman.    United    States    Naval    Reserve 

Force. 
Enlisted :  Philadelphia,  Pa.,  July  3, 1918. 
Died:  Naval  hospital,  Puget  Sound,  Wash.,  September  24.  L918. 
Cause :  Lobar  pneumonia. 

Next  of  kin :  Father,  Thomas  Brubaker.  Elvesson,  Pa. 
Bruce,  Charles  Wesley,  seaman,  second  class  United   States  Naval   Keserw 

Force. 
Enlisted :  Salt  Lake  Ctiy,  Utah,  May  29,  1918. 
Died:  Submarine  base.  Coco  Solo   (Panama   Hospital),  <''>lon,  October  15. 

191S. 
Cause :  Typhoid  fever. 

Next  of  kin  :  Father.  Thomas  Bruce,  Wooldridge,  Mont. 
Bruce,  Daniel  Eldred,  apprentice  seaman.  United  Slates  Naval  Reserve  Force 
Enlisted :  San  Francisco,  Calif.,.August  14,  1918. 
Died:  Mare  Island  Navy  Yard,  Calif.,  October  19,  1918. 
Cause :  Influenza. 

Next  of  kin:  Wife.   Hazel   Viola    Bruce,  1165  O'Farrell    Street,   San    Fran- 
cisco, Calif. 
Bruce,  Frank  William,  rireman,  second  class,  United  States  Navy. 
Enlisted :  Portland,  Oreg.,  July  5,  1917. 
Died :  Naval  hospital,  New  York,  N.  Y.,  October  31, 1918. 
Cause :  Pneumonia,  broncho. 
Next   of  kin:    Mother.   Clara   Bertha    Bruce.    455   Alder    Street,    Portland 

Oreg. 
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Bruce,  Guy  W.,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  May  5,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  June  8,  1917. 

Cause:  Stomatitis  (inanition). 

Next  of  kin :  Father,  Harvey  G.  Bruce,  White  River,  S.  Dak. 
Bruce,  Joseph  Arthur,   seaman,  second  class.   United   States  Naval   Reserve 
Force. 

Enlisted :  Boston,  Mass.,  June  17,  1918. 

Died :  Gallops  Island,  Boston,  Mass.,  September  30,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Guardian,  Peter  Joseph  Dugan,  171  Summer  Street,  Waltham, 
Mass. 
Bruce,  William  Georce,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Williamsport,  Pa.,  May  1,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  29,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  George  W.  Bruce,  Constable,  N.  Y. 
Bruesch,  Harold  Charles,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Great  Lakes,  111.,  July  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Lillian  Bruesch,  4034  Monroe  Street,  Chicago,  111. 
Bruhn,  Rolf,  ship  fitter,  first  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  April  27,  1918. 

Died :  Willard  Parker  Hospital,  New  York,  October  29,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Brother,  Svend  Bruhn,  Enumclaw,  Wash. 
Bruker,  Francis  Hobart,  yeoman,  first  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  February  17,  1916. 

Died :  Navy  Base  Hospital  No.  5,  October  23,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  May  Frances  Bruker,  758  Ashbury  Street,  San  Fran- 
cisco, Calif. 
Brumbaugh,  Basil  Floyd,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  November  11,  1915. 

Died :  U.  S.  S.  St.  Louis,  January  20,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kind :  Father,  George  W.  Brumbaugh,  Franklin,  Nebr. 
Brundrett,  Oscar  Bernard,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  August  12,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  19,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Hattie  Brundrett,  Rockport,  Tex. 
Brunell,  Andrew  Roy,  water  tender,  United  States  Navy. 

Enlisted :  Mare  Island,  Calif.,  May  23,  1917. 

Died :  Section  1,  fifth  naval  district,  Baltimore,  Md.,  October  9.  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Mother.  Mrs.  Millie  Mosser,  2063  Encinal   Avenue.  Alameda, 
Calif. 
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Brunell,  Omer  Habry,  fireman,  third  class,  United  States  Naval  Reserve  Force, 

Enlisted :  Milwaukee,  Wis.,  August  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Aunt,  Mary  Preant,  post-office  box  317,  Ironwood,  Mich. 
Brunkhardt,  John  W.,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Brooklyn,  N.  Y.,  May  26,  1917. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause:  Died  when  vessel  was  sunk. 

Next  of  kin :  Mother,  Ellen  Brunkhardt,  314  Wierfield  Street,  Brooklyn, 
N.  Y. 
Bb-jnn,  George,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Knlisted:  Minneapolis,  Minn.,  May  22,  1918. 

Died:  Naval  hospital,  Puget  Sound,  Wash.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ingebur  Smith  Brunt,  Pinewood,  Minn. 
Brunnlr,  Frank,  seaman,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  February  25,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  22,  191S. 

Cause :  Broncho-pueumonia. 

Next  of  kin :  Jacob  Brunner,  466  Oak  Street,  San  Francisco,  Calif. 
Bryan,   David  Stewart,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Jacksonville,  Fla.,  April  12,  1918. 

Died :  Naval  section  base,  Jacksonville,  Fla.,  October  12,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Louisa  Norton  Bryan,  Kissimmee,  Fla. 
Bryan,  George  Frederick,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  March  30,  1917. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Father,  John  T.  Bryan,  34  Quincy,  Quincy,  Mass. 
Bryan,  J.  Coy,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Birmingham,  Ala.,  July  15,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  5,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Jim  Gilbert  Bryan,  R.  3,  box  9,  Cullman,  Ala. 
Buchanan,  Charles  Francis  Douglas,  seaman,  second  class,  United  States 
Navy. 

Enlisted:  Philadelphia,  Pa.,  April  15,  1917. 

Died :  Naval  hospital,  Annapolis,  Md.,  January  4,  1918. 

Cause:  Gunshot  wound. 

Next  of  kin :  Father,  Charles  D.  Buchanan,  209  Morgan  Street,  Weehawken, 
N.  J. 
Bucholz,  John,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  June  1,  1917. 

Died  :  U.  S.  S.  Mercy,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Anna  Bucholz,  2117  Cortland  Street,  Chicago,  111. 
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Buck,  Gut  Marion,  apprentice  seaman,  United  States  Naval  Reserve  Force- 
Enlisted  :  Kansas  City,  Mo.,  July  23,  1918. 
Died:  Naval  hospital,  Great  Lakes,  111.,  November  7,  1918. 
Cause:  Cerebrospinal  fever. 

Next  of  kin:  Father,  Edward  Buck,  Millville,  Pa. 
Buckley,  Jeremiah  Joseph,  seaman,  United  States  Navy. 
Enlisted :    Boston,  Mass.,  May  9,  1917. 
Died :  U.  S.  S.  Georgia,  September  30,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  John  Buckley,  5  Carroll  Street,  Chelsea,  Mass. 
Buckley,  Laurence  Iven,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Milwaukee,  Wis.,  June  2,  1917. 
Died :  Naval  training  station,  Great  Lakes,   111.,   died   while  on  leave  at 

home,  April  6,  1918. 
Cause:  Diphtheria. 

Next  of  kin :  Father,  James  Buckley,  410  Cottage  Street,  Whitewater,  Wis. 
Buckley,  Leo  Joseph,  seaman,  United  States  Naval  Reserve  Force. 
Enlisted:  Boston,  Mass.,  April  24,  1917. 
Died :  U.  S.  S.  Dixie,  S.  P.  701,  June  11, 1918. 
Cause:  Drowned. 

Next  of  kin :  Mother,  Nellie  Buckley,  Whitman,  Mass.,  S4  Star  Street. 
Buckman,  Harry  Edward,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 
Enlisted:  Milwaukee,  Wis.,  August  6,  1918. 

Died:  Naval  training  station,  Great  Lakes,  111.,  September  27,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Laura  Buckman,  1245  Day  Street,  Green  Bay,  Wis. 
Buckner,  Miles  Franklin,  apprentice  seaman,  United  States  Navy. 
Enlisted:  New  Orleans,  La.,  April  3,  1917. 
Died:  Naval  hospital,  Great  Lakes,  111.,  May  17,  1917. 
Cause:  Cerebrospinal  fever  (pleurisy  suppurative). 
Next  of  kin :  Mrs.  Louella  Florence  Buckner,  Morris,  La. 
Budd,  Thomas  Virgal,  fireman,  second  class,  United  States  Navy. 
Enlisted:  Detroit,  Mich.,  May  19,  1917. 
Died:  Naval  hospital,  Philadelphia,  Pa.,  March  11,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Delia  Budd,  Medaryville,  Ind. 
Buddemeyer,  Clifford  William,  fireman,  third  class,  United  States  Naval  Re- 
serve Force. 
Enlisted :  Cincinnati,  Ohio,  July  22,  1918. 
Died :  U.  S.  S.  Maine,  October  2,  1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  William  Henry  Buddemeyer,  1G32  Main  Street,  Cin- 
cinnati, Ohio. 

Buder,  Max  Felix  Gustav,  fireman,  second  class,  United  States  Navy. 
Enlisted:  Boston,  Mass.,  July  11,  1917. 
Died :  U.  S.  A.  C.  T.  Ticondcroga,  September  5,  1918. 
Cause:  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Max  Buder.  father,  10  Days  Lane,  Webster,  Mass. 
174483—20 10 
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Buerger,  William  Eiin.,  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  January  30,  1917. 

Died :  U.  S.  S.  Burrows,  March  9,  1918. 

Cause:  Fractured  skull. 

Next  of  kin :  Mother,  Mrs.  Gustav  Manther,  Fourteenth  Street  Avenue,  D., 
College  Point,  Long  Island,  N.  Y. 
Bulay,  William,  gunner's  mate,  first  class,  United  States  Navy. 

Enlisted :  Annapolis,  Md.,  December  4,  1911. 

Died :  U.  S.  S.  Reina  Mercedes,  November  8,  1917. 

Cause:  Valvular  disease,  chronic  cardiac. 

Next  of  kin :  Wife,  Flora  E.  Bulay,  G5  Calvert  Street,  Annapolis,  Md. 
Bullinger,  Fred  Oliver,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  October  23,  1914. 

Died :  Navy  collier  Cyclops,  June  14,  191S. 

Cause:  On  board  missing  Cyclops. 

Next  of  kin :  Father,  H.  E.  Bullinger,  Wichita,  Kans. 
Bullock,  Charles  Eldon,  shipfitter,  first  class,  United  States  Navy. 

Enlisted:  El  Paso,  Tex.,  May  10,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  April  21,  1918. 

Cause:  Syphilis. 

Next  of  kin :  Mother,  Alice  Bullock,  G.  D.,  Severy,  Kans. 

Bumgarner,  Benjamin  Franklin,  seaman,  second  class,  United  States  Naval 

Reserve  Force. 
Enlisted:  Pnrkersburg,  W.  Va.,  May  23,  1918. 
Died :  No.  3  hospital,  Leith,  Scotland,  November  2,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Bennie  K.  Bumgarner,  Spilman,  W.  Va. 
Bumiller,  William,  ship's  cook,  third  class,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  April  11,  1918. 

Died :  Naval  air  station,  Bay  Shore,  Long  Island,  N.  Y.,  August  22,  1918. 
Cause:  Result  of  broken  neck. 
Next  of  kin:   Mother,  Elizabeth   Bumiller,   108  West  One  hundred   and 

seventh  Street,  New  York,  N.  Y. 
Bumstead,  Maurice  Griffin,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Boston,  Mass.,  March  15,  1917. 
Died:  Naval  hospital,  New  York,  N.  Y.,  March  25,  191S. 
Cause:  Tuberculosis,  chronic  pulmonary. 
Next  of  kin:  Mother,  Mary  B.  Bumstead,  43  Austin  Street,  Charlestown, 

Mass. 
Bundrick,  Carl  Chester,   apprentice  seaman,  United  States  Naval  Reserve 

Force. 
Enlisted :  Columbia,  S.  C,  July  16,  1918. 
Died :  Naval  hospital,  Charleston,  S.  C,  October  1G,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  Thomas  O.  Bundrick,  R.  2,  Pomaria,  S.  C. 
Bunting,  Simon,  landsman  for  baker,  United  States  Naval  Reserve  Force. 
Enlisted :  Buffalo,  N.  Y.,  May  14,  191S. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 
Cause:  Influenza. 
Next  of  kin :  Father,  James  Bunting,  55  Howard  Street,  Detroit,  Mich. 
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Burbridge,  James  Milton,  quartermaster,  first  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Kansas  City,  Mo.,  August  7,  1918. 

Died :  Naval  hospital,  League  Island,  Pa.,  September  23,  1918. 

Cause: Influenza. 

Next  of  kin :   Wife,  Edna  Mae  Burbridge,   6244  East  Fourteenth  Street, 
Kansas  City,  Mo. 
BtrBCH,  James  Madison,  landsman  for  electrician    (R.),  United  States  Naval 
Reserve  Force. 

Enlisted:  Louisville,  Ky.,  May  15,  191S. 

Died :  Naval  aviation  repair  base,  Eastleigh,  England,  October  6,  1918. 

Cause:  Pneumonia,  broncho. 

Nest  of  kiu:  Brother,  Harold  W.  Burch,  Jackson,  Tenn. 
Burch,  Joseph  Ernest,  machinist's  mate,  first  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  August  2.  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  8,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  William  L.  Burch,  Plant  City,  Fla. 
Btjkckhartt,  Montgomery  Pike,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  June  8,  1917. 

Died :  Naval  hospital,  Portsmouth,  Va.,  April  18,  1918. 

Cause:  Tuberculosis. 

Next  of  kin:  Father,  William  J.  Burckhartt,  608  South   Vaughn   Street, 
Cleburne,  Tex. 
Burdet,  Francis,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  April  22,  1917. 

Died:  U.  S.  S.  America,  December  2,  1917. 

Cause:  Heart  failure. 

Next  of  kin:  Father,  Gustave  Burdet,  650  Brown  Avenue,  Knoxville,  Tenn. 
Burford,   Edward  Scott,   chief  quartermasler,    United    States   Naval    Reserve 
Force. 

Enlisted :  Richmond,  Va.,  May  15,  1917. 

Died :  Naval  hospital,  Fort  Lyons,  Colo.,  October  8,  1918. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Father,  Mallie  D.  Burford,  Waugh,  Va. 
Burgess,  Lenon  Thomas,  baker,  second  class,  United  States  Navy. 

Enlisted :  Dallas.  Tex.,  April  15,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Stella  Burgess,  Burlington,  Tex. 
Burgett,  Paul,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Peoria,  111.,  April  23,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  May  13,  1917. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Father,  William  C.  Burgett,  Lewiston,  111. 
Burk,  Frank  William,  pharmacist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  December  10,  1915. 

Died:  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin:  Mother,  Ivy  L.  Burk,  1313  East  Sixth  Street,  Sioux   Falls, 
S.  Dak. 
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Burk,  Irwin  Earl,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Detroit,  Mich.,  July  19,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Myrtle  Wilson  Burk,  R.  F.  D.  No.  5,  Elsie,  Mich. 
Burkart,  Roy  Louis,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  March  28,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  February  20,  1918. 

Cause :  Pneumonia  lobar. 

Next  of  kin :  Father,  Euin  F.  Burkart,  1420  New  York  Avenue,  Fort  Worth, 
Tex. 

Burke,  Edmund  Cornelius,   landsman  electrician    (R),  United   States  Naval 
Reserve  Force. 

Enlisted :  Detroit,  Mich.,  April  25,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  18,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mary  O'Leary  Burke,  Cladwin,  Mich. 
Burke,  James,  mess  attendant,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Atlanta,  Ga.,  July  24,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  30,  1918. 

Cause:  Bronchial  pneumonia. 

Next  of  kin :  Mother,  Annie  Chance  Burke,  405  Ninth  Street,  Waynesboro, 
Ga. 
Burke,  Myles  Martin,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted :  Allentown,  Pa.,  April  18,  1917. 

Died :  Navy  base  hospital  No.  5,  Brest  France,  October  2,  1918. 

Cause :  Meningitis,  cerebrospinal. 

Next  of  kin :  Father,  John  J.  Burke,  Connerton,  Pa. 
Burke,  Ralph,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Portland,  Me.,  June  2,  1917. 

Died:  U.  S.  S.  Mount  Vcmon,  September  5,  1918. 

Cause:  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Mother,  Mrs.  Lizzie  Sylvester,  23  Lennox  Avenue,  Norwood, 
Mass. 
Burke.  Richard,  water  tender.  United  States  Navy. 

Enlisted:  Boston,  Mass.,  May  19,  1917. 

Died:  U.  S.  S.  Manley,  March  19,  1918. 

Cause:  Injuries  received  in  explosion. 

Next  of  kin :  Sister,  Katherine  Welch,  114  Central  Avenue,  Chelsea,  Mass. 
Burkhart,  Walter  Westley.  boatswain's  mate,  first  class,  United  States  Navy. 
Enlisted:  New  Orleans,  La.,  February  21,  1918. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  14,  1918. 
Cause :   Pneumonia,   broncho. 

Next  of  kin:  Sister,  Nina  E.  Burkhart,  2501  North  Broadway,  Knoxvllle, 
Tenn. 

Bubks,  Elzte  Ozy,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Nashville,  Tenn.,  November  27,  1917. 
Died :  Naval  hospital,  Philadelphia,  Pa!,  September  28,  1918. 
Cause :    Influenza. 
Next  of  kin :  Mother,  Sudia  Burks,  Adamsville,  Tenn. 


149 

Bubnett,  Bbyan  Scott,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Kansas  City,  Mo.,  November  2G,  1917. 
Died:  Naval  station,  Great  Lakes,  111.,  April  22,  191S. 
Cause :    Pleurisy,    suppurative. 

Next  of  kin :  Father,  Harrison  L.  Burnett,  La  Cygne,  Kans. 
Bubnett,  Chabi.es  Milton,  landsman  for  musician,  United  States  Naval  Re- 
serve  Force. 
Enlisted:  Cincinnati,  Ohio,  June  17,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 
Cause :   Influenza. 

Next  of  kin :  Mother,  Anna  Burnett,  2G2  Cypress  Street,  Columbus,  Ohio. 
Bubnett,  Claud,  fireman,  second  class,  United  States  Navy. 
Enlisted :  St.  Louis,  Mo.,  December  14,  1917. 
Died :  Navy  base  hospital  No.  5,  October  4,  1918. 
Cause :    Pneumonia. 

Next  of  kin :  Mother,  Lydia  Denton,  Bladen,  Nebr. 
Bubnett,  Dewey,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enlisted:  Buffalo,  N.  Y.,  August  7,  1918. 
Died :  Naval  hospital  Great  Lakes,  111.,  September  22,  1918. 
Cause :    Influenza. 

Next  of  kin :  Father,  George  Burnett.  Webster,  N.  Y. 
Bubns,  Clabe  Henby,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  August  2,  1918.  , 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 
-    Cause :    Influenza. 

Next  of  kin  :  Aunt,  Mrs.  Elzie  Worch,  55  Connecticut  Avenue,  Detroit,  Mich. 
Bubns,  David  Evans,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted:  Buffalo,  N.  Y.,  May  31,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Doris  Ette  Burns,  Holland,  N.  Y. 
Bubns,  Denis  Daniel,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Chicago,  111.,  March  6,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  May  5,  1917. 
Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  John  J.  Burns,  5630  Bishop  Street,  Chicago,  111. 
Bubns,   Edwabd   James,    fireman,   third    class,   United   States   Naval    Reserve 
Force. 
Enlisted :  Detroit,  Mich.,  June  28,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 
Cause: Influenza. 

Next  of  kin:  Father,  Thomas  John  Burns,  2873  West  Grant  Boulevard, 
Detroit,  Mich. 
Bubns,  Ebnest,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enlisted:  Cleveland,  Ohio,  May  14,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  John  Burns,  316  Union  Street,  Ashland,  Ohio. 
Bubns,  Ebnest  Vincen,  fireman,  third  class,  United  States  Naval  Reserve  Force. 
Enlisted:  Indianapolis,  Ind.,  July  5,  1918. 
Died :  U.  S.  S.  Delaware,  October  16,  1918. 
Cause:  Compression  of  thorax. 
Next  of  kin :  Mother.  Rhoda  Burns,  R.  F.  D.  1,  Grass  Creek.  Ind. 
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Burns,  George  Alfred,  seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enlisted:  Boston,  Mass.,  December  13,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  Februa/y  27,  1918. 

Cause:  Dilation,  acute  cardiac. 

Next  of  kin:  Father,  William  Burns,  52  Bonaire  Street,  Somerville,  Masa. 
Burns,  James,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Cavite,  P.  I.,  January  11,  1910. 

Died:  U.  S.  S.  Whipple,  September  2G,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Brother,  William  R.  Burns,  1002  Iris  Street,  Lake  Charles, 
La. 
Burns,  Maurice  Frederick,  firemsin,  third  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  June  4,  1917. 

Died:  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause:  Killed  in  battle  with  enemy  submarine. 

Next  of  kin:   Father,  Heury  J.  Burns,  129  Eutah   Street,  East  Boston, 
Mass. 
Burns,  William  Joseph,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  February  10,  1917. 

Died :  U.  S.  S.  Sampson,  July  25,  1918. 

Cause:  Poison,  arsenobienzal   (acute). 

Next  of  kin:  Mother,  Mary  Burns,  23  Harmony  Street,  Cohoes,  N.  Y. 
Burkes.  Ciiari.es  Coi.rkiuson,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enlisted:  Los  Angeles,  Calif.,  September  13,  1917. 

Died:  Nava!  hospital,  New  York,  N.  Y.,  May  14,  1S!!S. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Jessie  McClaim  Burres,  415  East  Forty-first  Street,  Los 
Angeles,  Calif. 
Burrts,  Don  Mullins,.  fireman,  third  class,  United  States  Navy. 

Enlisted:  Louisville,  Ky.,  December  1,  1917. 

Died:  Naval  station,  Great  Lakes,  111.,  March  11,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin:  Mother,  Sallie  Campbell,  422  Johnson  Avenue,  Lexington,  Ky. 
Burrow,  James  Sanford,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Little  Rock,  Ark.,  May  17,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Nan  Burton,  Eagle  Mills,  Ark. 
Burt,  Gerald  Willis,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Syracuse,  N.  Y.,  July  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Shirley  Francis  Burt,  Russell,  N.  Y. 
Burton,  Evan  William,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia.  Pa.,  February  14,  1918. 

Died:  U.  S.  S.  El  Capilan,  July  G,  1918. 

Cause:  Wounds  received  in  auto  accident. 

Next  of  kin:  Mother,  Margaret  Frederick,  653  North  Forty-sixth  Street, 
Philadelphia,  Pa. 
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Burton,  Harry  Hamilton,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  June  13,  1917. 

Died:  Marine  barracks,  Quantico,  Va.,  September  2G,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Hamilton  A.  Burton,  427  Buchanan  Street,  Bristol,  Va. 
Burton,  Richard,  Jr.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  March  31,  1917. 

Died :  Philadelphia,  Pa.,  December  12,  1917. 

Cause:  Skull  crushed  by  trolley  car. 

Next  of  kin:  Wife,  Cathrine  Ella  Burton,  1705  Juniata  Street,  Philadel- 
phia, Pa. 
Burwkll,  Cloyd  Ray,  landsman  for  machinist's  mate  (A),  United  States  Naval 
Reserve  Force. 

Enlisted:  Cincinnati,  Ohio,  July  IS,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Henry  F.  Burwell,  Leipsic,  Ohio.  i 

Busch,  Charles  Edward,  coxswain,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  June  1G,  1915. 

Died :  U.  S.  S.  Villalobos,  April  1G,  1917. 

Cause:  Lobar  pneumonia. 

Next  of  kin:  Mother,  Mary  Cathrine  Busch,  109  Riverside,  Beaumont,  Tex. 
Bush,  Arthur,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Newark,  N.  J.,  June  G,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  14,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  John  Bush,  4  Charlton  Street,  Princeton,  N.  J. 
Busn,  Howard  Jackson,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Newport,  R.  I.,  May  4,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  14,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Frank  J.  Bush,  130  Prospect  Street,  Gloverville,  N.  Y. 
Bush,  James  Henry,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  March  24,  1917. 

Died :  U.  S.  S.  Wninwright,  August  4,  1917. 

Cause:  Drowned. 

Next  of  kin :  Anna  Bush,  3G  Swan  Street,  Brockton,  Mass. 
Bush,  John  Harrison,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  July  5,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  January  8,  1918. 

Cause:  Mastoiditis,  acute. 

Next  of  kin :  Father,  William  Griffith  Bush,  Sardis,  Miss. 
Bush,   Louis   William,    commissary    steward,   United    States   Naval    Reserve 
Force. 

Enlisted:  New  York,  N.  Y„  April  2G,  1918. 

Died:  Navy  hospital,  L'Orient,  France,  October  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin:   Mother,   Sarah  William  Bush,   195  Walnut  Street,   Mont- 
clair,  N.  J. 
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Bush,  William  Frederick,  electrician,  third  class  (It),  United  States  Navy- 
Enlisted  :  Nashville,  Tenn.,  July  3,  1917. 
Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 
Cause :  Lost  life  in  sinking  of  vessel. 
Next  of  kin :  Father,  John  Bush,  Danville,  Tenn. 
Bushall,  William  Han  sell,  seaman,  United  States  Naval  Reserve  Force. 
Enlisted :  Newbern,  N.  C,  July  15,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  July  12,  1918. 
Cause:  Tuberculosis. 

Next  of  kin :  Father,  Charles  Henry  Bushall,  Beaufort,  N.  C. 
Bushnell,  Reginald,  coxswain,  United  States  Naval  Reserve  Force. 
Enlisted :  New  York,  N.  Y.,  March  12,  1918. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  16,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin :  Mother,  Elizabeth  Palmer,  299  Glenwood  Avenue,  East  Orange, 

N.  J. 
Busick,  Andrew,  yeoman,  first  class,  United  States  Naval  Reserve  Force. 
Enlisted :  New  York,  N.  Y.,  June  25,  1918. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  4,  1918. 
Cause:  Pneumonia,  broncho. 
Next  of  kin:  Mother,  Sophie  Busick,  436  West  Fifty-third  Street,  New 

York,  N.  Y. 
Busse,  Gustav  Philip,  quartermaster,  first  class,  United  States  Navy. 
Enlisted :  Brooklyn,  N.  Y\,  January  17,  1917. 
Died :  U.  S.  S.  Buena  Ventura,  September  16, 1918. 
Cause:  Lost  in  sinking  of  vessel. 
Next  of  kin :  Father,  Gustav  H.  Busse,  1417  East  Second  Street,  Brooklyn, 

N.  Y. 
Bussey,  Ewell,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enlisted :  Birmingham,  Ala.,  June  4,  1918. 
Died:  U.  S.  S.  Comfort,  September  28,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Ewell  W.  Bussey,  Route  3,  Albany,  Ala. 
Butcher,  Carl  Burdette,  fireman,  second  class,  United  States  Naval  Reserve 

Force. 
Enlisted :  Philadelphia,  Pa.,  April  11,  1917. 
Died :  New  York,  N.  Y.,  October  11, 1918. 
Cause:  Pneumonia,  broncho. 
Next  of  kin :  Mother,  Minnie  Butcher,  121  Fourth  Avenue,  Hadden  Heights, 

N.J. 
Butcher,  Charles  Ernest,  apprentice  seaman   (R),  United  States  Naval  Re- 
serve Force. 
Enlisted :  Portland,  Oreg.,  July  18,  1918. 
Died :  Naval  Training  Camp,  Seattle,  Wash.,  October  9,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  James  Butcher,  Maynardville,  Tenn. 
Buteau,  Thomas  William,  fireman,  third  class,  United  States  Naval  Reserve 

Force. 
Enlisted :  Providence,  R.  I.,  April  23,  1918. 
Died :  U.  S.  S.  Don  Juan  de  Austria,  August  8,  1918. 
Cause :  Drowned. 
Next  of  kin :  Wife,  Mary  Jane  Buteau.  132  Bowditch  Street,  New  Bedford. 

Mass. 
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Butler,  Arthur  Wellington,  musician,  second  class,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  December  5,  1917. 

Died :  Naval  hospital,  Naval  Base,  Va.,  October  1, 1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Josephine  Butler,  110  East  Avenue,  East  Syracuse, 
N.  Y. 
Butler,  John,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Newark,  N.  J.,  May  22,  1917. 

Died :  Navy  Collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Sister,  Sarah  Fox,  1  Forrest  Street,  Harrison,  N.  J. 
Butler,  John  Edward,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  December  7, 191G. 

Died :  U.  S.  S.  Jacob  Jones,  December  G,  1917. 

Cause:  Killed  in  action. 

Next  of  kin :  Father,  James  M.  Butler,  Cushman  Avenue,  Revere,  Mass. 

Butler,  Monette  Ford,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  November  13,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  December  14, 1917. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Gabez  William  Butler,  R.  F.  D.  3,  Liberty,  Miss. 
Butler,  Reuben  Edward,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Richmond,  Va.,  June  24,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  10,  1918. 

Cause:  Influenza. 

Next  of  kin :  Uncle,  Reuben  Arthur  Butler,  Doswell,  Va. 
Butler,  Paul,  seaman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  June  29,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  March  1,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Aaron  P.  Butler,  Lanagan,  Mo. 
Butler,  William   Joseph,  plumber  and   fitter,   United   States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  June  8,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  A.  Butler,  18  Olive  Street,  Revere,  Mass. 
Butts,  Vernon,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Oklahoma  City,  Okla.,  December  4,  1917. 

Died:  Naval  station,  Great  Lakes,  111.,  January  2S,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Mrs.  Anna  Butts,  post-office  box  37,  Fairfax,  Olka. 
Butterworth,  Harold,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  May  15,  1917. 

Died :  Naval  hospital,  New  York,  November  30, 1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Butterworth,  Roche  Harbor,  Wash. 
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Byeely,  Cleo  Francis,  seaman,  second  class,   United   States  Naval   Reserve 
Force. 

Enlisted:  Cincinnati,  Ohio,  May  21,  1918. 

Died :  U.  S.  S.  Coclira,  July  28,  101S. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  Harvey  L.  Byerly,  Pitt  and  Riley  Avenues,  London, 
Ohio. 
Byers,    Alvah    Ethan,    fireman,    third    class,    United    States    Naval    Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  December  14,  1917. 

Died::  St.  Catherine's  Hospital,  Brooklyn,  N.  Y.,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  William  F.  Byers,  Jewell  City,  Kans. 
Byers,  Connie  Randal,  apprentice  seaman,  United  States  Navy. 

Enlisted :  El  Taso,  Tex.,  February  19,  1917. 

Died :  San  Francisco,  Calif.,  May  G,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Mary  Byers,  general  delivery,  Winters,  Tex. 
Byers,  Samuel  Harris,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Boston.  Mass.,  March  30,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  10,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Florence  Byers,  14  Webster  Street,  Gloucester,  Mass. 
Byers,  Samuel  Hope,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  December  15,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  12,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Ella  Byers,  Sharon,  S.  C. 
Byram,  Allen  Green,  fireman,  third  class,  United  States  Navy. 
Enlisted:  Minneapolis,  Minn.,  June  10,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  August  20,  191S. 

Cause :  Tuberculosis,  acute  pneumonic. 

Next  of  kin :  Mother,  Rose  Byram,  Holden,  Mo. 
Byrd,  Robert  Doyen  Semmes,  machinist's  mate,  second  class,  United   States 
Naval  Reserve  Force. 

Enlisted :  Baltimore,  Md.,  May  31,  1918. 

Died  :  New  London,  Conn.,  October  4,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Clara  S.  Byrd,  4  West  Twentieth  Street,  Baltimore, 
Md. 
Byrer,  Ernest  Ezra,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  June  13,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  29,  1917. 

Cause:  Mastoiditis,  acute. 

Next  of  kin  :  Mother.  Gertrude  Garton,  R.  F.  D.  3,  Elnora,  Ind. 
Byrne,  James  Sylvester,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  April  10.  1917. 

Died :  U.  S.  S.  Artemis,  December  21,  1917. 

Cause:  Drowning. 

Next  of  kin :  Sister,  Mrs.  Anna  McLaughlin,  2350  Concourse,  Bronx,  New 
York. 
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Byxbee,  Alfred  Austin,  gunner's  mate,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Detroit,  Mich.,  February  23, 1917. 

Died :  U.  S.  S.  Neic  Mexico,  September  4, 1918. 

Cause:  Fracture  of  left  pelvis. 

Next  of  kin :  Brother,  Frank  Byxbee,  Port  Washington,  Long  Island,  N.  Y. 
York. 
Cads,  Alfonso  N.,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Olongapo,  P.  I.,  July  7,  1910. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  10,  1918. 

Cause:  Tuberculosis,  acute  pneumonic. 

Next  of  kin :  Father,  Jose  Cads,  Paete,  Lalaguna,  P.  I. 
Cady,  Ralph  Gordon,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Portland,  Me.,  April  27,  1910. 

Died :  U.  S.  S.  Leonidas,  October  2,  1917. 

Cause:  Lost  overboard. 

Next  of  kin :  Mother,  Abbie  Cady,  R.  F.  D.  3,  box  124,  Miami,  Fla. 
Caldwell,  Charles  Harvey,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Cleveland,  Ohio,  June  4,  1918. 

Died :  U.  S.  S.  Mercy,  October  12,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  John  M.  Caldwell,  Sherodsville,  Ohio. 
Caldwell,  Luster  Jewell,  apprentice  seaman,  United  States  Naval   Reserve 
Force. 

Enlisted :  Little  Rock,  Ark.,  July  23,  1918. 

Died :  Temporary  quarantine  hospital,  Los  Angeles,  Calif.,  October  10,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Cousin,  Walter  Chambers,  R.  F.  D.  2,  Alexander,  Ark. 

Caldwell,  Rennie  Elmer,  apprentice  seaman,  United   States  Naval   Reserve 
Force. 
Enlisted :  Omaha,  Nebr.,  July  18,  1918. 
Died :  Great  Lakes,  111.,  September  2S,  1918. 
Cause:  Pneumonia,  broncho. 
Next  of  kin :  Wife,  Mabel  Z.  Caldwell,  box  1024,  Swanton,  Nebr. 

Calhoun,  Charles  Clifford,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  November  20,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  February  10.  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mary  Calhoun,  R.  F.  D.  1,  Atlanta,  Ind. 
Calhoun,  Claudy  Barton,  seaman,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  April  15,  1917. 

Died :  Naval  hospital,  New  York,  March  13,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Virginia  B.  Calhoun,  912  F  Street,  Lawton,  Okla. 
Calhoun,  Elmer  Cadwell,  engineman,  second  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  June  5,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Brother,  T.  D.  Calhoun,  Rockland,  Idaho. 
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Gaijco,  George  Habkison,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Louisville,  Ivy.,  June  4,  1918. 
Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Virginia  Calico,  It.  F.  D.  4,  Richmond,  Ky. 
Calkin,  Waldo  Pierrie,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Cape  May,  N.  J.,  June  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Anna  May  Calkin.  120  Northwest  Boulevard,  Vineland, 
N.  J. 
Call,  George  Albert,  landsman  for  machinist's  mate,  (A),  United  States  Naval 
Reserve  Force. 

Enlisted :  Boston,  Mass.,  June  27,  1918. 

Died:  No.  5  Ash  Street,  Salem,  Mass.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Lillian  Call,  49  Trenton  Street,  Pawtucket,  R.  I. 
Callahan,  Frank  Varlin,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  November  28,  1917. 

Died :  Training  camp,  Charleston,  S.  C,  December  30,  1917. 

Cause:  Influenza. 

Next  of  kin :  Father,  M.  C.  Callahan,  Red  Rock,  Tex. 
Callahan,  James  William,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  June  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Lohanna  Callahan,  1G7  Rexborough  Street,  Philadel- 
phia, Pa. 
Callahan,  John,  chief  machinist's  mate,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  March  1G,  1911. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Cousin,  James  Haynes,  Weals,  Mass. 
Callahan,  Thomas  Oscar,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  July  6,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board   missing  ship. 

Next  of  kin:  Father,  Thomas  Callahan,  606  Oak  Street,  Toledo,  Ohio. 
Callahan,  William  Henly,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  December  12,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  17,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Elmina  Callahan,  Honea  Path,  S.  C. 
Callahan,  William  Joseph,  fireman  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Great  Lakes,  111.,  November  21,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  31,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Lettie  Callahan,  704  West  Main  Street,  Urbana,  I1L 
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Callaway,  Clarence  Tuttle,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Raleigh,  N.  C,  June  27,  1918. 

Died:  Naval  hospital,  naval  base,  Virginia,  October  18,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Victoria  Callaway,  Davidson,  N.  C. 
Callaway,  Warren  Harper,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  St.  Louis,  Mo.,  July  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Uncle,  James  G.  Crawford,  Molino,  Mo. 
Callback,  William  Claude,  pharmacist's  mate,  third  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  April  25,  1917. 

Died :  France,  October  3,  1918. 

Cause:  Wounds. 

Next  of  kin :  Father,  William  Callback,  8G7  Stanley  Avenue,  Detroit,  Mich. 
Callihan,   Carl  Leslie,   fireman,   third   class,  United   States  Naval   Reserve 
Force. 

Enlisted:  Louisville,  Ky.,  June  4,  1918. 

Died:  Naval  hospital,  Norfolk,  Va.,  September  30,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Hannah  Callihan,  Pactolus,  Ky. 
Calmeyn,  Charles  Michael,  plumber  and  fitter,  United  States  Naval  Reserve 
Force. 

Enlisted :  Great  Lakes,  111.,  May  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Calmeyn,  3243  Ogden  Avenue,  Chicago,  111. 
Calvelage,  Grover  Henry,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio   July  G,  191S. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Henry  Calvelage,  Fort  Jennings,  Ohio. 
Cameron,  Alvin  Lawrence,  apprentice  seaman.  United  States  Navy. 

Enlisted :  New  Orleans  La.,  March  20,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  May  1,  1917. 

Cause:  Broncho-pneumonia. 

Next   of   kin :  Mother,    Barbara    Redmond,    530   Esplanade   Avenue,   New 
Orleans,  La. 
Cameron,  Angus  Archibald,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  April  25  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  January  25,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Catherine  Cameron,  51  Linden  Street,  Dorchester, 
Mass. 
Cameron,  Samuel  Scott,  yeoman,  first  class,  United   States  Naval  Reserve 
Force. 

Enlisted :  Washington,  D.  C,  June  8,  1918. 

Died :  Naval  hospital,  Washington,  D.  C,  October  19,  1918. 

Cause:  Influenza  and  pneumonia. 

Next  of  kin :  Father,  William  P.  Cameron,  1722  Commerce  Street,  Dallas, 
Tex. 
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Campbell  Burt  Frederick,  quartermaster,  first  class,  United  States  Navy. 

Enlisted:  Buffalo,  N.  Y.,  November  13,  1914. 

Died :  Naval  hospital.  New  York,  January  2S,  1918. 

Cause:  Aneurism  (diagnosis). 

Next  of  kin :  Mother,  Orria  Moore,  Twenty-third   Street  and   Avenue  G, 
Kearney,  Nebr. 
Campbell,  Dale  Vern,  quartermaster,  second  class,  United  States  Navy. 

Enlisted:  Portland,  Ore?.,  December  14.  1917. 

Died:  Naval  air  station,  Pauillac,  France,  August  14,  1918. 

Cause:  Killed  in  airplane  accident. 

Next  of  kin :  Mother,  Lulu  Campbell,  527  Marion  Street,  Portland,  Oreg. 
Campbell,  Don  Cameron,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Cincinnati,  Ohio,  June  3,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  30,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Father,  Oren  W.  Campbell,  74  Douglas  Street,  Columbus, 
Ohio. 
Campbell,  Donald  E.,  coxswain,  United  States  Naval  Reserve  Force. 

Enlisted:  Bar  Harbor,  Me.,  April  23,  1917. 

Died :  U.  S.  S.  Comfort,  January  20,  1918. 

Cause:  Pleurisy. 

Next  of  kin :  Father,  Seth  T.  Campbell,  Island  Falls,  Me. 
Campbell,  Earl  Jefferson,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Buffalo,  N.  Y.,  March  25,  1918. 

Died :  U.  S.  S.  Nebraska,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  James  W.  Campbell.  Pigeon,  Pa. 
Campbell,  Edward  Howard,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Cincinnati,  Ohio,  June  G,  1918. 

Died :  U.  S.  S.  Sylvan  Arrow,  September  19,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Ethel  Campbell,  Oak  Hill.  Ohio. 
Campbell,  James  McA.,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Charleston,  S.  C,  July  13,  1917. 

Died :  U.  S.  A.  C.  T.  Ticontleroga,  September  30,  1918. 

Cause:  Lost  when  vessel  was  torpedoed  by  enemy. 

Next  of  kin :  Father,  George  R.  Campbell,  Hamer,  S.  C. 
Campbell,  John  David,  electrician,  third  class  (R.),  United  States  Navy. 

Enlisted :  Yorktown,  Va.,  April  1G,  1917. 

Died :  U.  S.  S.  r anther,  October  12,  1917. 

Cause:  Carbon  monoxide  poisoning  (accidental). 

Next  of  kin:  Mother,  Mattie  Campbell,  G5G  South  Eighth  Street,  Louis- 
ville, Ky. 
Campbell,  Joseph,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Chicago.  111.,  May  1,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  July  17,  1918. 

Cause:  Electric  shock. 

Next  of  kin:  Mother,  Mrs.  Julia  Campbell,  616  West  Sherman  Avenue, 
Pontiac,  111. 
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Campbell,  Leslie  Joseph,  landsman  for  electrician  (K.),  United  States  Naval 

Reserve  Force. 
Enlisted :  New  York,  N.  Y.,  April  22.  1018. 
Died:  Naval  hospital,  New  York,  N.  Y.,  October  15,  1918. 
Cause:  Influenza. 
Next  of  kin :  Father,  Alexander  Campbell,  14S7  Sterling  Place,  Brooklyn, 

N.  Y. 
Campbell,  Makcel  John,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enlisted :  New  Haven,  Conn.,  April  16,  1018. 
Died :  Naval  hospital,  naval  base,  Virginia,  October  10,  1018. 
Cause:  Cerebrospinal  fever. 
Next  of  kin :  Mother,  Mary  J.  Campbell,  423J  Garden  Street,  Hartford, 

Conn. 
Campbell,  Neal  Dow,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enlisted:  Des  Moines,  Iowa,  July  20,  101S. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1018. 
Cause:  Influenza. 

Next  of  kin :  Father,  William  H.  Campbell,  Grand  Riyer,  Iowa. 
Campbell,  Richabd  Bacot,  landsman  for  yeoman,  United  States  Naval  Reserve 

Force. 
Enlisted:  Kansas  City,  Mo.,  August  5,  1018. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  10,  1018. 
Cause:  Influenza. 
Next  of  kin:  Wife,  Ada  M.  Campbell,  2700  East  Twelfth  Street,  Kansas 

City,  Mo. 
Campbell,  W alter,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Philadelphia,  Pa.,  June  14,  1018. 
Died :  U.  S.  S.  Los  Angeles,  September  24,  101S. 
Cause:  Pneumonia. 
Next  of  kin :  Mother,  Mabel  Campbell,  510  West  Eighth  Street,  Wilmington, 

Del. 
Campbell,  William,  seaman,  second  class,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  April  5,  1017. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  August  5,  1017. 
Cause:  rneumonia,  lobar. 
Next  of  kin :   Mother,  Mary  Campbell,   1334   Second  Avenue,  New   York, 

N.  Y. 
Campbell,  William  Clifford,  chief  machinist's  mate,  United  States  Navy. 
Enlisted:  Mare  Island,  Calif.,  May  4,  1017. 
Died :  San  Diego,  Calif.,  November  10,  1018. 
Cause:  Pneumonia. 

Next  of  kin :  Wife,  Alda  Campbell,  3400  South  D  Street,  Tacoma,  Wash. 
Campbell,  William  Taylor,  chief  commissary  steward,  United  States  Naval 

Reserve  Force. 
Enlisted :  Navy  yard,  New  York,  May  25,  1017. 
Died:  Naval  hospital,  New  London,  Conn.,  September  24,  1018. 
Cause:  Pneumonia,  broncho. 
Next  of  kin :  Wife,  Margaret  Campbell,  574  Ovington  Avenue,  Brooklyn, 

N.  Y. 
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Canan,  Charles  Edwabd,  apprentice  seaman,   United   States  Naval  Reserve 
Force. 
Enlisted :  Chicago,  111.,  August  7,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Francis  Canan,  5632  Rhodes  Avenue,  Chicago,  111. 
Canavan,  John  Bartholomew,  yeoman,  second  class,  United  States  Naval  Re- 
serve Force. 
Enlisted :  New  York,  N.  Y.,  May  1,  1918. 
Died :  St.  Peter's  Hospital,  Brooklyn,  N.  Y.,  October  31,  1918. 
Cause:  Appendicitis,  acute. 

Next  of  kin :  Father,  John  C.  Canavan,  94  Fourth  Place,  Brooklyn,  N.  Y. 
Canavan,  Patrick  Joseph,  storekeeper,  second  class,  United  States  Naval  Re- 
serve Force. 
Enlisted:  Boston,  Mass.,  May  31,  1918. 
Died :  At  home,  September  28,  1918. 
Cause:  Pneumonia. 

Next  of  kin  :  Sister,  Margaret  Canavan,  867  Dorchester  Avenue,  Dorchester, 
Mass. 
Canfield,  Alba  Bashok,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enlisted:  Kansas  City,  Mo.,  July  25,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  George  W.  Canfield,  Hallowell,  Kans. 
Canfield,  Herbert  Florian,  chief  quartermaster,  United  States  Naval  Reserve 
Force. 
Enlisted:  New  York,  N.  Y.,  March  1,  1918. 
Died:  Naval  air  station,  Miami,  Fla.,  August  26,  191S. 
Cause:  Fractured  spine. 

Next  of  kin:  Father,  Dr.  Herbert  H.  Canfield,  1804  East  Fiftieth  Street, 
Seattle,  Wash. 
Cann,  Louis  Arthur,  apprentice  seaman,  United  States  Navy. 
Enlisted:  Kansas  City,  Mo.,  January  IS,  1918. 
Died:  Naval  station,  Great  Lakes,  111.,  April  21,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Joseph  Cann,  Holton,  Kans. 
Cansler,  Charles  Oscar,  apprentice  seaman,  United  States  Navy. 
Enlisted:  Dallas,  Tex.,  December  13,  1914. 
Died :  Naval  station,  Great  Lakes,  111.,  February  2,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  James  H.  Cansler,  Paducah,  Tex. 
Canter,  George  Thomas,  seaman,  United  States  Navy. 
Enlisted:  Cincinnati,  Ohio,  April  16,  1917. 
Died :  U.  S.  S.  Nevada,  May  6,  1918. 
Cause:  Fractured  skull. 

Next  of  kin :  Father,  Charles  Canter,  Camp  Nelson,  Ky. 
Cantlion,  Francis  Xavier,  landsman  for  electrician  (R),  United  States  Naval 
Reserve  Force. 
Enlisted :  El  Taso,  Tex.,  June  7,  1918. 
Died :  Naval  hospital,  New  Orleans,  La.,  October  19,  1918. 
Cause:  Influenza. 

Next  of  kin :  Brother,  Harry  C.  Cantlion,  One  hundred  and  fifty-eighth  In- 
fantry, Company  G,  National  Army. 
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Cantrell,  Evans,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  December  14,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Died  when  vessel  was  torpedoed  by  enemy. 

Next  of  kin :  Mother,  Mary  Cantrell,  McMinnville,  Tenn. 
Cantwell,  Edward  James,  landsman  for  machinist's  mate  (A),  JJnited  States 
Naval  Reserve  Force. 

Enlisted:  Boston,  Mass.,  January  2,  1918. 

Died :  Naval  hospital,  Fort  Lyon,  Colo.,  October  29,  1918. 

Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin:  Fatber,  Richard  Cantwell,  49  Porter  Boulevard,  Cambridge, 
Mass. 
i'antwell,  Russell  Vincent,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  November  26,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  February  12,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin:  Father,  John  Cantwell,  34  Windel  Park,  Tarrytown,  N.  Y. 
Carbebby,  Fbank  Edwabd,   apprentice  seaman.  United   States  Naval   Reserve 
Force. 

Enlisted:  Buffalo,  N.  Y.,  July  26,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Frank  A.  Carberry,  1913  Seneca  Street,  Buffalo,  N.  Y. 
Carey,  Leo  Martin,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  May  18,  1917. 

Died :  U.  S.  S.  Tyler,  May  2,  1918. 

Cause:  Lost  at  sea. 

Next  of  kin :  Father,  James  Carey,  Albert  Lea,  Minn. 
Carey,  Michael  Joseph,  fireman,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Fort  Lafayette,  April  23,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Anna  E.  Carey,  1869  Cropsey  Avenue,  Brooklyn,  N.  Y. 
Carey,  Thomas,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  April  9,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  John  Carey,  R.  F.  D.  4,  Cedar  Springs,  Mich. 
Cabley,  Herbert  Leslie,  chief  yeoman,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  October  24,  1912. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  April  12,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Harry  Cariey,  Bucksport,  Me. 
Carley,  Lynn  Dewitt,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  October  24,  1917. 

Died :  U.  S.  S.  Mercy,  April  22,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  A.  Carley,  R.  F.  D.  box  24,  Franklin,  N.  Y. 
Cablile,  Hebman  James,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  April  3,  1916. 

Died :  U.  S.  S.  Louisville,  September  22,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Elmer  E.  Carllle,  528  Polk  Street,  Eugene,  Oreg. 
174483—20 11 
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Carlin,  Joseph  Frank,  coxswain,  United  States  Navy. 

Enlisted:  Pittsburgh,  Pa..  October  31,  1913. 

Died :  U.  S.  S.  Motcmo,  July  31.  1917. 

Cause :  Died  when  vessel  was  sunk  by  enemy  submarine. 

Next  of  kin:  Mother,  Ella  Carlin,  403  Taylor  Street,  Pittsburgh,  Pa. 
Carlsen,  Habky  Esiil.  apprentice  seaman.  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  August  2,  1918. 

Died:  Naval  hospital,  Great  Lakes.  111.,  November  2,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Mother,  Crio  S.  Carlsen,  Fenwick.  Midi. 
Carlson,  Alvin  Carl,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  May  27,  1918. 

Died  :  Naval  hospital.  Great  Lakes,  111..  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Lydia   <  >.  Carlson,  2731    West   Thirty-ninth   Street, 
Chicago,  111. 
Carlson,  Earl.  Edward,   landsman   Eor  machinist's  mare.   United  States   Naval 
Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  May  24,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Fannie  Carlson,  2305  Powell  Avenue,  Chicago,  111. 
Carlson,  Fritz  Theodore,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Great  Lakes,  111.,  August  2,  1917. 

Died:  Naval  hospital,  Great  Lakes.  111.,  May  22,  1918. 

Cause:  Nephritis,  chronic. 

Next  of  kin:  Mother,  Charlotte  Carlson.  :>1".  Pacific  Avenue,  Waukegan,  111. 
Carlson,  Gustave  Adolph,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  December  11,  1916. 

Died:  Naval  hospital,  League  Island,  Pa.,  July  8,  1918. 

Cause:  Endocarditis,  acute. 

Next  of  kin :  Sister,  Anna   White,  1198  Jamaica  Avenue,  Woodliaven,   Long 
Island,  N.  Y. 
Caklson.  Ludwig  John,  gunner's  mate,  first  class.  United  States  Navy. 

Enlisted:  Philadelphia,  Pa..  September  27,  1915. 

Died:  Naval  hospital,  Las  Animas,  Colo.,  June  10,  1917. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin:   Sister,  Florence  Yornsaml.  Hinsdale,  Hi. 
Carlton.  Andrew  Jackson,  landsman   for  machinist's  male  (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  July  2,  1918. 
•  Died:  Naval  hospital.  Great  Lakes,  111.,  September  21.  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Anna  Oarlton,  Wayne.  N.  Y. 
Cabxton,    Cabl   Charles,    apprentice   seaman,   United    States    Naval    Reserve 
Force. 

Enlisted:  Detroit,  Mich.,  July  24,  1918. 

Died:  Naval  hospital.  Great  Lakes.  111..  October  3,  mis. 

Cause:  Influenza. 

Nexl  of  kin:  Mother,  .Mary  Carlton,  Levering,  Midi. 


163 

Carlton,  Duncas   Verl,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Sail  Lake  City,  Utah,  December  14,  1917. 

Died :  Naval  training  station,  San  Diego,  Calif.,  February  10,  1918. 

Cause:  Meningitis,  cerebrospinal. 

Next  of  kin  :  Mother,  May  Homes,  Salmon  City,  Malm. 
Garlton,  Paul  Cabey,  coxswain,  United  States  Navy. 

Enlisted:  Denver,  Colo..  February  5,  1915. 

Died:  U.  S.  S.  Pittsburgh,  November  4.  1918.     - 

Cause:  Influenza. 

Next  of  kin:  Father.  S.  E.  Carlton,  Garden  City,  Ivans. 
Cabmean.  Benjamin  Hilton,  ensrineinan,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Norfolk.  Va.,  July  3.  1918. 

Died:  Naval  hospital,  naval  base.  Virginia,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Mother,  Maria  E.  Carmean,  Snow  Hill.  Md. 
Carmkhael,  George  Alexander,  quartermaster,  third  class.  United  States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  22,  1918. 

1  >ied  :  F.  S.  submarine  chaser  No.  215,  October  21,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin  :  Fannie  Estelle  Carmicliael,  wife.  18  Theresa  Place,  Tompkins- 
ville,  N.  Y. 
Carmine,  Andrew  McKinley,  seaman,  United  States  Navy. 

Enlisted:  Omaha.  Nebr..  April  3,  1917. 

Died:  No.  ?,  hospital.  Leigh,  Scotland,  November  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Father,  Henry  .1.  Carmine.  Cook,  Nebr. 
Carnall,  Milton  Page,  oiler.  N.  N.  V. 

Enlisted:  Mare  Island,  Calif.,  May  4,  1917. 

Died :  Naval  hospital,  Mare  Island.  Calif.,  December  12,  1917. 

Cause :  Sclerosis,  disseminated. 

Next  of  kin  :  Mother.  Louise  Carnal],  4247  Twentieth  Street.  San  Francisco. 
<  !alif. 
Carney.  Glenn  Raymond,  apprentice  seaman,  Fnited  States  Navy. 

Enlisted:  Detroit.   Mich.,  July  16.  1917. 

Died:  Naval  training  station.  Great  Lakes.  111.,  August  4,  1917. 

•  'ause:  Appendicitis,  acute. 

Next  of  kin:  Mother,  Elizabeth  Carney,  R.  F.  D.  2.  Sandusky,  Mich. 
Carnick:,  Nick  Valentine,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Detroit.  Mich..  February  9.  1918. 

Died:  Rase  No.  17.* October  25,  1918. 

Cause:  Accidentally  drowned. 

Next  of  kin  :  Mother,  Francis  C.  Carnick,  375  Edward  Street,  Detroit,  Mich. 
Carolan,  James,  seaman,  second  elass.  United  States  Naval  Reserve  Force. 

Enlisted:  Boston,  Mass.,  March  9,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Died  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin  :  Father.    Lawrence   Carolan,    241    Webster    Avenue,    Chelsea, 
Mass. 
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Carom,  Alfbed  Joseph,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  Bedford,  Mass.,  May  21,  1918. 

Died :  Naval  hospital,  Newport,  R.  I..  September  17,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Mary  Carom,  208  Nash  Road,  New  Bedford,  Mass. 
Carpenter,  Dorris  Hardin,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Richmond,  Va.,  July  18,  1918. 

Died:  Naval  training  station,  Norfolk,  Va.,  October  14,  1918. 

Cause :    Pneumonia. 

Next  of  kin :  Wife,  Lenna  E.  Carpenter,  R.  F.  D.  1,  Sandidgos,  Va. 
Carpenter,   Erving  Charles,   enginemnn,   second   class,   United    States    Naval 
Reserve   Force. 

Enlisted:  Des  Moines,  Iowa,  August  3,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  November  10,  1918. 

Cause :    Pleurisy,    suppurative. 

Next  of  kin:  Father,  Walter  L.  Carpenter,  Rural  Route  2,  Laredo,  Mo. 
Carpenter,  George  Russell,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  January  5,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  18,  1918. 

Cause:   Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mary  C.  Carpenter,  Bannister,  La. 
Carpenter,  Lloyd  Earle,  pharmacist's  mate,  third  class.  United  States  Naval 
Reserve    Force. 

Enlisted:  Portsmouth,  N.  H.,  July  5,  3917. 

Died :  Naval  hospital,  Portsmouth.  N.  H.,  October  4,  1918. 

Cause :    Septicemia. 

Next  of  kin:  Sister,  Mrs.  Ives  M.  Totman,  614  Blooinfleld  Street,  Hoboken, 
N.J. 
Carpenter,  Percy  Leon,  chief  water  tender,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  December  10,  1913. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin:   Wife,  Mabel  Carpenter.  2128  Newkirk  Street,  Philadelphia,  Pa. 
Carpenter,  Ross  Niles,  electrician,  third  class,  United  States  Naval  Reserve 
Force,  (R). 

Enlisted:  San  Francisco,  Calif.,  March  16,  1918. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  22,  1918. 

Cause :    Pneumonia. 

Next  of  kin :  Mother,  Fannie  Carpenter,  160  Pertita  Street,  San  Francisco, 
Calif. 
Carr,  Warner  Frederick,  seaman,  second  class,  United  States  Naval  Reserve 
Force.  • 

Enlisted  :   Indianapolis,   Ind.,  June  26,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :    Influenza. 

Next  of  kin:  Mother,  Rillia  Carr,  Petersburg,  Ind. 
Carreker,  Howard  Grady,   apprentice  seaman,  United   States  Naval    Reserve 
Force. 

Enlisted:  Birmingham,  Ala.,  July  31,  1918. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  October  18,  1918. 

Cause:   Broncho  pneumonia. 

Next  of  kin  :  Father,  John  R.  Carreker,  R.  1,  Eden,  Ala. 
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Caerick,  Horace,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  St.  Louis,  Mo.,  April  17,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  7,  1918. 

Cause :    Influenza. 

Next  of  kin:  Mother,  Margaret  Carrick,  Seymour,  Mo. 
Carrier,  Paul  Excina,  quartermaster,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  San  Francisco,  Calif.,  May  23,  1918. 

Died :  Naval  hospital,  New  London,  Conn.,  September  22,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Father.  Paul  Carrier.  900  West  Washington  Street,  Stockton, 
Calif. 
Carrigan,  Henry  Joseph,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  December  13,  1917. 

Died :  U.  S.  S.  M mint  Vernon,  January  29,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Nora  Carrigan,  32  Congress  Street,  Pittsfield,  Mass. 
Carrigan,   John   Louis,   seaman,   second   class,   United   States   Naval    Reserve 
Force. 

Enlisted :  Whitestone,  N.  Y.,  April  25,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mrs.  Camilla  O.  Carrigan,  236  East  Sixtieth  Street. 
New  York,  N.  Y. 
Carriker,   Care  Eugene,   fireman,   third   class.   United   States   Naval   Reserve 
Force. 

Enlisted :  St.  Louis,  Mo.,  June  4,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Ruby  L.  Carriker,  Irving,  111. 
Carroll,  Earl  LeBaron,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  July  6,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Father,  Columbus  A.  Carroll,  Oakgrove,  Ala. 
Carroll,  John  Aloysius,  landsman  electrician   (R),  United  States  Naval  Re- 
serve Force. 

Enlisted :  Great  Lakes,  111.,  May  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin:  Sister,  Catherine  Carroll.   4449  Washington    Building,   Chi- 
cago, 111. 
Carroll,  John  Stewart,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  October  3,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  February  22,  1918. 

Cause :  Abscess  of  neck. 

Next  of  kin  :  Mother,  Verme  Carroll,  Box  6,  Sand  Creek,  Mich. 
Carroll,  Owen  William,  fireman,  first  class,  United  States  Navy. 

Enlisted  :  Omaha,  Nebr.,  December  10,  1913. 

Died:  New  York,  N.  Y..  January  8,  1918. 

Cause:  Erysipelas. 

Next  of  kin:  Mother,  Helena   M.   Carroll,   455  One   hundred   thirty-eighth 
Street,  New  York.  N.  Y. 
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Carroll,  William,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Providence,  R.  I.,  June  20,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass..  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Dennis  Carroll,  Pascoag,  R.  I. 
<  Ukkothers,  George  Love,  chief  carpenter's  male.  1'niteil  States  Navy. 

Enlisted:  Washington,  D.  C,  April  12.  1918. 

Died:  V.  S.  S.  Shaw,  October  9,  1918. 

Cause:  Losl  his  life  when  vessel  was  sunk.- 

Next  of  kin  :  Father,  George  Carrothers,  i  T-~>~>  Leighton  Avenue,  Los  Angeles, 
Calif. 
Carson,  Charles  Preston,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Chicago,  111.,  July  10,  1918. 

Died:  Naval  hospital,  Puget  Sound,  Wash.,  October  T.  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  Ulysses  T.  Carson,  K.  F.  D.  4,  Paxton,  111. 
('arson.  Raymond  Wesley,  yeoman,  firsl   class.  United  States  Naval   Reserve 
Force. 

Enlisted:  Great  Lakes.  111..  November  26,  1917. 

Died:  Great  Lakes,  111.,  September  24.  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother.  Mrs.   Louis  Carson,   1420  Farragut  Avenue.  Chicago, 
111. 
Carson,  Vaughjn  Wilford,  seaman,  United  Stales  Naval  Reserve  Force. 

Enlisted  :  Wilmington,  N.  C.  May  18,  1917. 

Died:  Naval  base,  Rochefort,  France,  May  31,  1918. 

Cause :  Automobile  accident. 

Next  of  kin:  John  M.  Carson.  Spartanburg,  S.  C. 
Cam  \s,  George  Hall,  seaman,  United  States  Navy. 

Enlisted  :  Dallas,  Tex..  July  19,  1916. 

Died:  U.  S.  S.  Raleigh,  January  11.  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father.  John  L.  Car  tan,  1804  St.   Louis  street.  Fort  Worth, 
Tex. 
Carter,  Carl,  pharmacist's  mate,  second  class,  United  States  Navy. 

Enlisted  :  Atlanta,  Ga.,  April  11,  1917. 

Died:  Naval  hospital,  Hampton  Roads.  Va..  September  13,  1918. 

Cause :  Lymphaticus. 

Next  of  kin  :  Father,  J.  A.  Carter,  Moorhaven.  Fla. 
Carter,  Connie  Joseph,  apprentice  seaman.  United  States  Navy. 

Unlisted:  Houston,  Tex.,  April  19,  1917. 

Died:  Naval  training  camp.  Portsmouth,  N.  H.,  June  2,  1917. 

Cause :  Invenboried. 

Next  of  kin:  Mother.  Mary  Alcala,  475  Royal  Street,  Beaumont,  Tex. 
Carter,  Lloyd,  wardroom  steward,  United  States  Navy. 

Enlisted:  Annapolis,  Ind.,  February  16,  1916. 

Died  :  Naval  hospital,  Annapolis.  Md..  February  9,  1918. 

Cause:  Chronic  cardiac.   - 

Next  of  kin  :  Wife,  Ella  Carter.  New  Bedford.  Mass. 
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Carter,  Sam  Dallas,  fireman,  third  class,  United  Stares  Naval  Reserve  Force. 

Enlisted:  Columbia,  S.  C,  July  18,  1918. 

I  »ied  :  Naval  hospital,  Great  Lakes,  111.,  October  11,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ellen  H.  Carter,  R.  1,  Waxhaw,  N.  C. 
Caeteb,  Selb*  Anderson,  seaman,  second  class.  United  States  Naval   Reserve 
Force. 

Enlisted:  Louisville.  Ky.,  June  10,  1918. 

1  >ied :  Naval  hospital,  London.  England,  October  16,  1918. 

<'ause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lulu  A.  Carter,  Nicholasville,  Ky. 
Carter,  Victor  Hillman,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Portland.    Me.,    March   21,    1917. 

Died:  Naval  hospital,  Brooklyn.  N.  Y.,  August  11,  1918. 

Cause :  Nephritis,  acute. 

Next  of  kin :  Annie  Carter,  Harrington,  Me. 
Cartwright,  William  Lester,  seaman,  United  States  Navy. 

Enlisted:  San  Franchco,  Calif.,  January  23,  1917. 

Died :  U.  S.  S.  F-l,  December  17,  1917. 

Cause :  Drowned  at  sea. 

Next   of   kin:  Mother.    Amanda    Cartwright,    3437    Mono    Avenue,    Fresno. 
Calif. 
Carver,  Cyrus  Windfeeld,   fireman,   first  class,   United   States  Naval   Reserve 
Force. 

Enlisted:  Boston.  Mas-.,  July  9,  1918. 

Died:  Naval  Training  Camp,  Hingham,  Mass.,  October  30.  1918. 

( 'a  use :  Pneumonia . 

Next  of  kin :  Mother,  Annie  G.  Brown,  74  Cabot  Street,  Roxbury,  Mass. 
Carver.  Robert  Maxwell,  seaman,  second  class,  United   States  Navy. 

Enlisted:  Jacksonville,  Fla.,  July  5,  1918. 

Cause:  Pneumonia,  lobar. 

Died:  Naval  hospital.  Charleston,  S.  C,  September  26,  1918. 

Next  of  kin :  Mother,  Clara  E.  Carver,  White  Springs,  Fla. 
Carver.  Robert  Orville.  engineman.  second  class.  United  States  Navy. 

Enlisted:  .lack-on,  Miss.,  April  19,  1917. 

Died:  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause:  Killed  in  battle  wth  enemy  submarine. 

Next  of  kin  :  Father,  Randolph  O.  Carver,  Poplarville.  Miss. 
Case,  Andy  Butler,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Buffalo,  N.  Y..  April  23,  1917. 

I  >ied :  Naval  hospital,  Newport,  R.  I.,  June  7,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Silas  A.  Case,  Windsor,  N.  Y. 
Oase,  Floyd,  teaman,  second  class,  United  States  Navy. 

Eidisted:  Newark,  N.  J.,  June  22,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  January  10,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Harry  Case,  Netcong,  N.  J. 
Case,  Thurber   Davis,   seaman,   second  class,   United   States   Naval    Reserve 
Force. 

Enlisted:  New  York,  N.  Y.,  June  19,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y..  October  20,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Obediah  Case.  4  Adam  Street.  Newton,  N.  J. 
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Case,  Walter  Milliard,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Wilkes-Barre,  Pa.,  December  13,  1917. 

Died :  Naval  hospital.  Newport,  R.  I.,  February  21,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin:  Brother,  Harry  W.  Case,  65  Graham  Avenue.  Hanover,  Pa. 
Casey,  Guy.  fireman,  first  class,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  December  23,  1914. 

Died:  U.  S.  S.  Pittsburgh,  July  5,  1918. 

Cause :  Fractured  skull. 

Next  of  kin:  Mother.   Menervia  Monks,  925  North   Sixteenth  Street,   St. 
Louis,  Mo. 
Casey,  Harry  Martin,  hospital  apprentice,  second  class.  United  States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  July  3,  1918. 

Died:  New  York.  N.  Y..  October  4,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  Robery  Casey,  233  East  One  hundred  and  twenty- 
sixth  Street,  New  York,  N.  Y. 
Casey,  William:,  landsman  for  electrician   (G),  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  December  15,  1917. 

Died :  Naval  hospital,  naval  base,  Virginia,  July  23,  1918. 

Cause:  Addison's  disease. 

Next  of   kin:  Sister,   Anna  Casey,   14   South   First   Avenue,    Mount    Ver- 
non, N.  Y. 
Cash,  John  Andrew,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  April  23,  1917. 

Died :  U.  S.  S.  Mercy,  October  8,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Ada  Cash,  R.  F.  D.  5,  Atlanta,  Ga. 
Cash,  Othor  Thee,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Richmond,  Va.,  June  24,  1918. 

Died :  U.  S.  S.  Mercy,  October  11,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Lonnie  G.  Cash,  223  East  Ninth  Street,  Richmond,  Va. 
Cashbaugh,  Clarence  William,  seaman,  second  class,  United   States  Naval 
Reserve  Force. 

Enlisted:  Camp  Logan,  111.,  January  14,  1918. 

Died:  Camp  Logan,  111.,  February  3,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Fred  Cashbaugh,  1031  Hovey  Avenue,  Muskegon.  Mich. 
Cashion,  Leo  James,  printer,  first  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  March  29,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  30.  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Augusta  Cashion,  4  Woodland  Avenue,  Glen  Falls. 
N.  Y. 
jasper,   Harm   William,  carpenter's  mate,   third  class,  United    States  Naval 
Reserve  Force. 

Enlisted:  Peoria,  111.,  June  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father.  Richard  J.  Casper,  Washington,  111. 
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Cass,  Roy  B.,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Detroit,  Mich.,  June  10,  1918. 

Died :  U.  S.  S.  Farragtit,  October  15.  1918. 

Cause:  Drowning. 

Next  of  kin :  Father,  Lewis  B.  Cass,  231  Bates  Street,  Jackson,  Mich. 
Cassell,  Roger  Neet,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  July  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Margaret  F.  Cassell,  Versailles,  Ky. 
Cassell,  Seth  John,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  August  8,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Died  when  vessel  was  torpedoed  by  enemy. 

Next  of  kin :  Mother,  Ida  M.  Cassell,  4062  Rockwood  Avenue,  Indianapolis, 
Ind. 
Cassidy,  William  Xavier,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Brooklyn,  N.  Y.,  June  1,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  9,  1918. 

Cause :  Pneumonia  broncho. 

Next  of  kin :  Wife,  Mrs.  William  Cassidy,  280  Eleventh  Street,  Brooklyn, 
N.  Y. 

Caswell,   Milton    Edgar,    apprentice   seaman,    United    States   Naval    Reserve 
Force. 

Enlisted :  Buffalo,  N.  Y.,  August  2,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Melvin  D.  Caswell,  Box  23,  Randolph,  N.  Y. 
('ate,  Floyd,  chief  boatswain's  mate,  United  States  Navy. 

Enlisted :  Yorktown,  Va.,  October  25,  1917. 

Died :  Naval  hospital  No.  5,  Brest,  France,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Wife,  Ellen  M.  Cate,  420  Twenty-fifth  Avenue,  West  Norfolk, 
Va. 
Oatton,  Herbert  James,  moulder,  second  class.  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  July  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Daughter,  Helen  M.  Cation,  R.  R.  3,  Newark,  Ohio. 
Caudle,  James  Ulysess,  apprentice  seaman,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  December  4,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  March  13,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Williard  S.  Caudle,  Maiden,  Mo. 
Caughey,  John  Axel,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Peoria,  111.,  October  29,  1917. 

Died :  Naval  hospital;  Norfolk,  Va.,  March  22.  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Josephine  Caughey,  418  Malone  Avenue,  Peoria,  111. 
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Causey,  Buford.  fireman,  third  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  August  2,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause: Influenza. 

Next  of  kin :  Father,  William  Baxter  Causey,  Talco,  Tex. 
Cavallo,  Orlando,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  April  27,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass..  April  7.  1918. 

Cause :  Thrombosis,  bilateral  of  cavernous  sinus. 

Next  of  kin  :  Mary  Barre.  209  Rex  Street,  Arlington.  Mass. 
Cavanaugh,  Arthur,  coxswain,  United  States  Navy. 

Enlisted :  Puget  Sound,  Wash.,  December  13,  1912. 

Died :  Navy  collier  Cyclops,  June  14.  1918. 

Cause  :  On  board  missing  ship. 

Next  of  kin :  Mother,  Mary  Cavanaugh,  R.  P.  D.  3,  Arlington,  Wash. 
Cavanaugh,  James  Edward,  machinist's  mate,  first  class.  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  December  11,  1917. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  12.  1918. 

Cause :  Pneumonia. 

Next  of  kin:   Sister,  Anna   cavanaugh.  14  Manton   Street,   Hoosick   Falls, 
N.  Y. 

Cavanaugh,  John  Francis,  shipfitter,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Albany,  N.  Y.,  May  22,  1918. 

Died  :  Naval  hospital,  Brooklyn,  N.  Y.,  September  30.  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Maria  Cavanaugh,  54  Bassett  Street,  Albany,  N.  Y. 
Cavanaugh,  Joseph  Edward,  gunner's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  October  13,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Mrs.  M.  Cavanaugh,  58  Chadwick  Avenue,  Newark,  N.  J. 
Cavanaugh,   Thomas   Patrick,   seaman,   second   class,   United    States   Naval 
Reserve  Force. 

Enlisted :  Buffalo.  N.  Y.,  May  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  6,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Bridget  Cavanaugh,  Rouseville,  Pa. 
Cavanaugh,  William  Francis,  ship's  cook,  fourth  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Boston,  Mass.,  December  11,  1917. 

Died :  U.  S.  S.  Mongolia,  October  2.  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother.  Elizabeth  N.  Duncan.  Lincoln  Street,  Hingham,  Mass. 
Cavener,  Foster  Averyt,  electrician,  third  class   (R),  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla..  April  10.  1917. 

Died:  U.  S.  S.  Salem,  September  29,  1918. 

Cause:  Drowned. 

Next  of  kin:  Mother.  Celia  J.  Cavener,  R.  1,  Box  56.  Cordell,  Okla. 
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Cawley,  Herbert  Weston,  baker,  second  class,  United   States   Naval  Reserve 
Force. 

Enlisted:  Allentown,  Pa.,  March  29,  1918. 

Died:  Philadelphia,  Pa.,  October  18,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Father,  Arthur  .1.  Cawley,  Box  158,  High  Bridge,  Hunterdon, 
N.  J. 
Cease,  Louis  Vebn,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  April  4.  1917. 

Died :  Norfolk,  Va.,  September  20,  1917. 

Cause :  Result  of  fall. 

Next  of  kin :  Mother,  Lucy  Cease,  Conway  Springs,  Kans. 
Cecil,   Wilburn,   carpenter's   mate,  first  class.   United   States    Naval    Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  July  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Edith  M.  Cecil,  Newton,  Kans. 
Cedar,  Andrew,  seaman,  United  States  Naval  Reserve  Force.  . 

Enlisted :  New  York,  N.  Y.,  August  3,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  15,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Grandmother,  Helen  Tbumm,  247  Willis  Avenue,  New  York, 
N.  Y. 
Celentano,  Frank,  water  tender,  United  States  Nav> . 

Enlisted :  New  York,  N.  Y.,  February  13,  1917. 

Died :  Navy  collier  Cyclops,  June  14.  1918. 

Cause :  On  board  missing  sbip. 

Next  of  kin :  Mother,  Mary  Celentano,  461   West  Thirty-first  Street,  New 
York,  N.  Y. 
Chadd,  Holey   Sylvester,   apprentice  seaman,   United   States  Naval   Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  July  23,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Eloise  M.  Chadd,  Seward,  Kans. 
Chadwick,  Clyde  Lisle,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  July  6,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  August  2,  1918. 

Cause :  Appendicitis,  chronic. 

Next  of  kin:  Mother.  Helen  Chadwick,  148  Pendleton  Avenue,  Springfield, 
Mass. 
Chamberlen,  Ralph  Mills,  electrician,  second  class  (G),  United  States  Naval 
Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  June  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next   of   kin:  Father,    Thomas    M.    Chamberlen,    812    Quindare   Building, 
Kansas  City,  Kans. 
Chamberlain,  Joel,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Aberdeen,  Wash.,  February  16,  1917. 

Died:  U.  S.  S.  South  Dakota,  February  1,  1918. 

Cause :  Septicemia. 

Next  of  kin:  Mother,  Ida  Chamberlin.  1112  North  D,  Aberdeen.  Wash. 
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Chambers,  Randall  Henry,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Denver,  Colo.,  December  28,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  February   14,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Henry  Chambers,  Ignacio,  Colo. 
Chambers,  Roscoe  Thomas,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Peoria,  111.,  May  21,  1918. 

Died:  Naval  base  hospital  No.  5,  Brest,  France,  October  23,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Henton  J.  Chambers,  La  Belle,  Mo. 
Chancey,  Osborne  Beal,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  April  18,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  3.  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  E.  Chancey,  Hondo,  Tex. 
Chandler,   Arthur  McKinsley,   seaman,    second   class.   United   States   Naval 
Reserve  Force. 

Enlisted:  Kansas  City,  Mo.,  July  16,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Henry  Chandler,  Savannah,  Mo. 
Chandler,    Charles   Thomas,    pharmacist's   mate,    first   class,    United    States 
Navy. 

Enlisted:  Washington,  D.  C,  January  3.  1916. 

Died :  Navy  collier  Cyclops,  June  14.  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Sister,  Mrs.  William  Salmouson,  31  Third  Street,  Schenectady,. 
N.  Y. 
Chapin,  Minor  Judson,  quartermaster,  second  class  (A),  United  States  Navy. 

Enlisted :  Chicago,  111.,  April  4,  1917. 

Died:  Naval  aeronautic  detachment, -France,  April  12,  1918. 

Cause :  Result  of  injuries  received  in  airplane  accident. 

Next  of  kin :  Father,   Ora  E.   Chapin,  6415  University   Avenue,   Chicago, 
111. 
Chaplin,    Charlie   Pleasant,    apprentice   seaman.    United    States   Naval    Re- 
serve Force. 

Enlisted:  Richmond,  Va.,  July  19,  1918. 

Died:  Naval  hospital,  Hampton  Roads,  Va.,  October  14,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  James  B.  Chaplin,  R.  F.  D.  1,  Lexington,  Va. 
Chapman,  James  Frederick,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Los  Angeles,  Calif.,  May  25,  1918. 

Died :  San  Francisco,  Calif.,  October  20,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Wife,  Florence  Chapman  (address  unknown). 

Home  address  of  man :  388  Thirty-second  Avenue,  San  Francisco,  Calif. 
Chappell,  Clarence  Evert,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  December  12,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  19,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Hiram  Chappell,  Rockwell,  Iowa. 
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■Chappie,  Frank  William,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  March  29,  1917. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action  with  enemy  submarine. 

Next  of  kin :   Father,  Ronihold  Chappie,  8  Walnut   Street,  Charlestown, 
Mass. 
Chaput,  Paul  Joseph,  boatswain's  mate,  first  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Boston,  Mass.,  December  5,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Died  when  vessel  was  torpedoed  by  enemy. 

Next  of  kin :  Mother,  Emma  Chaput,  79  Central  Street,  Ipswich,  Mass. 
Char,  Frederick,  yeoman,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Pearl  Harbor,  Hawaii,  April  20,  1917. 

Died:  Naval  station,  Pearl  Harbor,  Hawaii,  October  31,  1918. 

Cause :  Killed  by  moving  train. 

Next  of  kin :  Brother,  Y.  T.  Char,  1932  Metcalf  Street,  Honolulu,  Hawaii. 
Oharette,  Ulrich  Joseph  Thomas,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.;  November  21,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  when  vessel  was  torpedoed  by  enemy. 

Next  of  kin :  Father,  Thomas  Charette,  Philadelphia,  Pa. 
Charon,  Edwin  Frederick,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Burlington,  Vt,  July  24,  1917. 

Died :  U.  S.  S.  Pittsburgh,  October  19,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Eva  Charon,  Woodstock,  Vt. 
Chase,  Arthur  Bengarman,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  March  15,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  June  7,  1917. 

Cause:  Measles. 

Next  of  kin :  Father,  William  Chase,  70  Lake  Avenue,  Haverhill,  Mass. 
Chase,  Edward  Faunce.  landsman  for  quartermaster  (A),  United  States  Naval 
Reserve  Force. 

Enlisted :  Minneapolis,  Minn.,  July  8,  1918. 

Died :  Minneapolis,  Minn.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Kate  Chase,  Jamestown,  N.  J. 
Chase,  Henry  Newton,  seaman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  June  5,  1917. 

Died :  U.  S.  S.  Mercy,  October  9,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Elmer  Chase,  115  Short  Street,  Galena,  Kans. 
Chase,  Martin  Lee.  seaman,  second  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  July  27,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  Edwin  Chase,  Turnpike,  Billerica,  Mass. 
('hassey,  Walter,  coxswain,  United  States  Naval  Reserve  Force. 

Enlisted :  Providence,  R.  I.,  May  5,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Died  when  vessel  was  torpedoed  by  enemy. 

Next  of  kin :  Mother,  Mary  Chassey,  723  North  Main  Street,  Providence, 
R.I. 
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Chauvin,  John  Washington,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  June  22,  1918. 

Died :  Naval  hospital,  Newport,  R.  I..  September  12,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Leah  F.  Chauvin.  St.  Martinsville,  La. 
Cheek,  William  Ralph,  seaman,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  May  22,  1917. 

Died :  U.  S.  S.  Mercy,  September  30,  1918. 

Cause:  Pneumonia 

Next  of  kin:  Wife,  Bernice  Cheek.  928  McCann  Street,  Springfield.  Mo. 

Cheesman,  William  Stoi  t.  apprentice  seaman,  United  States  Navy. 

Enlisted:  Philadelphia.  Pa..  June  17.  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  September  30.  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father.  Isaac  Cheesman,  New  Street,  Clayton,  N.  J. 
Chepfeb,  Byron,  musician,  flrsl  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Great  Lakes,  111.,  March  11,  1918. 

Died:  Rase  hospital  No.  3,  October  31,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin  :  Mother.  Zeldia  Cheffer,  St.  Anne.  111. 
Chenoweth,  Bert  Bodwell,  hospital  apprentice,  second   class.   United   states 
Naval  Reserve  Force. 

Enlisted:  Great  Lakes,  ill.,  June  26,  1918. 

Died:  Naval  training  station.  Great   Lakes.  111.,  September  18,  1918. 

Cause:  Influenza. 

Next    of   kin:  Mother.   Sarah    A.   Chenoweth,    looo    South    Tenth    Street, 
Charleston,  111. 
Cherry,  Clarence  Washington,  seaman,  second  class.   United   States  Naval 
Reserve  Force. 

Enlisted:  Raleigh,  N.  C,  June  28.  1918. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  2,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Wife.  Esther  < !.  Cherry.  R.  R.  2,  Gastonia,  N.  C. 
Cherry,  Eugene  Mack-,  seaman.  United  Slates  Naval  Reserve  Force. 

Enlisted:  Norfolk.  Va.,  December  14,  1917. 

Died:  Naval  hospital.  Norfolk,  Va.,  September  28,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Wife,  Lillian  Cherry,  722  Boush  Street,  Norfolk,  Va. 
Cherry,   Henry   Lee,    landsman    for    musician.    United    States   Naval    Reserve 
Force. 

Enlisted:   Kansas  City,  Mo.,  July  13,  1918. 

Died  :  Naval  hospital.  Great  Lakes,  111.,  September  29,  1918. 

Cause  :  Influenza. 

Next  of  kin  :  Father.  John  Robert  Cherry,  Lebanon,  Kans. 
Cherry,  Joseph  Andrew,  Jr.,  yeoman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  March  27,  1918. 

Died:  At  home,  October  10.  1918. 

Cause :  Broneho-pneumonia. 

Next  of  kin:  Mother.  Mary  McA.  Cherry,  336  Rector  Street.   Roxborough, 
Philadelphia,  Pa. 
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Chesser,  Charles  William,  Landsman  for  machinist's  mate  (A),  United  States 
Navy. 

Enlisted :  Denver,  Colo.,  December  13,  1917. 

Died:  Naval  training  camp.  San  Diego,  Calif.,  March  8,  1918. 

Cause:  Mumps. 

Nexl  of  kin :  Mother,  Gene  Ferrier,  K.  F.  D.  3.  Grand  Junction,  Colo. 
Childkess,  Samuel  Torbett,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  February  22,  1918. 

Died :  U.  S.  S.  Solace,  October  9.  1918 

Cause:  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Mae  Childress,  Cameron,  Tex. 
Childs,  William  McKinley,  machinist's  mate,  first  class.  United  States  Naval 
Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  June  6,  1918. 

Died:  U.  S.  N.  A.  S.  Archachon,  October  16,  1918. 

Cause:  Injuries  received  in  auto  accident. 

Next  of  kin :  Mother,  Clara  Childs,  16  South  Twelfth  Street,  Darby,  Pa. 
Chilstrom,   Oscar   Valdemar,   musician,   second   class,   United   States  Naval 
Reserve  Force. 

Enlisted :  Chicago,  111.,  June  17,  1918. 

Died :  Chippewa  Falls.  Wis..  September  21,  1918. 

Cause:  Pneumonia. 

Nexl  of  kin:  Mother,  Mrs.  C.  Chilstrom,  Winthrop,  Mass. 
Chinn,  William  Lick,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Washington,  D.  C,  April  12,  1918. 

Died:  Naval  hospital,  Newport,  It.  I.,  May  3.  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Mother,  Carrie  E.  Chinn,  51  Rhode  Island  Avenue  NW.,  Wash- 
ington, D.  C. 
< 'tttxnock,  Allan  Leon,  apprentice  seaman,  United  sturt-s  Naval  Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  July  31,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111..  October  9,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Irene  Chinnock,  Wabeno,  Wis. 
Chinouth,  William  Nelson,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Chicago.  111.,  June  10,  1918. 

Died:  Naval  hospital.  Great  Lakes.  III..  October  4,  1918. 

Cause:   Influenza. 

Next  of  kin  :  Mother,  Sarah  Chinouth,  route  5,  Jonesboro,  Tenn. 
CHITWOOD,  \N  ill]  am  Elmee,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  April  20,  1917. 

Died  :  Naval  training  station,  Great  Lakes,  111.,  June  12,  1917. 

Cause:  Found  dead  near  railroad  track,  Harvard,  111. 

Next  of  kin:  Mother,  Flora  P>.  Chitwood,  R.  27,  Box  233,  Topeka,  Kans. 
Christensen,  Chakles  Louis,  seaman,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  April  26,  1917. 

Died  :  Naval  hospital.  Gibraltar,  October  26,  1918. 

•  'uiise:  Pneumonia,  lobar. 

Next  of  kin:  Father.  James  Christenson.  South  Heart,  N.  Dak. 
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Christensen,  James  Alfred,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Denver,  Colo.,  June  27,  1917. 

Died :  Navy  base  hospital  No.  6,  February  18,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  James  Christensen,  Durham,  Wyo. 
Christensen,   William,   seaman,   second   class,   United   States   Naval    Reserve 
Force. 

Enlisted:  Portland,  Oreg.,  June  25,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  10,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Hanna  Christensen,  Spokane,  Wash. 
Chkistenson,  Ralph  Hiram,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Milwaukee,  Wis.,  May  21,  1918. 

Died:  U.  S.  S.  Huntington,  October  12,  1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  Carl  C.  Christenson,  Rio,  Wis. 
Christian,  Chari.es   Edwin,  seaman,  second  class.  United  States  Naval   Re- 
serve Force. 

Enlisted:  Chicago,  111.,  May  20,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Sousie  Christian,  10417  Prospect  Avenue,  Chicago,  111. 
Christian,  James  Henry,  pattern  maker,  second  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  December  14,  1917. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  2,  1918. 

Cause :  Fracture  fifth  cervical  vertebra?. 

Next  of  kin :  Wife,  Dorothy  Christian,  post  office  box  259,  Roanoke,  Va. 
Christian,  James  Novice,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Meridian,  Miss.,  April  27,  191S. 

Died:  Naval  air  station,  Pensacola,  Fla.,  October  17,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  James  H.  Christian,  Tupelo,  Miss. 
Christian,  Leslie  David,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  December  15,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  March  28,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Maggie  Christian,  Mart,  Tex. 
Christian,  Zolt.ie  David,  fireman  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Nashville,  Tenn.,  June  7,  1918. 

Died :  Naval  hospital,  Key  West,  Fla.,  October  23,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Ellen  B.  Christian,  R.  4,  Church  Hill,  Tenn. 
Christie,  John  Hayden,  yeoman,  second  class,  United  States  Navy. 

Enlisted:  Pensacola,  Fla.,  July  3,  1917. 

Died :  Naval  air  station,  Pensacola,  Fla.,  October  3,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Mother.  Mary  E.  Christie,  323  East  Romana  Street,  Pensacola, 
Fla. 
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Chbistman,  Paul  Sylvester,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  January  29,  1918. 

1  >ied :  Naval  hospital,  Norfolk,  Va.,  March  21,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  John  P.  Christman,  523  Linden  Street,  Reading,  Pa. 
<  jikistoferson,   Arthur  Clarence,   coppersmith,   second   class,   United   States 
Naval  Reserve  Force. 

Enlisted:  Minneapolis,  Minn.,  July  2,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kiu:  Mother,  Annie  Christoferson,  4610  Wentworth  Avenue.  South 
Minneapolis,  Minn. 
Christopher,  Arthur  Leonard,  apprentice  seaman,  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  January  11,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  April  13,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  George  Christopher,  Jennings,  La. 
Christopher,  Charles  Worthy,  apprentice  seaman,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Great  Lakes,  111.,  August  20,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  George  A.  Christopher,  Republic,  Mo. 
Christopher,  Leon  Thomas,  quartermaster,  second  class,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  December  11,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  September  28,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Thomas  Christopher,  111  East  State  Street,  Albion, 
N.  Y. 

Church,  Asbury   Evans,   carpenter's  mate,  second   class    (A),   United   States 
Navy. 

Enlisted:  Atlanta,  Ga.,  February  26,  1918. 

Died :  Naval  air  station,  Pensacola,  Fla.,  October  14,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Delia  Flynn  Church,  4  North  Street,  Gainesville,  Ga. 
('hurch,  Carl  Leroy,  seaman,  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  March  20,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  March  22,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  A.  Church,  115  Eastern  Avenue,  Toledo,  Ohio. 
Church,  Corneille  Austin,  seaman,  United  States  Navy. 

Enlisted :  La  Crosse,  Wis.,  May  31,  1917. 

Died :  U.  S.  S.  Mercy,  October  9,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  Charles  Church,  Trempealeau,  Wis. 
Church,  Lester  Hubbard,  quartermaster,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Newport,  R.  L,  March  2,  1918. 

Died:  Naval  hospital,  New  London,  Conn.,  September  26,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mattie  Church,  81  Beers  Street,  New  Haven,  Conn. 
174483—20 12 


178 

Churchill,  James  Floyd,  chief  quartermaster,   United  States    Naval    Reserve 
Force. 

Enlisted:  Newport,  R.  I.,  June  7,  1917. 

Died:  Naval  air  station,  Pensacola,  Fla.,  August  29,  1918. 

Cause:  Seaplane  accident. 

Next  of  kin:    Father,   Harlei    J.   Churchill,   116  McLennan   Avenue,   Syra- 
cuse, N.  Y. 
Ciccone,  Sabatino,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Denver,  Colo.,  May  6,  1918. 

Died :  Naval  training  camp,  San  Pedro,  Calif.,  October  21,  1918. 

Cause :  Acute  myocarditis. 

Next  of  kin :  Cousin,  Antonio  Ciccone,  box  13,  Starkville,  Colo. 
Cifatte,  Stephen  Charles,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enlisted:  Bridge] tort,  Conn.,  June  4,  1918. 

I  "icd:  Naval  hospital,  Great  Lakes,  111..  September  24.  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Felix  Cifatte,  49  Main  Street,  Norwalk,  Conn. 
Clack,   James    Stirling,  jr..   gunner's   mate,   third   cImss    id),    United   States 
Navy. 

Enlisted:  New  oilcans,  La.,  June  22,  1916. 

Died :  U.  S.  S.  Solace,  October  12,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  James  S.  Clack,  sr.,  Plattenville,  La. 
Claflin,  Clyde  Verdi,  landsman  for  electrician  (R),  United  Stores  Naval  Re- 
serve Force. 

Enlisted:  Minneapolis,  Minn.,  July  29,  1918. 

Died:  Minneapolis,  Minn.,  October  7,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Adda  Claflin,  Sweet  Briar,  N.  Dak. 
Claggett,  Honore  Martin,  jr.,  chief  electrician,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  June  19,  1911.     . 

Died:  U.  S.  S.  Chauncey,  November  19,  1917. 

Cause:  Drowned. 

Next  of  kin :  Father,  Honore  C.  Claggett,  sr.,  Laurel,  Md. 
Clancy,  Thomas  Vincent,  engineman,  second  class,  United  Siaies  Naval   Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  June  1,  1918. 

Died:  Naval  training  camp,  Pelham  Bay  Park,  N.  Y.,  October  13,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Bridget  Mullen,  Ballynew,  Galway,  Ireland. 
Clapp,  Robert  Jay.  carpenter's  mate,  third  class,  United  States  Naval  Reserve 
Force. 

Unlisted :  Boston,  Mass.,  December  13,  1917. 

Died :  North  Bombing  Squadron  Headquarters,  October  3,  1918. 

Cause:  Meningitis. 

Next  of  kin :  Wife,  Mrs.  Robert  J.  Clapp,  Barre,  Mass. 
Clare,  Edward  Lewis,  baker,  first  class,  United  States  Naval  Reserve. 

Enlisted :  Chicago,  111.,  June  7,  1917. 

Died :  Naval  training  station,  Great  Lakes,  111.,  August  27,  1918. 

Cause :  Drowned. ' 

Next  of  kin  :  Mother,  Catherine  Clare.  7140  Cornell  Avenue,  Chicago,  111. 


171) 

Claret,  Rot  Athold,  carpenter's  mate,  first  class,  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  May  29,  1915. 

Died :  Navy  collier  Cyclop*.  June  14,  191S. 

Cause:  On  hoard  missing  ship. 

Next  of  kin:  Mother.  Tille  Clarey,  1527  Canal  Street,  Santa  Barbara,  Calif. 
Clarity,  Thomas   John,  seaman,  second   class.   United    States  Naval    Reserve 
Force. 

Enlisted :  Portland,  Me.,  June  2,  1918. 

Died:  Naval  training  camp,  Bumkin  Island,  Mass.,  September  17,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Alice  F.  Clarity,  1  Sherman  Street.  Portland,  Me. 
Clark,  Charles  Axjbor,  machinist's  mate,  second  class.  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  December  13,  1917. 

I  >ied  :  Naval  hospital,  Great  Lakes,  111.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Mayme  Clark,  Matthews,  Mo. 
Clark,  Clarence,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  May  28,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  10,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Capitola  Clark,  K.  F.  D.  No.  10,  box  90,  Decatur.  Ind. 
Clark,  Edward  J.,  electrician,  first  class.    (R),  United  States  Naval   Reserve 
Force. 

Enlisted :  Boston.  Mass.,  June  2,  1917. 

Died:  Marine  hospital,  Portland,  Me.,  October  20,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Sister,  Gertrude  Clark,  206  Marion  Street,  East  Boston,  Mass. 
Clark,  Eltcene  Henry,  seaman,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  March  7,  1917. 

Died :  IT.  S.  S.  Shaw,  October  7,  1918. 

Cause:  Drowned. 

Next  of  kin  :  Mother,  Mary  J.  Clark,  110  Linden  Avenue.  Waterloo,  Iowa. 
Clark.  Franklin  Summer,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  May  31,  1918. 

Died:  Naval  hospital,  Chelsea.  Mass..  Septemher  10.  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Alice  J.  Clark,  Grafton,  Mass. 
Clark,  Fred  Charles,  fireman,  second  class,  United  stales  Navy. 

Enlisted:  Portland,  Oreg.,  December  15.  1917. 

Died:  l'.  S.  S.  Albany,  August  22,  1918. 

Cause:   Suffocated  in  coal  hunkers. 

Next  of  kin  :  Mother,  Emma  Clark,  Wenatchee,  Wash. 
Clark.  George  Rector,  machinist's  mate,  first  .-lass.  United  Stales  Naval   Re- 
serve Force. 

Enlisted:  Louisville.  Ky..  April  25,  litis. 

Died :  Port  Clinton,  Ohio,  September  29,  1918. 

Cause:  Typhoid  pneumonia. 

Next  of  kin:  Mother.  Mamie  I.  Clark,  Moorefield,  Ky. 
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Clark,  Hakky  Amek,  fireman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  December  12,  1917. 

Died:  At  home,  October  17,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Catherine  V.  Clark,  424  Saint  Nicholas  Avenue,  New 
York,  N.  Y. 
Clark,  James  Clifford,  quartermaster,  second  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  April  29,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  6,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  James  O.  Clark,  57  Reid  Avenue,  Brooklyn,  N.  Y. 
Clark,  James  Lewis,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  May  29,  1918. 

Died:  Naval  air  station,  Killingholm,  October  29,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Belle  Clark,  Round  Hill,  Ky. 
Clark,  John,  Jr.,  oiler,  United  States  Naval  Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  April  26.  1917. 

Died :  At  home,  October  18,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Maggie  Clark.  2551    North  Howard  Street.  Philadel- 
phia, Pa. 
Clark,  John  Edward,  apprentice  seaman,  United  State*  Naval  Reserve  Force. 

Enlisted:  Los  Angeles,  Calif.,  October  8,  1918. 

Died :  At  home,  October  18,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Mother.  Jannie  M.  ('lark.  2210  Raymond  Avenue.  Los  Angeles, 
Calif. 
(Ilark,  Leslie  Mebvin,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  May  1,  1917. 

Died:  Naval  hospital,  Newport,  R.  L,  June  25,  1917. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Rev.  George  Clark,  box  126,  Horwich,  Mass. 
Clark,  Ollie  James,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  June  25,  1918. 

Died :  Naval  hospital.  Norfolk,  Va.,  October  11,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Novie  P.  Clark.  R.  F.  D.  No.  1,  Murray,  Ky. 
Clark,  Paul  Dwight,  landsman  for  quartermaster  (A),  United  States  Navy. 

Enlisted :  Scranton,  Pa.,  March  12,  1918. 

Died:  Naval  hospital,  naval  base,  Virginia,  October  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Anna  Clark,  1S6  McLean  Street,  Wilkes-Barre,  Pa. 
Clark,  Robert  Pattison,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Albany,  N.  Y.,  November  28,  1917. 

Died:  Naval  hospital,  naval  base,  Virginia.  October  15,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Emmeline  Clark,  R.  F.  D.  No.  1,  Elnora,  N.  Y. 
Clark,  Ruben  Calvin,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Parkersburg,  W.  Va.,  June  17,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  12.  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Father,  Calvin  Clark,  Prestonburg,  Ky. 
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Clark,  Theodore  Roosevelt,  mess  attendant,  third  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Norfolk,  Va.,  January  15,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  Shady  Clark,  932  Gordon  Avenue,  Norfolk,  Va. 
Clark,  Timothy  Matthews,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Brooklyn,  N.  Y.,  March  19,  1918. 

Died:  Federal  rendezvous,  Brooklyn,  N.  Y.,  June  2,  1918. 

Cause:  Gunshot,  wound  in  abdomen. 

Next  of  kin:  Mother,  Mary  Clark,  1520  Pacific  Street,  Brooklyn,  N.  V. 
Clark.  Wiiitam  Patrick,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Seattle,  Wash.,  June  25,  1917. 

Died:  Armed  draft  detail.  New  York,  July  5,  1918. 

«':iuse:  Drowned. 

Next  of  kin:  Mother,  Frances  Clark,  3541  South  L  Street,  Tacoma,  Wash. 
Clark,  William  Russell,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  September  24.  1917.  4 

Died :  S.  S.  Florence,  April  17,  1918. 

Cause :  Drowned. 

Next   of   kin:    Mother,   Gladys    Etanney,   821   South   Second    Street.    Balti- 
more. Md. 
Clarke,  Gordon  C,  chief  yeoman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  November  28,  1916. 

Die,]  :  Submarine  base,  Canal  Zone,  April  7.  1918. 

Cause:  Gunshot  wound. 

Next  of  kin:  Brother,  Frank  Clarke,  Saginaw,  Mich. 
Clarke.  John   Sidney,  carpenter's  mate,  tirst  class,  United   States  Naval   Re- 
serve Force. 

Enlisted :  New  Orleans,  La.,  August  22,  1917. 

Died:  Naval  hospital,  New  Orleans,  La.,  October  20,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Alice  L.  Clarke,  349  Elmira  Avenue,  New  Orleans,  La. 
Clarke,  Thomas,  water  tender,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  April  11,  1917. 

Died  :  New  York,  N.  Y.,  January  20.  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Daughter,  Christina  Hanley,  16  Vine  Street,  Brooklyn,  N.  Y. 
Clarke,  William  Thomas,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Newark,  N.  J.,  July  3,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  9,  1918. 

Cause:  Pneumonia,  broncho. 

Nexi   of  kin :   Mother.  Margaret  Clarke,  53  Warner  Avenue,  Jersey  City, 
N.  J. 
Clary,  Edwin  James,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Columbia,  S.  C,  April  10,  1917. 

Died:  U.  S.  S.  Connect  hut.  May  11,  1917. 

Cause:  Measles. 

Next  of  kin  :  Father,  J.  AY.  Clary,  Greeleyville,  S.  C. 
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Claude,   Elmer  Samuel,  seaman,   second  class,   United   State-   Naval   Reserve 
Force. 

Enlisted  :  Buffalo,  N.  Y.,  June  4,  1918. 

Died:  Naval  air  station,  Eastleigh,  England,  October  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Christopher  (Maude.  24  Park  Place,  Lockport,  N.  Y. 
Clause,  August  Peter,  fireman,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted:  New  Orleans,  La.,  November  15,  1917. 

Died:  Naval  hospital,  naval  base.  Virginia,  October  1.  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Mrs.  Barbara  M.  <  \  Prune,  2230  St.  Peter  Street.  New  Orleans, 
Fa. 
Clausen,  Carl  E.,  oiler,  United  States  Naval  Reserve  Force. 

Enlisted:  Norfolk.  Va.,  May  16,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin  :  Mother,  Mrs.  C.  .1.  Clausen,  11)2  West  York  Street.  Norfolk,  Va. 
Cleary,  James  Joseph   Francis,  seaman,  second  class.  United  States  Naval 
Reserve  Force. 

Enlisted:  New  York,  \.   V.,  .May  S,  1917. 

Died:  IT.  S.  S.  Alcedo,  November  5,  1917. 

Cause:  Drowned  when  vessel  was  torpedoed  by  enemy  submarine. 

Next   of   kin:   Father.   James   W.   Cleary,   2394    Second    Avenue.    New    York, 
N.  Y. 
Cleaver,  Albert  John,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  July  5,  1918. 

Died:  Naval  hospital,  Newport,  R.  T.,  September  24,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father.  Aug.  Cleaver,  1730  Walnut  Street.  Ashland.  Pa. 
Clements,  Paul  .Matthew,  apprentice  seaman.  United  States  Navy. 

Unlisted  :  Chicago,  ill.,  June  5,  1917. 

Died:  Naval  hospital.  Newport,  R.  I.,  August  2,  1917. 

Cause:  Foreign  body  in  trachea. 

Next    of    kin:  Mother,    Antonia    Clements,    1404    North    Twelfth    Avenue, 
Chicago,  111. 
Cleveland,  William   Jacob,  apprentice  seaman.   United  States  Naval    deserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  June  5,  191S. 

Died:  Wissahicken  Barracks,  Cape  May.  N.  .1..  August  24,  L918. 

Cause:  Drowned. 

Next  of  kin:  Grandmother,  Otille  Ernst,  6208  Clearview    Street.   Philadel- 
phia, Pa. 
Cliff,  Harry  Martin,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted:  Chicago,  III.,  June  4.  1918. 

Died:   Naval  hospital.  New  York,  N.  Y..  November  6\  1918. 

Cause:  Pneumonia. 

Next  of  kin:   Father.  August  Cliff.  711  Briar  Place.  Chicago,  HI. 
CLINE,  Turner  LANE,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted:  Louisville,  Ky.,  June  14,  1918. 

Died:  Naval  hospital,  Great  Lakes.  111..  September  2.">,  1918. 

Cause:  Influenza. 

Next  of  kin:   Mother,   Fannie  Millet-  ('line.  Dawson   Springs,   Ky. 
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ckmtier,  Wilered,  ship's  cook,  second  class.  United  States  Navy. 

Enlisted :  Providence,  R.  I.,  July  3,  1917. 

Died:  U.  S.  A.  C.  T.  Ticmderoga,  September  30,  1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin  :  Father,  Joseph  Cloutier,  Alfred,  Me. 
Glower,   Talbot  Morris,   seaman,   second   class.   United    States  Naval    Reserve 
Force. 

Enlisted  :  Birmingham.  Ala.,  May  7.  1918. 

Died:  Naval  hospital,  naval  base,  Virginia.  October  3,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Father,  Joseph  C.  Glower,  Ashford,  Ala. 
Clynes,  John  William,  chief  gunner's  mate,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  February  2,  1916. 

Died :  Submarine  base,  New  London,  Conn.,  August  24,  1918. 

Cause :  Poisoning,  alcohol,  chronic. 

Next  of  kin:  Wife,  Grace  Clynes,  926  Twenty-fourth  Street,  Oakland,  Calif. 
Clyssens,  Gaston  Martin  Alphonsk,  landsman  for  ship's  cook,  United  States 
Naval  Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  June  29,  1918. 

Died:  Naval  hospital.  Great  Lakes,  ill.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Mary  R.  Clyssens,  Park  Street,  Harvard,  III. 
Ookb.  Albert  Bryan,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Seattle,  Wash.,  July  26,  1918. 

Died:  Puget  Sound.  Wash.,  October  4,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Mother,  Francis  A.  Cobb,  519  South  Silver  Street,  Centralia, 
Wash. 
Coble,  Gilbert  Lackey,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Oklahoma  City,  Okla.,  April  19,  1917. 

Died :  U.  S.  S.  New  York,  June  19,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Annie  Coble,  Konawa,  Okla. 
Coble,  John  Fielding,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  November  22,  1917. 

Died:  Naval  training  camp,  San  Diego.  Calif.,  January  12,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Anna  C.  Coble,  Potter  Valley,  Calif. 
Coblextz,  Howard  Burnsides,  yeoman,  second  class,  United  States  Navy. 

Enlisted :  Naval  training  station,  Great  Lakes.  111.,  April  23,  1917. 

Died:  Naval  hospital.  New  York.  N.  Y.,  June  1,  1918. 

Cause,  Diphtheria. 

Next  of  bin :  Father,  George  W.  Coblentz,  1045  West  Ninth  Street,  Erie,  Pa. 
Cochrane,  Jesse  Dillard,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Tampa,  Fla.,  May  29,  1918. 

Died:  Naval  hospital,  naval  base.  Virginia,  October  3,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Mother,  Mrs.  Bessie  Cochran,  Dade  City,  Fla. 
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Cocheane,  Lynn,  ship's  cook,  first  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Great  Lakes,  111.,  July  23,  1917. 
Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 
Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 
Next  of  kin :  Father,  Samuel  Cochrane,  189  West  Park  Avenue,  Delaware. 
Ohio. 
Cockerhan,  Francis  Brittian,  apprentice'seanian,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  April  4,  1918. 

Died :  Navy  base  hospital  No.  2,  July  16,  1918. 

Cause :  Meningitis,  cerebrospinal. 

Next  of  kin :  Mother,  Etta  Cockerhan,  Monroe  City,  Ind. 
Cockett,  Ray  Dutcher,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  November  19,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  April  21,  1918. 

Cause:  Pleurisy. 

Next  of  kin :  Mother,  Nellie  D.  Cockett,  Sanquoit,  N.  Y. 
Cockrell,  Alexander  Milton,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  June  2,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  20,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  May  B.  Mills,  Lafayette,  La. 
Cody,  Sophia  Theresa,  yeoman,  third  class  (F.),  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  July  25,  1918. 

Died :  At  home,  October  13,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Cody,  78  Willow  Court,  Dorchester,  Mass. 
Coe,  Henry  Lester,  boilermaker,  United  States  Naval  Reserve  Force. 

Enlisted :  Key  West,  Fla.,  October  11,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C,  October  13,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mary  A.  Coe,  Savannah,  Grand  Cayman,  West  In- 
dies. 
Coffey,  Chestley  Shelton,  seaman,  first  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  May  5,  1917. 

Died:  Naval  hospital.  Philadelphia,  Pa.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Edgar  N.  Coffey,  Fort  George  Wright,  Spokane,  Wash. 
Coffin,  Henry  Sidney,  seaman,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  March  31,  1917. 

Died:  U.  S.  S.  Pittsburgh,  October  19,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  May  Cannon,  La  Mesi,  Calif. 
Coffman,  Scott,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Indianapolis,  Ind.,  July  23,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  S.  Coffman,  motor  route  A,  Sullivan,  Ind. 
Coger,  Ira,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  16,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  21.  1918. 

Cause :  Pneumonia,  broncho. 

N^xt  of  kin:  Father,  Howard  Coger,  Curry,  N.  Y. 
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Coghlan,  Hakey  Gordon,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  15,  1918. 

Died :  New  York,  N.  Y.,  October  18,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Henry  Coghlan,  277  Quiucy  Street,  Brooklyn,  N.  Y. 
Cohen,  Hakry  Oliver,  boatswain's  mate,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  April  17,  1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Abraham  Cohen,  406  Cooper  Street,  Utica,  N.  Y. 
Cohen,  Jacor  Edel,  electrician,  third  class  (R),  United  States  Navy. 

Enlisted :  Richmond,  Va.,  August  7,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause:  Died  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  Edel  Cohen,  732  West  Broad  Street,  Richmond,  Va. 
Cohen,  Jerome,  electrician,  first  class  (R),  United  States  Naval  Reserve  Force. 

Enlisted :  Chicago,  111.,  December  22,  1917. 

Died :  Belmar  radio  station,  Belmar,  N.  J.,  July  5,  1918. 

Cause:  Fractured  skull. 

Next  of  kin :  Wife,  Myrtle  Cohen,  5049  St.  Lawrence  Avenue,  Chicago,  111. 
Cohen,  Louis,  boatswain's  mate,  first  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  October  16,  3915. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause:  Result  of  explosion  on  ship. 

Next  of  kin :  Sister,  Ida  Goodman,  157  North  High  Street,  Baltimore,  Md. 
Cohoon,  Albert,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  April  28,  1917. 

Died :  Navy  collier  Cyclops,  June  14, 1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Brother,  Fred  Cohoon,  312  Green  Street,  Owosso,  Mich. 
Coldmon,  Ivery,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  December  17,  1917. 

Died :  Hampton  Roads,  Va.,  March  18,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lizzie  Coldmon,  North  Franklin  Street,  Philadelphia, 
Pa. 
Cole,  George  Tillott,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  East  Chester,  N.  Y.,  August  31,  1917. 

Died :  Navy  hospital,  Gibraltai",  November  6,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mary  D.  Cole,  Carrnel,  N.  Y. 
Cole,  Glenn  W.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  June  13,  1918. 

Died  :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Warren  G.  Cole,  Newaygo,  Mich. 
Cole,  Hal  Scott,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Meridian,  Miss.,  June  15,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  16,  1918. 

Cause : Influenza. 

Next  of  kin  :  Father,  Dan  S.  Cole,  Redwood.  Miss. 
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Cole,  John,  mess  attendant,  third  class,  United  States  Naval  Reserve  Force. 
Enlisted:  Washington,  D.  C,  February  21,  1918. 
Died :  U.  S.  S.  Westover,  July  11,  1918. 
Cause :  Lost  his  life  when  vessel  was  torpedoed. 
Next  of  kin  :  Father,  Louis  J.  Cole,  Brentwood.  Md. 
Cole,  John  William,  coxswain.  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  July  23,  1918. 
Died :  U.  S.  S.  New  Mexico,  September  25.  1918. 
Cause :  Pneumonia. 

Next  of  kin:  Father,  Charles  H.   Cole,   1165  Gilbert  Avenue.   Cincinnati, 
Ohio. 
Cole,  Patrick  Michael,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Detroit,  Mich.,  November  6,  1917. 
Died :  U.  S.  S.  Shaw,  October  9.  1918. 
Cause:  Killed  in  collision. 

Next  of  kin :  Mother,  Mary  Merson,  904  Elm  Street,  Cincinnati,  Ohio. 
Cole,  Richard,  seaman,  second  class.  United  States  Naval  Reserve  Force. 
Enlisted :  St.  Louis,  Mo.,  June  14,  1918. 
Died :  Pendleton,  Oreg..  October  11.  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Raney  Cole,  Nye,  Mo. 
Cole,  Robert  Cleveland,  carpenter's  mate,  first  class,  United  States  Navy. 
Enlisted :  Newark,  N.  J.,  April  6,  1918. 
Died:  Naval  air  station,  Killingholme,  October  24,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Mother,  Ella  Cole,  R.  F.  D.  1,  Parsippany,  N.  J. 
Coleman,  Bkkxard.  seaman,  second  class,  United  States  Navy. 
Enlisted:  New  York,  N.  Y.,  April  16,  3917. 
Died  :  U.  S.  S.  Texas,  March  22,  1918. 
Cause :  Killed  in  accident. 

Next  of  kin  :  Father,  Michael  Coleman,  864  Eagle  Avenue,  New  York,  N.  Y. 
Coleman,  Henry  David,  seaman,  United  States  Navy. 
Enlisted  :  Columbia,  S.  C,  May  2,  1917. 

Died:  Navy  base  hospital  No.  5,  Brest,  France,  October  1,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Mother,  Marie  Coleman,  Shelton,  S.  C. 
Coleman,  Lloyd  Walter,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  Peoria,  111.,  June  20,  1918. 

Died:  Naval  hospital,  Pugel  Sound.  Wash.,  October  2,  1918. 
Cause:  Influenza. 

Next   of  kin:    Guardian,   Tom    Dunn,    1900   North    Adams   Street.   Peoria, 
III. 
Coleman,  Oixie  Carl,  apprentice  seaman,  United  States  Navy. 
Enlisted:  Columbia.  S.  C,  April  35,  1918. 
Died:  Naval  hospital,  Newport.  R.  I.,  May  16.  1918. 
Cause:  Measles. 

Next  of  kin  :  Mother.  May  Coleman,  Travellers  Rest,  S.  C. 
Collier.  Haywood,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enlisted :  Louisville.  Ky.,  July  17,  1918. 

Died:  Naval  training  station,  Great  Lakes,  111..  October  2,  1918. 
Cause:  Influenza. 
Next  of  kin  :  Father,  Patrick  H.  Collier,  star  route,  Mayfield,  Ky, 
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Collins,  Edward,  musician,  first  class.  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  December  15,  1915. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  July  24.  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Conrad  Collins,  252  Plymouth  Avenue,  Minneapolis, 
Minn. 
Collins,   Ivan   Howard,   seaman,  second   class,   United   States   Naval    Reserve 
Force. 

Enlisted:  St.  Louis,  Mo.,  June  1,  1918. 

Died:  Naval  training  camp,  Seattle,  Wash..  October  11,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Mother,  Emma  Collins,  Columbia,  Miss. 
Collins,    Jerky    Grant,   seaman,    second   class.   United    States    Naval    Reserve 
Force. 

Enlisted:  Little  Rock,  Ark.,  .lime  4,  1918. 

Died  :  U.  S.  S.  Rhode  Island,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  .1.  K.  Collins.  Ola,  Ark. 
Collins,    Robert    Percy,    fireman,    third   class.   United    states   Naval    Reserve 
Force. 

Enlisted:  New  Orleans.  La.,  May  4.  1918. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  October  9,  litis. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Vivia  11.  Collins,  Opelousas,  La. 
Collins.  Rov  Wesley,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo..  April  10,  1917. 

Died:  Naval   hospital.  Ureal    Lakes,  111..  May  9,  1917. 

('attse:  Cerebrospinal  fever. 

Next  of  kin:  Father,  Samuel  P.  Collins.  Linwood,  Kans. 
Collins.  Thomas  William,   Jr..  ship's  cook,  brst  cla<s,   United   States   Naval 
Reserve  Force. 

Enlisted:  New  York,  N.  Y.,  May  15,  1917. 

Died:  New  York,  N.  Y.,  October  5,  1918. 

Cause:   Pneumonia,  broncho. 

Next  of  kin:   Father,  Thomas  Collins,  505  North    Fourth   Street.   Harrison, 
N.  .1. 
Collins,  Toomer,  apprentice  seaman.  United  Stales  Navy. 

Enlisted:  Jackson,  Miss..  December  11.  1917. 

Died:  Naval  hospital,  Norfolk.  Ya..  January  12,   litis. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:   Father.  .1.  P.  Collins,  Ackerman,  Miss. 
Collins.  William,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Cincinnati.  Ohio,  June  2t>.  1918. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  September  28,  litis. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Marion  Collins.  DM2  >Yest   Eighth  Street,  Cincinnati, 
Ohio. 
Colliton,  Michael  Ambrose,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Eidisted  :    Federal  rendezvous.  Brooklyn,  N.  Y.,  December  IK.  1917. 

Died:  Naval  training  camp,  Pelhani  Bay  Park,  N.  Y.,  October  27,  1918. 

Cause:  Influenza. 

Next  of  kin:  Friend,  Clara  Elsesser,  487  Forty-seventh   Street,    Brooklyn, 
N.  Y. 
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Collom,  Samuel,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  March  27,  1917. 

Died:  Hospital  ship,  U.  S.  S.  Solace,  April  29,  ]917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin:  Guardian,  W.   L.   Butcher,    14   New  Chambers   Street,   New 
York,  N.  Y. 
Coloma,  Mariano,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  October  11,  1916. 

Died:  Naval  hospital,  Puget  Sound.  Wash.,  May  28,  L917. 

Cause:  Malaria. 

Next  of  kin :  Father,  Alyandre  Coloma,  Bangui-,  La  Union,  P.  I. 
Colombo,  John  Arthur  Joseph,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Wausmi,  Wis..  June  3,  1917. 

Died:  Naval  hospital,  Great  Lakes,  HI..  December  30,  1917. 

Cause:  Meningitis,  cerebrospinal. 

Next  of  kin:  Father,  Joseph  L.  Colombo,  110  Scott  Street,  Wausau,  Wis. 
Colon,  Armando  Rodriguez,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  San  Juan,  Porto  Rico,  May  31,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Jeviliano  R.  Archilla,  Cayey,  Porto  Rico. 
Colson,  Willtam  Earl,   seaman,  second  class,  United   Stales   Naval    Reserve 
Force. 

Enlisted :  Machias,  Me.,  March  14,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  12,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Fred  F.  Colson.  Steuben,  Me. 
Colton,  Leslie  P.,  apprentice  seaman,  N.  N.  V. 

Enlisted :  Newark,  N.  J.,  March  30,  1917. 

Died :  Naval  hospital,  Philadelphia.  Pa.,  April  21,  1917. 

Cause:  Pleurisy. 

Next  of  kin  :  Mary  E.  Colton,  251  Watchring  Avenue,  West  orange,  N.  J. 
Co]  viLLE,  Osborne  Lindsay,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  April  27,  1917. 

Died :  Naval  station,  New  York,  N.  Y.,  February  24,  1918. 

Cause :  Gastro-enteritis. 

Next  of  kin:  Mother,  Eleanor  Colville,    LOS   ('olville  Street,   Chattanooga, 
Tenn. 
Comebford,  Fbank  Patbick,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  June  20,  1917. 

Died :  U.  S.  S.  Solace,  March  5,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother.  Alice  Comerford,  2832  West   Adams  Street,  Chicago, 
111. 
Comfort,   William   Anthony,   storekeeper,   third   class.    United    states   Naval 
Reserve  Force. 

Enlisted:  Great  Lakes,  111.,  July  24,  1918. 

Died:  Naval  training  station.  Great  Lakes,  III.,  September  4.  1918. 

Cause :  Septicemia. 

Next  of  kin:   Father.   Patrick  J.  Comfort.  3200  .Main    Street..   Kansas  City, 
Mo. 
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Comings,  Habby,  gunner's  unite,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Hampton  Roads,  Va.,  November  11,  1916. 

Died :  Naval  station,  Norfolk.  Ya.,  December  25,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin  :  Aunt.  Elizabeth   Recketson,  1925  Linden  Avenue.  Baltimore, 
Md. 
Comiskey,  Spencer  Ells wokth,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  August  3,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  23,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of   kin:   lister.   Esther   Comiskey,    23    Boston    Avenue,    Seneca    Falls, 
N.  Y. 
Compton,  Amos  Gbady,  apprentice  seaman,  United  States  Navy. 

Unlisted :  New  Orleans,  La.,  June  13,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  5,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin  :  Father,  Gus  W.  Compton,  R.  F.  D.  1,  Case,  Tex. 
Comstock,  Glenn  Roweix,  ship's  cook,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Burlington,   Vt.,  June  11,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  13,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Bessie  I.  Comstock,  14  Main  Street,  Barton,  Vt. 
Comstock,  Guy  Alton,  engineman.  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  San  Francisco,  Calif.,  October  22,  1917. 

Died:  U.  S.  S.  OpMr,  November  11,  1918. 

Cause :  Died  when  vessel  was  destroyed  by  fire. 

Next  of  kin  :  Father,  Mark  H.  Comstock,  1623  Forty-sixth  Avenue.  Oakland. 
Calif. 

Cowahan,  Rich   Henky,   seaman,  second  class.  United  States  Naval  Reserve 

Force. 
Enlisted:   Chicago,   111.,   May  8,   1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 
Cause :   Influenza. 

Next  of  kin :  Mother,  Catherine  Conahan,  309  Main  Street,  Aurora,  111. 
Conway,  Otho  Basil,  landsman  for  electrician  (R.),  United  States  Navy. 
Enlisted :  Cincinnati,  Ohio,  January  2,  1918. 
Died :  Naval  station,  Great  Lakes,  111.,  April  1,  1918. 
Cause :    Cerebrospinal   fever. 
Next  of  kin :  Father,  Fort  F.  Conaway,  537  Moxahala  Avenue,  Zanesville, 

Ohio. 
Condon,  John  Francis,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enlisted:  Pittsburgh,  Pa.,  May  1,  1918. 
Died:  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 
Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 
Next  of  kin:    Father,   William   Condon,   422   Airbrake  Avenue,   Wilmer- 

ding,    Pa. 
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Condon,  Lawrence  Joseph,  commissary  steward,  United  States  Naval  Reserve 
Force. 

Enlisted:  Parkerstrarg,  W.  Ya..  April  2,  1918. 

Died :  Naval  hospital,  Portsmouth.  Va.,  August  6,  1918. 

Cause :    Cerebrospinal   fever. 

Next  of  kin :  Father,  John  B.  Condon,  Hotel  Frederick,  Huntington.  W.  Va. 
Cones,  Carlton  Raymond,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  August  8,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  6,  1918. 

Cause :    Influenza. 

Next  of  kin:  Father,  Aaron  Cones.  R.  F.  D.  8,  Jackson.  Midi. 
Conley,  Frank  Percy,  fireman,  third  class,  United   States  Navy. 

Enlisted :  Richmond,  Va.,  January  29.  1918. 

Died:   At  home,  February  24,  1918. 

Cause:    Pneumonia,   lobar. 

Next  of  kin :  Father,  John  H.  Conley,  White  Gate,  Va. 
Connaughton,  Edwabd  Patrick,  gunner's  mate,  third  class.  United  states  Navy. 

Enlisted:  New  York,  N.  Y.,  April  14,  1917. 

Died:  S.  S.  Florence  77.,  April  17.  191S. 

Cause:  Killed  in  explosion  on  board  ship. 

Next  of  kin:  Father.  Thomas  Connaughton.  223  East  Sixty-ninth   Street, 
New  York,  N.   Y. 
Connelly,    Baih    Joseph,   apprentice   seaman,   United    States   Naval    Reserve 
Force. 

Enlisted:  Pittsburgh,  fa..  July  1,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111..  September  29.  1918. 

Cause:   [nfluenza. 

\c\i   of  kin:  Father.  Martin  Connelly,  1113  .Maple  Avenue.  Turtle  Creek, 
Pa. 
Conner,  Harold  Clifton,  seaman,  second  class.  United   States  Naval  Reserve 
F<  >rce. 

Enlisted:   Boston.  .Mass..  May  20.  1918. 

Died:  Naval  hospital,  naval  base,  Virginia.  September  27,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Wife.  Gladys  M.  Conner,  42  Packard  Avenue,  West  Somer- 
ville.  Miss. 
Conners,  Robert  William,  seaman,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  January  25,  1916. 

Died :  S.  S.  Neuse,  June  28,  1918. 

Cause:  Erysipelas. 

Next    of  kin:  Mother.   Louis  Conners,   1746   Sycamore  Street,  Cincinnati, 
Obi... 
Connoj  r.v.  James,  water  tender.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  October  1,  1909. 

Died:  Naval  hospital.  Las  Animas,  Colo.,  April  17,  1917. 

Cause  :  Tuberculosis. 

Next   of  kin:   Sister.  .Mrs.   Mary  Doovan,  OS  West   Fourteenth   Svreer.   Bay- 
onne,  N.  .1. 
Connolly,  James  Ftdelis,  seaman,  second  class,  United  states  Naval  Reserve 
Force. 

Enlisted  :  Omaha,  Nebr.,  June  4,  1918. 

Died:  Naval  hospital,  Great  Fakes    Til..   September  23.  1918. 

Cause:  Influenza. 

Next  of  kin:  Motfier,  Ellen  E.  Connolly,  Elk  Point,  S.  Dak. 
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Connoixy,  John   Edwakd,  boatswain's  mate,  firsl   class,   United   States   Naval 

Reserve  Force. 
Enlisted:  Naval  Home,  Philadelphia,  Pa.,  January  '•».  v.rts. 
Died:  Naval  hospital,  Philadelphia  Pa.,  March  15,  1918. 
Cause:  Valvular  disease,  chronic  cardiac. 

Next  of  kin:  Wife,   Stella    Connolly,   15<M    North   Twelfth   Street,    Phila- 
delphia, Pa. 
Connor,  .ion\    Joseph,   yeoman,   second   <l;i ss.    United    States    Naval    Reserve 

Force. 
Enlisted:  Philadelphia,  Pa.,  March  30,  1917. 
Died:  Naval  hospital.  Philadelphia,  Pa.,  August  10,  L917. 
Cause :  Appendicitis,  acute. 
Nexl  of  kin:  Mother,  Mary  A.  Connor,  534]  Chester  Avenue    Philadelphia, 

Pa. 
Connob,   Wji.iiam    ALOYsrus,   storekeeper,   second   class,   United    States    Naval 

Reserve  Force. 
Enlisted;  Philadelphia,  Pa.,  April  18,  Tins. 
Died:  Naval  hospital.  Philadelphia,  Pa.,  September  23,  litis. 
Cause:  Influenza. 
Next  of  kin:  Mother,  Mary  Connor,  1500  Fairmonl  Avenue,  Philadelphia, 

Pa. 
Connobs,  Patbick  Josefh,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enlisted:  Boston,  Mass.,  December  12,  J917. 
Died:  Naval  hospital.  Chelsea.  .Mass..  April  4,  L918. 
Cause :  Resull  of  burns. 

Next  of  kin:  Father,  Martin  Connors,  Ballykinave,  County  Mayo,  Ireland. 
Conover,  George  Frederick,  fireman,  third  class,  United  States  Navy. 
Enlisted :  St.  Louis,  Mo.,  December  10,  1917. 
Died:  Naval  hospital,  Norfolk,  Va.,  May  28.  1918. 
Cause :  Meningitis. 

Next  of  kin:  Father.  A.  V.  Conover,  Sornner,  Mo. 
( 'o\ row,  Claud,  apprentice  seaman.  United  States  Navy. 
Enlisted:  Denver,  Colo.,  May  28,  1917. 
Died :  Naval  hospital,  Norfolk,  Va..  February  27,  1918. 
Cause :  Pleurisy. 

Next  of  kin:  Guardian.  Clarence  M.  Conrow,  Augusta,  Colo. 
Conroy,  Bkrnard  Axoysius,  seaman,  second  class.  United  States  Naval  Reserve 

Force. 
Enlisted :  Tompkinsville,  S.  I.,  July  10,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  18,  1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Columbia  Conroy,  118  Clinton  Street,  Hoboken,  N.  J. 
Constaxtixeau,  Leo  Wiixiam,  molder,  United  States  Naval  Reserve  Force. 
Enlisted:  Boston,  Mass.,  June  5,  1917. 
Died :  Naval  hospital.  Norfolk,  Va.,  October  1,  1918. 
Cause :  Pneumonia. 
Next  of  kin  :   Mother,   Anna    Constantineau.  26  Livingston   Street.   Lowell, 

Mass. 
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Conway,  Clarence  Avottdle,  wardroom  steward,  United  States  Naval  Reserve 

Force. 
Enlisted :  New  York,  N.  Y.,  December  8,  1917. 
Died :  U.  S.  S.  Westgate,  October  7,  1918. 
Cause :  Lost  his  life  when  vessel  was  sunk  in  collision. 
Next  of  kin :  Mother,  Rebecca  Conway,  97  Upper  Regent  Road,  Denmara 

B.  G. 

Conway,  George  Frederick,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Boston,  Mass.,  May  1,  1917. 
Died :  U.  S.  S.  Maui,  April  21,  1918. 
Cause :  Fell  overboard  and  was  drowned. 

Next   of  kin:   Father.   Thomas  Conway.   15  Harrison   Street,    Somerville, 
Mass. 

Conway,  James  William,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Chester,  Pa.,  April  11, 1917. 

Died  :  Scout  patrol  No.  682,  April  12,  1918. 

Cause :  Washed  overboard. 

Next  of  kin :  Father,  John  Conway,  Halifax,  England. 
Conway,  William  Francis,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Boston,  Mass.,  March  19,  1917. 

Died :  U.  S.  S.  Virginia,  January  6,  1918. 

Cause :  Result  of  shock  and  burns. 

Next  of  kin :  Father,  Thomas  J.  Conway,  14  Moanat  Street,  Boston,  Mass. 
Conyne,  William  Stanley,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Brooklyn,  N.  Y.,  December  11.  1917. 

Died :  New  York,  N.  Y.,  April  14,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Laura  B.  Conyne,  166  Orange  Road,  Montclair,  N.  J. 
Cook,  Chester  H,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Newport,  R.  I.,  May  8,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  September  29,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  Alfred  Cook,  37  Manton  Street,  Fall  River,  Mass. 
Cook,  Elbert  Sidney,  seaman,  second  class,  United  States  Navy. 

Enlisted :  JohnstoAvn.  Pa.,  May  30,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship.   • 

Next  of  kin :  Mother,  Julia  Sweet,  Lampasas,  Tex. 
Cook,  Ellis  Gordon,  chief  electrician,  United  States  Navy. 

Enlisted:  Richmond,  Va.,  November  16,  1915. 

Died :  Memorial  hospital,  New  London,  Conn.,  November  29,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Jesse  F.  Cook,  Connellys  Springs,  N.  C. 
Cook,  Eustace  Dye,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Meridian,  Miss.,  May  29,  1918. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  5,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Walter  K.  Cook,  Crystal  Springs,  Miss. 


Cook,  Frank  Pibty,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Allentown,  Pa.,  June  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  8,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Carrie  Cook,  R.  F.  D.  2,  Phillipsburg,  N.  J. 
Cook,  Geokge  Esam,  landsman  for  electrician  (R.),  United  States  Navy. 

Enlisted:  Chicago,  111.,  May  31,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause :  Influenza. 

Next  of  kiu :  Mother,  Florence  C.  Comfort,  3730  Lake  Park  Avenue,  Chi- 
cago, 111. 
Cook,  George  Frederick,  .seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  March  20,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Father,  Thomas  Cook,  126  Webster  Avenue,  Yonkers,  N.  Y. 
Cook,  Holland  Benjamin,  chief  yeoman,  United  States  Navy. 

Enlisted :  Staten  Island,  N.  Y.,  December  19,  1917. 

Died :  U.  S.  S.  Comfort,  October  10,  1918. 

Cause:  Influenza. 

Next   of   kin:  Mother,    Berta    Brasher,   500   East   Marvin    Street,    Waxa- 
hachie,  Tex. 
Cook.  James  Thomas,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  December  14,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  28,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  L.  N.  Cook,  R.  F.  D.  1,  Mount  Morian,  Ark. 
Cook,  Jay  Gould,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted :  Dallas  Tex.,  April  17,  1917. 

Died :  Naval  hospital,  Gulfport,  Miss.,  October  13,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Mrs.  Belle  Cook,  1508  North  Street,  Waco,  Tex. 
Cook,  John  Harper,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  June  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Annie  D.  Cook,  Beaverdale,  Pa. 
Cook,  Joseph  Henry,  cabin  steward,  United  States  Navy. 

Enlisted :  Gibraltar,  January  5,  1918. 

Died :  U.  S.  S.  Machias,  January  28,  1918. 

Cause:  Heart  failure. 

Next  of  kin :     Wife,  Rachael  Cook,  87  Washington  Street,  Annapolis,  Md. 
Cook,  Lewis  Andrew,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  June  3,  1918. 

Died :  Naval  hospital,  Great  Lakes.  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Andrew  Cook,  Coudersport,  Pa. 
Cook,  Orville  Howard,  landsman  for  electrician  (R),  United  States  Navy. 

EDlisted :  Indianapolis,  Ind.,  August  8,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  21,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  William  O.  Cook,  R.   F.  D.   5,  Muskegon   Heights, 
Mich. 
174483—20 13 
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Cook,  Paul  James,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Houston,  Tex.,  April  5,  1918. 
Died :  Naval  hospital,  Norfolk,  Va.,  October  1,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Mother,  Marie  Cook,  Groveton,  Tex. 
Cooke,  Hugh  Harbison,  apprentice  seaman.  United  States  Naval  Reserve  Force. 
Enlisted :  Great  Lakes,  111.,  August  6,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  13,  1918. 
Cause :  Anemia,  splenic  effects. 

Next  of  kin :  Mother,  Edith  Benson,  933  Crescent  Place,  Chicago,  111. 
Coolidge,  Roger,  fireman,  third  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Great  Lakes,  111.,  July  19,  1918. 
Died:  Naval  hospital,  Philadelphia,  Pa.,  September  25,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Edith  E.  Coolidge,  1101  Long  Avenue,  Chicago,  111. 
Coon,  Jack  Mervyn,  storekeeper,  second  class,  United  States  Navy. 
Enlisted :  Mare  Island,  Calif.,  April  16,  1917. 
Died :  Naval  hospital,  New  York,  N.  Y.,  April  5,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Clara  J.  Coon,  Guernesville,  Calif. 
Cooney,  John  Joseph,  chief  water  tender,  United  States  Navy. 
Enlisted:  New  Orleans,  La.,  September  4,  1915. 
Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 
Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Sister.  Katie  Forstrom,  357  Second  Street,  Brooklyn,  N.  Y. 
Cooper,  Claude,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted:  St.  Louis  Mo.,  July  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111..  September  25.  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Julia  Cooper,  Diehlstadt,  Mo. 
Cooper,  Daniel  Lloyd,  ships'  cook,  fourth  class.  United  States  Naval  Reserve 
Force. 
Enlisted:  Great  Lakes,  111.,  July  19.  1918. 
Died :  St.  Luke's  Hospital,  Chicago,  111.,  October  21,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lena  Cooper,  1323  South  Millard  Avenue,  Chicago,  111. 
Cooper,  Densil  Ruben,  apprentice  seaman.  United  States  Naval  Reserve  Force. 
Enlisted :  Indianapolis.  Ind.,  August  8,  1918. 
Died:  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Willis  Cooper,  R.  F.  D.  1,  Wheatland,  Ind. 
Cooper,  Floyd  Albert,  fireman,  third  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Omaha,  Nebr.,  July  25,  1918. 
Died :  U.  S.  S.  Wisconsin,  October  14,  1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Lloyd  L.  Cooper,  Leith,  N.  Dak. 
Cooper,  George  Henry,  landsman  for  machinist's  mate  (A),  United  States  Naval 
Reserve  Force. 
Enlisted:  Omaha,  Nebr.,  July  2,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 
Cause:  Influenza. 
Next  of  kin :  Brother,  Charles  W.  Cooper,  Hubbard,  Minn. 
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Cooper,  Hazelet  Vaughak,  machinist's  mate,  first  class.  United  States  Navy. 

Enlisted:  Pittsburgh,  Pa..  April  23,  1917. 

Died:  Naval  hospital,  Philadelphia.  Pa.,  September  29.  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Dona  C.  Long,  820  West  Sixth  Street.  Oklahoma  City, 
Okla. 
Cooper,  Millard  J.,  seaman,  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  April  17,  1917. 

Died:  Naval  hospital,  Newport,   R.  I..  November  4,   1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother.  Myrta  H.  Cooper,  105  West  Wayne  Street,  Dowagiae, 
Mich. 
Copp,  Charles  Houghton,   musician,   second  class,   United   States  Naval  Re- 
serve Force. 

Enlisted :  Newport,  R.  I.,  June  20,  1918. 

Died :  Naval  hospital,  Newport,  R.  I..  September  25,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  May  M.  Copp,  45  Bedford  Street,  Bridgewater,  Mass. 
Copp,  Donald  George,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enlisted :  Brooklyn,  N.  Y.,  October  15,  1917. 

Died:  Brooklyn,  N.  Y.,  September  29,  1918. 

Cause :  Influenza. 

Next   of    kin :  Grandmother.    Mrs.    George    J.    Copp,    1826    West   Twelfth 
Street,  Brooklyn,  N.  Y. 
Copper,  John  Sherlock,  seaman,  second  class.  United   States  Naval  Reserve 
Force. 

Enlisted  :  Baltimore,  Md.,  June  19,  1918. 

Died:  Mercy  Hospital,  Baltimore,  Md.,  September  2,  1918. 

Cause  :  Self-inflicted  gunshot  wound. 

Next  of  kin  :  Father,  John  Thomas  Copper.  626  Fort  Avenue,  Baltimore, 
Md. 
Corbett,  Joseph  Lee,  gunner's  mate,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted  :  Portland,  Oreg.,  April  11,  1917. 

Died :  Willard  Parker  Hospital,  New  York,  N.  Y.,  October  11,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mary  Corbett,  1808  Second  Street,  La  Grande,  Oreg. 
Corbett,  William  James,  chief  electrician   (R.),  United  States  Naval  Reserve 
Force. 

Enlisted  :  Boston,  Mass.,  June  4,  1917. 

Died :  Naval  air  station,  Chatham,  Mass.,  September  20,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Annie  B.  Corbett,  9  Pahker  Hill  Avenue,  Roxbury, 
Mass. 
Corbet,  Joseph  Barnard,  fireman,  first  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  July  3,  1918. 

Died :  New  York,  N.  Y.,  October  24,  1918. 

Cause :  Lost  overboard. 

Next  of  kin :  Mother,  Mary  A.  Corbey,  Ulster  Park,  N.  Y. 
Corbin,  Clarence  Hobert,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  December  13.  1917. 

Died :  Naval  hospital,  Great  Lakes,  111..  January  22,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  George  M.  Corbin,  Bruns  City,  Ind. 
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Corbin,  Fred  Eugene,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Syracuse,  N.  Y.,  October  1,  1917. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  October  6,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Corbin,  1446  Fisher  Avenue,  Detroit,  Mich. 
Corcoran,  Ralph  Henry,  seaman,  second  class  United  States  Navy. 
Enlisted :  Boston,  Mass.,  December  11,  1917. 
Died :  Naval  hospital,  Newport,  R.  I.,  April  2,  1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Sister,  Mable  Corcoran,  30  Belcher  Avenue,  Brockton,  Mass. 
Corcoran,  Timothy  Francis,  seaman,  United  States  Navy. 
Enlisted  :  Boston,  Mass.,  October  2,  1917. 
Died :  U.  S.  S.  Manley,  March  19,  1918. 
Cause :  Result  of  injuries  received  in  explosion. 

Next  of  kin:  Father,  John  J.  Corcoran,  155  Richdale  Avenue,  Cambridge, 
Mass. 
Corkxe,  George  Connell,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Philadelphia,  Pa.,  April  3,  1917. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  February  2,  1918. 
Cause:  Acute  nephritis. 

Next  of  kin :  Father,  William  R.  Corkle,  southeast  corner  Comae  and  Nedro 
Streets,  Philadelphia,  Pa. 
.  Corkle,  Joseph  Jackson,   fireman,   first  class,   United   States  Naval  Reserve 
Force. 
Enlisted :  Philadelphia,  Pa.,  March  31,  1917. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  October  19,  1918. 
Cause :  Influenza. 

Next  of  kin :  Father,  W.  Ross  Corkle,  Comae  and  Nedro  Streets,  Philadel- 
phia, Pa. 
Corley,  Irvin  Jefferson,  apprentice  seaman,  United  States  Navy. 
Enlisted:  San  Diego,  Calif.,  January  7,  1918. 
Died :  Naval  training  camp,  San  Diego,  Calif.,  March  23,  1918. 
Cause :  Cerebrospinal  fever. 

Next  of  kin:  Brother,  Hubert  Corley,  Brawley,  Calif. 
Cormier,  Joseph  Ernest,  apprentice  seaman,  United  States  Navy. 
Enlisted:  Boston,  Mass.,  August  12,  1918. 
Died  Naval  hospital,  Newport,  R.  I.,  October  3,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  George  Cormier,  9  Exchange  Place,  Waltham,  Mass. 
Cornelius,  Due  L.,  quartermaster,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted:  New  Orleans,  La.,  July  5,  1918. 
Died :  Naval  hospital,  New  Orleans,  La.,  October  11,  1918. 
Cause :  Influenza. 

Next  of  kin :  Wife,  Anna  Cornelius,  Columbus,  Ohio. 
Cornelius,  John,  apprentice  seaman,  United  States  Navy. 
Enlisted :  Minneapolis,  Minn.,  May  28,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  June  30,  1917. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Gjertine  Cornelius,  2934  North  Colfax  Avenue,  Min- 
neapolis, Minn. 
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Cornell,  Frank  Adelbebt,  tirernan,  third  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  November  20,  1917. 

Died :  On  board  Army  transport  Sheridan,  July  31,  1918. 

Cause :  Tuberculosis. 

Next  of  kin :  Father,  Benjamin  W.  Cornell,  Glenns  Ferry,  Idaho. 
Cornell,  Frederick  William,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  December  7,  1916. 

Died :  Naval  hospital,  Fort  Lyon,  Colo.,  June  28,  1918. 

Cause :  Tuberculosis,  chronic,  pulmonary. 

Next  of  kin:  Mother,  Minnie  Cornell,  610  North  St.  Clair  Street,  Toledo, 
Ohio. 
Corner,  Thomas  Le  Roy,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  May  15,  1917. 

Died :  U.  S.  S.  Aylwin,  January  22,  1918. 

Cause :  Lost  overboard. 

Next  of  kin :  Aunt  Tighe,  1545  East  Marguette  Road,  Chicago,  111. 
Cornett,  Julius  Victor,  chief  machinist's  mate,  United  States  Naval  Reserve 
Force. 

Enlisted:  Galveston,   Tex.,   September  22,   1917. 

Died:  Scout  patrol  No.  1092,  October  25,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Mamie  S.  Cornett,  1712  Twenty-ninth  Street,  Galveston, 
Tex. 
Corson,  Harry  Le  Roy,  chief  electrician  (G),  United  States  Navy. 

Enlisted:  Mare  Island,  Calif.,  January  19,  1917. 

Died:  U.  S.  S.  F-l,  December  17,  1917. 

Cause:  Drowned  at  sea. 

Next  of  kin :  Wife,  Mrs.  Hazel  Corson,  227  Tennessee  Street,  Vallejo,  Calif. 
Corun,  Marshall  Underwood,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  April  3,  1917. 

Died:  S.  S.  Rochester,  November  3,  1917. 

Cause :  Died  when  vessel  was  torpedoed  by  U-boat. 

Next  of  kin :  Mother,  Annie  Corun,  R.  R.  11,  Lexington,  Ky. 
Cosgray,  William  Ross,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Parkersburg,  W.  Va.,  May  28,  1917. 

Died:  Brest,   France,   March   12,   1918. 

Cause :  Diphtheria. 

Next  of  kin :  Father,  Robert  Cosgray,  Allister,  W.  Va. 
Coskey,  Leon  Joseph,  landsman  for  electrician  (R),  United  States  Naval  Re- 
serve Force. 

Enlisted:  Detroit,   Mich.,   February   23,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  April  15,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Frances  Coskey,  1477  Fifteenth  Street,  Detroit,  Mich. 
Cossett,  Oliver  Henry,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  December  10,  1917. 

Died:  Naval  air  station,  Bay  Shore,  Long  Island.  N.  Y.,  October  9,  1918. 

Cause:  Pneumonia   following  influenza. 

Next  of  kin:  Wife,  Jesse  G.  Cossett,  Fife  Lake,  Mich. 
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Costello,  Fkank  Edmund,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  New  York,  N.  Y.,  May  29,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  16,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin  :  Sister,  Mary  S.  Costello,  122  Towanada  Street,  Whitehaven,  Pa. 
Costello,  William  Patrick,  fireman,  first  class,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  July  9,  1915. 

Died :  Naval  hospital,  Las  Animas,  Colo.,  May  21,  1917. 

Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Mother,  Hellen  Costello,  12  Miller  Street,  Stamford,  Conn. 
Costigan,  Maurice  Joseph,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Boston,   Mass.,   March  30,  1917. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Mother,  Jane  Costigan,  159  Harbe  Street,  East  Boston,  Mass. 
Cotter,  Daniel  Aloysius,  storekeeper,  third  class,  United  States  Navy. 

Enlisted :  Pittsburgh,  Pa.,  December  15,  1917. 

Died :  U.  S.  S.  Conner,  June  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Wife,  Margaret  Cotter,  7147  Upland  Street,  Pittsburgh,  Pa. 
Cotter,  John  Joseph,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  July  27,  191S. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ellen  Cotter,  151  Alabama  Street,  Buffalo,  N.  Y. 
Cottle,  Walter  Raleigh,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Wilmington,  N.  C,  October  9,  1917. 

Died :  U.  S.  S.  Hartford,  December  28,  1917. 

Cause:  Committed  suicide. 

Next  of  kin :  Mother,  Carrie  A.  Cottle,  Chinquapin,  N.  C. 
Cotton,  Charles  Howard,  boatswain's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  28,  1917. 

Died :  Willard  Parker  Hospital,  New  York,  October  18,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Father,  Charles  E.  Cotton,  19  Waller  Avenue,  Ossining,  N.  Y. 
Cotton,  Francis  Edwin,  chief  electrician  (R),  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  April  2,  1912. 

Died :  Navy  collier  Cyclops,  June  14,  191S. 

Cause:  On  board  missing  ship. 

Next  of  kin  :  Mother,  Blanch  R.  Cotton,  316  West  Roosevelt  Street,  Phoenix, 
Ariz. 
Cottrell,  Paul  Kirk,  yeoman,  third  class,  United  States  Navy. 

Enlisted:  Louisville,  Ky.,  May  1,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  4,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Beatrice  Cottrell,  642  South  Eighth  Street,  Louis- 
ville, Ky. 
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Coufal,  Robert,  landsman  for  machinist's  mate  (A),  United  States  Naval  Re- 
serve Force. 

Enlisted :  Omaha,  Nebr.,  July  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Nest  of  kin :  Father,  Frank  Coufal,  Schuyler,  Nebr. 
Coughlin,  Daniel  Lane,  electrician,  second  class,  United  States  Navy. 

Enlisted :  Mare  Island,  Calif.,  April  10,  1917. 

Died :  Vallejo,  Calif.,  May  10,  1917. 

Cause:  Burns. 

Next  of  kin :  John  T.  Coughlin,  Augusta,  Ky. 
Coughlin,  Edward  Thomas,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Boston,  Mass.,  January  9,  1918. 

Died :  Naval  training  station,  Hingham,  Mass.,  February  20,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Coughlin,  92  Woodrow  Avenue,  Dorchester, 
Mass. 
Coulter,  Arthur  Bernard,  apprentice  seaman.  United  States  Navy. 

Enlisted  :  Wilkes-Barre,  Pa.,  August  5,  191§. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  10,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Anna  Coulter,  65  Hayes  Lane,  Wilkes-Barre,  Pa. 
Coulter,  John  Henry,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  April  18,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Father,  Francis  Coulter,  6  Bell  Street,  Stamford,  Conn. 
Coulthurst.  Albert  Stephen,  hospital  apprentice,  second  class,  United  States 
Naval  Reserve  Force. 

Enlisted :  Brooklyn,  N.  Y.,  May  9,  1917. 

Died :  At  home,  October  28,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Julia  Coulthurst,  283  Union  Avenue,  Paterson,  N.  J. 
Counihan,  May  Margaret,  yeoman  (F.),  first  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  July  2,  1917. 

Died :  General  hospital,  Boston,  Mass.,  October  3,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Cousin,  Mrs.  Francis  Flanagan,  Boston,  Mass. 
Coupe,  Clive  Nathaniel,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  June  26,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  February  4,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  James  Coupe,  Vernal,  Utah. 
Courtney,  Charley  Edmund,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  St.  Louis,  Mo.,  July  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Courtney,  Raymondville,  Mo. 
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Courtney,  Harold  Joseph,  quartermaster,  second  class,  United  States  Naval 
Reserve  Force. 
Enlisted :  Chicago,  111.,  February  25,  1918. 
Died :  U.  S.  S.  Louisville,  September  21,  1918. 
Cause :  Pneumonia. 

Next  of  kin  :  Father,  Charles  V.  Courtney,  1622  Greenway  Avenue,  Columbus, 
Ohio. 
Cousins,  Lee,  seaman,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  February  22,  1918. 
Died :  Submarine  base,  San  Pedro,  Calif.,  October  10,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  William  W.  Cousins,  590  Afton  Street,  Johnson  City, 
Tenn. 

Coutu,  Leon  Peter,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  May  31,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  Frank  C.  Coutu,  Irving,  Mass. 
Cove,  James  Henry,  ship's  cook,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  Haven,  Conn.,  June  28,  1918. 

Died :  New  York,  N.  Y.,  October  7,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Wife,  Henrietta  B.  Cove,  38  Culver  Street,   Seymour,  New 
Haven,  Conn. 

Covington,  William  Isaac,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Richmond,   Va.,  May  27,   1918. 

Died:  Naval  base  hospital  No.  5,  Brest,  France,  October  17,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Sallie  H.  Covington,  R.  F.  D.  1,  Lennig,  Va. 
Cowan,  James  Allen,  hospital  apprentice,  first  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  San  Francisco,  Calif.,  May  22,  1918. 

Died:  Mare  Island,  Calif.,  June  15,  1918. 

Cause:  Gastro,  enteritis. 

Next  of  kin :  Grandmother,  Hanna  E.  Cowan,  246  East  D  Street,  Coalinga, 
Calif. 
Cowan,  Winslow  Edward,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  September  29,  1916. 

Died:  Naval  hospital,  League  Island,  Pa.,  September  20,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Joseph  T.  Cowan,  Whitwell,  Tenn. 
Cowell,  Gilbert  Walter,  seaman,  second  class,  United  States  Navy. 

Enlisted,  Philadelphia,  Pa.,  April  7,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  June  8,  1917. 

Cause:  Cerebrospinal   fever. 

Next  of  kin :  Mother,  Charlotte  Cowell,  2845  North  Lawrence  Street,  Phil- 
adelphia, Pa. 
Cowl,  John  Frew,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Parkersburg,  W.  Va.,  May  21,  1918. 

Died:  U.  S.  S.  Mercy,  October  6,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  John  Cowl,  37  Broadway,  Wheeling,  W.  Va. 
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Cowles,  Robert  Henry,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  May  8,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next. of  kin:  Grandmother,  Jereta  Richards,  327  Carroll  Avenue,  Bridge- 
port, Conn. 
Cowles,  Roy  Francis,  chief  boatswain's  mate,  United   States  Naval  Reserve 
Force. 

Enlisted :  San  Francisco,  Calif.,  May  31,  1917. 

Died :  U.  S.  S.  Siboney,  October  19,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mrs.  James  Cowles,  41  Ohio  Street,  Vallejo,  Calif. 
Cowling,  Fremont  Stirl,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  August  6,  1916. 

Died :  Naval  hospital,  Chelsea,  Mass.,  August  6,  1917. 

Cause :  Diphtheria. 

Next  of  kin:  Father,  John  W.  Cowling,  Ljup  City,  Nebr. 
Cox,  Adam  Anthony,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  April  30,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  May  20,  1917. 

Cause:  Measles  and  pneumonia. 

Next  of  kin :  Mother,  Mary  P.  Cox,  Campti,  La. 
Cox,  Albert  Patrick,  landsman  for  quartermaster,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  August  8,  1918. 

Died:  Naval  training  station,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Cox,  256  Eustis  Street,  Roxbury,  Mass. 
Cox,  Archie  Jay,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  July  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Lee  Cox  Emerson,  R.  7,  Chillicothe,  Miss. 
Cox,  Bright,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Georgetown,  S.  C,  May  24,  1917. 

Died :  Subchaser  base,  Corfu,  France,  August  18,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Sister,  Flossie  Cox,  Bloomingdale,  S.  C. 
Cox,  Carlton  Bennett,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  May  23,  1917. 

Died :  Malvern,  Pa.,  October  14,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Addie  S.  Cox,  Malvern,  Pa. 
Cox,  Coy  Wright,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Indianapolis,  Ind.,  June  4,  1918. 

Died :  New  York,  N.  Y.,  July  28,  1918. 

Cause :  Drowned  while  in  swimming. 

Next  of  kin :  Mother,  Alice  Cox,  1346  West  Ray  Street,  Indianapolis,  Ind. 
Cox,  Ernest  Dewey,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Charleston,  S.  C,  April  19,  1917. 

Died:  Naval  hospital,  Charleston,  S.  C,  February  1,  1918. 

Cause :  Abscess  of  lung. 

Next  of  kin:  Mother.  Ella   M.  Cox.  0  Cooper  Street.  Charleston,  S.  C. 
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Cox,  GfiO&GE  Whilden.  seaman,  second  class.  United  States  Navy. 

Enlisted:  Atlanta.  Ga.,  April  19.  1017. 

Died:  Naval  hospital.  Norfolk.  Va..  June  7.  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Mother.  Emma  E.  Cox.  Howling  Green.  Fla. 
Cox,  James  Michael,  fireman,  tirst  class,  United  States  Navy. 

Unlisted:  Albany,  N.  V..  June  5,  1917. 

Died:  Naval  hospital.  Gibraltar,  October  28,  191S. 

Cause :  Pneumonia. 

Next  of  kin:  Wife.  Marguerite  Cox.  1060  Madison  Avenue,  Albany,  N.  Y. 
Cox,  Mkaki.  Ralph,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Kansas  City.  Mo..  March  29.  1917. 

Died:  S.  S.  Rochester,  November  3.  1917. 

Cause:  Killed  when  vessel  was  torpedoed  by  U-boat. 

Next  of  kin:   Father.  Aimer  C.  Cox,  4f>24  Garfield  Avenue,  Kansas  City,  Mo. 
Cox.  Samuel  Taxmage,  apprentice  seaman,  United  States  Navy. 

Enlisted  :  Atlanta.  Ga..  December  13    1917. 

Died:  Naval  hospital,  Norfolk.  Va..  January  11.  1918. 

<  !ause  :  Cerebrospinal    fever. 

Next  of  kin  :   Mother.  Mattie  S.  Cox.  L226  East  Fair  Street,  Atlanta,  Ga. 
Crahtkee,  James  Ekskin,  tireman,  second  class,  United  States  Navy. 

Enlisted:  I'arkershurg.  W.  Va..  June  14.  1917. 

Died:  U.  S.  S.  Mount  Vernon,  September  5,  191S. 

Cause :  Killed  in  battle  with  enemy  submarine. 

Next  of  kin:   Father.  Bertie  A.  Crahtreo.  Beaver,  YV.  Va. 
Ckau;.  Clifford  II..  engineman,  tirst  class.  United  States  Navy. 

Enlisted:   Des  Moines,   Iowa.  November  30,  1917. 

Died:  U.  S.  S.  Herman  Frasch,  October  4,  191S. 

Cause:   Lost  when  vessel  was  sunk  in  collision. 

Next   of  kin:  Mother.  Abagail   D.  Craig,  654  West  Nineteenth  Street,  Des 
Moines.   Iowa. 
Craih.  Davld  Fake,  seaman    second  class.  United  States  Navy. 

Enlisted:   Dallas.  Tex..  December  14.  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  1,  191S. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Nannie  Craig,  Midlothian.  Tex. 
Craio.  Joseph  S..  coxswain,  United  States  Naval  Iteserve  Force. 

Enlisted:  Newport.  R.   I..  May  16.  1917. 

Died :  At  home.  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father.  George  L.  Craig.  Sewickley.  Pa. 
Craig.  Wallace  Charles,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  New  London.  Conn.,  April  10,  1917. 

Died:  Naval  hospital.  Chelsea,  Mass.,  February  11.  191S. 

Cause :  Dilatation,  acute  cardiac. 

Next  of  kin:  Father.  Charles  G.  Craig.  Westerly,  11.  I. 
Craix.  Samttel  Harvey,  apprentice  seaman.  United  States  Navy. 

Enlisted:  New  Orleans,  La..  April  3.  1917.* 

Died:  Naval  hospital.  Great  Lakes.  111..  April  26.  1017. 

Cau^e:  Cerebrospinal   fever. 

Next  of  kin:  Mother,  Clara  Crain,  Merryville,  La. 
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Crammer,  Earnest  Randolph,  seaman,  United  Suites  Navy. 

Enlisted:   Newark.  N.  J.,   May  29,  1917. 

Died:  Navy  collier  Cyclops,  June   14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin  :  Father,  John  <  'rammer,  816  Sewall  Avenue,  Asbury  Park,  N.  J. 
Crane,  Charles  Herb,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  June  21 ,  1917. 

Died:  Naval  hospital,  naval  base,  Virginia,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  V.  O.  Crane,  Collbran,  Colo.  • 
•Crane,  Claude  Marshall,  landsman  for  electrician,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Indianapolis,  Ind.,  November  1,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  6,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin  :  Mother,  Olie  Crane,  29$  South  Washington  Street,  Danville, 
Ind. 
Crane,  Daniel  Bruce,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  April  30,  1917. 

Died :  U.  S.  S.  Chauncey,  November  19,  1917. 

Cause:  Drowning. 

Next  of  kin:  Mother,  Mary  II.  Crane,  2710  Augustine  Court,  Los  Angeles, 
Calif. 
Crane,  Frank  Patrick,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  May  3,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Mother,  Helen  McCarthy,  315  East  Jersey  Street,  Elizabeth, 
N.  J. 
Crane,  Giles  Foy,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  January  25,  1918. 

Died:  Naval  hospital,  naval  base,  Virginia,  October  2,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Father,  Elias  W.  Crane,  Bingen,  Ark. 
Crank,  Thomas  Joseph,  pharmacist's  male,  third  class.  United  States  Navy. 

Enlisted:  Detroit,  Mich..  February  8,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoya,  September  30,  1918. 

Cause:  Died  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  or  kin:  Mother,  Agnes  Crane,  774  Clamton  Street,  Los  Angeles,  Calif. 
Craven,  Henry  Smith,  seaman.  United  Stales  Naval  Reserve  Force. 

Enlisted:  Pelham  Bay  Park,  N.  Y.,  July  25,  1918. 

Died:  Naval  hospital  Pelham  Bay  Park.  X.  V..  October  14.  litis. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Wife,  Barbara  Craven.  Chester.  Pa. 
Cravens,  Clem  Cassius,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Peoria,  111.,  July  30.  1918. 

Died:  Naval  hospital,  Greal  Lakes.  III.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Dora  S.  Cravens,  R.  R.  18,  Williamsfield,  111. 
Ckaver,  James  Howard,  landsman  for  electrician  (R.),  United  States  Navy. 

Enlisted:  Buffalo,  N.  Y.,  February  1,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  March  19,  1918. 

Cause:  Pleurisy. 

Next  of  kin :  Mother.  Jenney  Craver,  Newark,  N.  J. 
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Crawford,  Clifford,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  June  30,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin:  Mother,  Belle  Crawford,  956  West  Court  Street.,  Cincinnati. 
Ohio. 
Crawford,  Earl  Hastings,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  May  16,  1916. 

Died:  U.  S.  S.  Glacier,  September  17,  1917. 

Cause :  Fractured  skull. 

Next  of  kin :  Father,  Joe  Crawford,  1410  South  Congress  Avenue,  Austin, 
Tex. 
Crawford,   Frank  Montgomery,    landsman     for    quartermaster     (A),    United 
States  Naval  Reserve  Force. 

Enlisted:  El  Paso,  Tex.,  July  22,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  September  27,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Daughter,  Lorena  R.  Crawford,  Box  98,  Alpine,  Tex. 
Crawford,  Ottie  Gilbert,  apprentice  seaman,  United  States  Navy. 

Enlisted :   Indianapolis,  Ind.,  May  3,  1917. 

Died :  Navy  recruiting  station,  Indianapolis,  Ind.,  May  13,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Sarah  Crawford,  Fowle,  Ind. 
Crawford,  Paul,  fireman,  third  class,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  August  10,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Margaret  Crawford,  426  Second  Street,  Brooklyn,  N.  Y. 
Crawford,  Ralph  Cody,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  December  15,  1917. 

Died:  U.  S.  S.  Alabama,  January  27,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  AVife,  Chloe  Crawford,  2703  Holmes  Street,  Dallas,  Tex. 
Crawford,  William  Narrow,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Pittsburgh,  Pa.,  April  27,  1918. 

Died:  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Died  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin:  Wife,  Alberta  M.  Crawford,  Juniata,  Pa. 
Creel,  Charlie  L.,  hospital  apprentice,  second  class,  United  Slates  Naval   Re- 
serve Force. 

Enlisted :  Charleston.  S.  C,  December  11,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C,  February  10,  1918. 

Cause :  Meningitis. 

Next  of  kin :  Mother,  Mary  E.  Creel,  Johnsonville,  N.  C. 
Creel,   James   Frederick,   apprentice   seaman,   United    States    Naval    Reserve 
Force. 

Enlisted:  Pittsburgh,  Pa.,  July  15.  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Katherine  W.  Creel,  Waynesburg,  Pa. 
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Obeighton,  Alfred  James,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Denver,  Colo.,  July  11,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  November  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  David  Creighton,  518  Deuel  Street,  Fort  Morgan,  Colo. 
Cbews,  John  Bentley,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  August  3,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  29,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Kate  Crews,  Hope,  Ark. 
Crilly,  Cornelius  Augustine,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Staten  Island,  N.  Y.,  July  26,  1917. 

Died :  U.  S.  S.  Black  Hawk,  August  13,  1918. 

Cause :  Drowned. 

Next  of  kin :  Mrs.  Peter  Crilly,  63  Sherman  Avenue,  Tompkinsville,  Staten 
Island,  N.  Y. 
Crilly,  John,  Jr.,  quartermaster,  second  class  (A),  United  States  Navy. 

Enlisted :  Washington,  D.  C,  February  4,  1918. 

Died :  North  Sydney,  Nova  Scotia,  September  28,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  John  Crilly,  3200  Thirteenth  Street  NW.,  Washing- 
ton, D.  C. 
Crisman,  Leo  B.,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  June  29,  1917. 

Died :  Naval  hospital,  Virgin  Islands,  August  4,  1918. 

Cause:  Angina  ludovici. 

Next  of  kin :  Mother,  Ida  L.  Crisman,  Armour,  S.  Dak. 
Crispin,  Wallace  T.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Newport,  R.  I.,  December  11,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  April  6,  1918. 

Cause :  Meningitis,  cerebrospinal. 

Next  of  kin:  Father,  Andrew  Crispin,  31  Chandler  Street.  West   Somer- 
ville,  Mass. 
Critser,  Ross,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  September  17,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Died  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin  :  Mother,  Nettie  Critser,  East  Jefferson   Street,  Little  Falls, 
N.  Y. 
Crocker,  Alonzo  W.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Providence,  R.  I.,  March  2,  1917. 

Died :  U.  S.  S.  Marietta,  October  17,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  William  N.  Crocker,  690  Academy  Avenue.   Provi- 
dence, R.  I. 
Crocker,  Ralph  Thomas,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enlisted:  Boston,  Mass.,  July  19,  1917. 

Died :  Naval  hospital,  Portsmouth.  Va.,  October  7,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Mother.  Emma  J.  Crocker,  37  Lewis  Avenue,  Winthrop.  Mass. 
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Crockett,  Paul  Homer,  fireman,  second  class,  United  States  Navy. 
Enlisted:  Parkersburg,  W.  Va.,  May  17,  1917. 
Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 
Cause :  Killed  in  battle  with  enemy  submarine. 
Next  of  kin :  Father,  John  J.  Crockett,  Raven,  Va. 
Crockett,  Tubman  Lewis,  ship's  cook,  third  class.  United  States  Naval  Reserve 
Force. 
Enlisted:  Tangier,  Va.,  April  28,  1917. 
Died:  Naval  hospital,  Norfolk,  Va.,  October  26,  1918. 
Cause :  Pneumonia. 

Next  of  kin:  Sister,  Lillian  Crockett  King,  Tangier,  Va. 
Crockwell,  Aloysius  Henry,  seaman,  United  States  Navy. 
Enlisted:  St.  Louis,  Mo.,  June  20,  1917. 
Died :  U.  S.  A.  C  T.  Ticonderoga,  September  30,  1918. 
Cause:  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 
Next  of  kin:  Father,  Thomas  Peters  (address  not  known). 
Croft,  Hugh  St.  Elmo,  fireman,  second  class,  United  States  Navy. 
Enlisted :  Omaha,  Nebr.,  December  14,  1917. 
Died:  U.  S.  S.  Pocahontas,  June  17,  1918. 
Cause :  Drowning. 

Next  of  kin :  Father,  George  H.  Croft,  Sisseton,  S.  Dak. 
Croft,  Walter  Howard,  fireman,  third  class,  United  States  Navy. 
Enlisted:  New  York,  N.  Y.,  January  7,  1918. 
Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 
Cause:  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 
Next  of  kin :  Father,  Howard  Croft,  Garrison,  N.  Y. 
Cromer,  Luther  Vincent,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Cincinnati,  Ohio,  June  7,  1918. 
Died :  Naval  air  station,  Kilingholm,  October  26,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  Peyton  E.  Cromer,  25G1  East  Main  Street,  Springfield, 
Ohio. 
Crosby,  Grant,  engineman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Denver,  Colo.,  July  26,  1918. 

Died:  Naval  air  station,  San  Diego,  Calif.,  October  2S,  1918. 
Cause:  Influenza. 

Next  of  kin :  Wife,  Fern  Crosby,  121  West  Las  Animas  Street,  Colorado 
Springs,  Colo. 
Crosby,  Paul  Clowney,  engineman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted:  Richmond,  Va.,  May  28,  1918. 
Died :  Naval  hospital,  Norfolk,  Va.,  October  12,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Ellen  Meador,  Winnsboro,  S.  C. 
Croskay,  Hubert  Hope,  ship  fitter,  second  class,  United  States  Navy. 
Enlisted :  San  Diego,  Calif.,  June  2,  1917. 
Died :  Naval  headquarters,  Paris,  France,  April  17,  1918. 
Cause:  Fractured  skull. 

Next  of  kin :  Mother,  Isabelle  C.  Croskay,  1948  First  Street,  San  Diego, . 
Calif. 
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Cross,  Charles  Edwahd,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  March  31,  1917. 

Died :  U.  S.  S.  Solace,  September  20,  1917, 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mrs.  Jessie  Blake,  Petrosky  Avenue,  Detroit,  Mich. 
Cboss,  Harry  Frederick,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  May  18,  1917. 

Died:  Naval  hospital,  New  York,  N.  Y.,  March  22,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Eva  Cross,  Maple  Street,  Lee,  Mass. 
Cross,  James  Frank  Morison,  gunner's  mate,  first  class,  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  March  11,  1916. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Mother,  Mary  J.  Cross,  8  Merchants  Street,  Newport,  R.  I. 
Crossman,  Kenneth  Carlton,  ship's  cook,  third  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  December  11,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Jessie  M.  Crossman,  877  Oak  Street,  Salem,  Oreg. 
Crosthwaite,  Orbry  De,  machinist's  mate,  second  class,  United  Slates  Naval  Re- 
serve Force. 

Enlisted :  Cincinnati,  Ohio,  August  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  HI.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  John  P.  Crosthwaite,  Georgetown,  Ky. 
Croswell,  William  Hatcher,  yeoman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Norfolk,  Va.,  June  15,  1918. 

Died:  Naval  hospital,  naval  base,  Virginia,  October  2,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Carrie  E.  Croswell,  2335  West  Grace  Street,  Rich- 
mond, Va. 
Crothers,  Austin  Decatur,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  May  9,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  February  15,  1918. 

Cause :  Pleurisy. 

Next  of  kin :  Father,  James  H.  Crothers,  Oxford,  Pa. 
Crotty,  William  Joseph,  seaman,  second  class,  N.  N.  V. 

Enlisted :  South  Norwalk,  Conn.,  April  16,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  4,  1918. 

Cause:  Spinal  meningitis. 

Next  of  kin :  P.  G.  Crotty,  59  Stevens  Street,  Norwalk,  Conn. 
Crow,  Riley  Thomas,  engineman,  first  class,  United  States  Navy. 

Enlisted :  Rio  de  Janeiro,  Brazil,  September  16,  1918. 

Died :  Rio  de  Janiero,  Brazil,  October  22,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Martha  L.  Crow,  Loraine,  Oreg. 
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Crowe,  Collins  Alwin,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Reno,  New,  September  25,  1917. 

Died :  Submarine  chaser  No.  209,  August  27,  1918. 

Cause:  Lost  when  vessel  was  sunk. 

Next  of  kin :  Mother,  Leta  K.  Barnett,  corner  Valencia  and  Seventh  Streets, 
Los  Angeles,  Calif. 
Crowe,  Edmund  James,  seaman,  second  class  (A),  United  States  Naval  Reserve 
Force. 

Enlisted :  Washington,  D.  C,  August  20,  1917. 

Died:  Naval  air  station,  Pensacola,  Fla.,  December  25,  1917. 

Cause :  Drowned. 

Next  of  kin :  Father,  Michael  F.  Crowe,  311  Sixth  Street,  Parkersburg, 
W.  Va. 
Cbowe,  Samuel  Franklin,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  January  22,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  April  28,  1917. 

Cause:  Pleurisy  suppurative. 

Next  of  kin :  Father,  Michael  Crowe,  Mankato,  Minn. 
Crowell,  Benton,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  November  20,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  23,  1917. 

Cause :  Broncho  pneumonia. 

Next  of  kin :  Mother,  Annie  Crowell,  Fisher,  La. 
Crowell,   Mark   Loucis,   fireman,   third   class,   United   States  Naval   Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  June  1,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  7,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Charley  E.  Crowell,  Stockton,  Kans. 
Crowley,  Daniel  Joseph,  Engineman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  September  10,  1915. 

Died :  U.  S.  S.  Walke,  July  29,  1918. 

Cause:  Accidentally  drowned. 

Next  of  kin :  Wife,  Catherine  A.  Crowley,  63  Hinkley  Street,  Sommerville, 
Mass. 
Crowley,  James,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  April  24,  1917. 

Died :  S.  S.  Rochester,  November  3,  1917. 

Cause:  Overexposure. 

Next  of  kin :  Mother,  Catherine  Crowley,  550  East  One  hundred  and  thirty- 
fourth  Street,  New  York,  N.  Y. 
Crowley,  John,  boilermaker,  United  States  Navy. 

Enlisted :  Navy  recruiting  station,  Seattle,  Wash.,  June  11,  1917. 

Died :  U.  S.  S.  Philadelphia,  March  19,  1918. 

Cause :  Gunshot  wound. 

Next  of  kin :  Wife,  Joaplim  Crowley,  449  Sixth  Street,  Bremerton,  Wash. 
Crowley,  Joseph  Cornelius,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  February  26,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Mother,  Sarah  Crowley,  6  Everitt  Street,  Charleston,  Mass. 
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Cbudo,  Eugenio  C,  first  musician,  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  December  22,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  19,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Conception  Crudo,  1040  State  Street,  San  Diego,  Calif. 
Ceupin,  Solomon,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  17,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  7,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Max  Crupin,  113  West  One  hundred  and  fourteenth 
Street,  New  York,  N.  Y. 
Crutchett,  Harold  Edward,  hospital  apprentice,   second  class,  United  States 
Naval  Reserve  Force. 

Enlisted :  Omaha,  Nebr.,  May  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Eva  M.  Crutchett,  Armour,  S.  Dak. 
Cruz,  Agapito  de  la,  carpenter's  mate,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  August  10,  1917. 

Died :  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  November  4,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Maria  Lindo,  Manila,  P.  I. 
Cruz,  Juan,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Guam,  Midway  Islands,  October  2,  1917. 

Died:  IT.  S.  S.  Supply,  August  10,  1918. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Maria  P.  Valensuela,  Agana,  Guam. 
Cubbekley,  Chester  Curtis,  quartermaster,  third  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  New  York,  N.  Y.,  April  30,  1917. 

Died :  Steamship  Frederick  R.  Kellogg,  August  13,  1918. 

Cause:  Drowned  when  ship  was  torpedoed. 

Next  of  kin :  Father,  Isaac  N.  Cubberley,  44  South  Fifth  Avenue,  Long 
Branch,  N.  J. 
Cuizon,  Jose,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Manila,  P.  I.,  June  25,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  March  6,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Hilaria  Costantino,  Gapan,  North  Ecija,  P.  I. 
Cullen,  Leo  Martin,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Wilkes-Barre,  Pa.,  July  15,  1918. 

Died :  Naval  hospital,  Puget  Sound,  September  28,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Bridget  Cullen,  45  North  Street,  Luzerne,  Pa. 
Cullen,   Paul  Joseph,   seaman,   second  class,   United   States  Naval   Reserve 
Force. 

Enlisted :  San  Francisco,  Calif.,  December  11,  1917. 

Died :  French  marine  hospital,  Rochefort,  France,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Bridget  Cullen,  902  Poplar  Street,  Oakland,  Calif. 
174483—20 14 


210 

Culp,  George  Benjamin,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Puget  Sound,  Wash.,  May  1,  1917. 

Died :  Seaside  Hospital.  Long  Beach,  Calif.,  July  20,  1917. 

Cause :  Septicemia. 

Next  of  kin :  Father,  George  B.  Culp,  North  Yakima,  Wash. 
Gulp,  James  Enoch,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  June  14,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Miss  Gay  Culp,  Spartenbnrg,  S.  C. 
Culver,  Philip  Hamilton,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Chicago,  111.,  April  21,  1937. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  May  30,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Tberese  B.  Culver,  824  East  Forty-fifth  Street,  Chi- 
cago, 111. 
Cumming,  Bryant  Flourney,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  May  22,  1917. 

Died:  U.  S.  S.  Comfort,  October  4,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  John  B.  Cumming,  1111  "North  Twenty-fourth  Street, 
Birmingham,  Ala. 
Cumming,  John  William,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  December  5,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next   of   kin:    Mother,    Anna    Cumming,    1214    East    Sixty-fourth    Street, 
Chicago,  111. 
Cummings,  James,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  April  4,  1917. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  battle  with  enemy  submarine. 

Next  of  kin:  Mother,  Nellie  Cummings,  2917  Fairmount  Street,  Kansas 
City,  Mo. 
Cummings,  John  Joseph,  Jr.,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  May  28,  1918. 

Died :  At  home,  October  4,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :   Father,  John  J.  Cummings,   70  Blossom   Street,  Haverhill, 
Mass. 
Cummins,  Lawney  Lawrence,  seaman,  N.  N.  V. 

Enlisted:  Mare  Island,  Calif.,  April  18,  1916. 

Died :  Naval  Hospital,  Mare  Island,  Calif.,  May  26,  1917. 

Cause:  Nephritis. 

Next  of  kin :  Mother,  Mrs.  P.  S.  Cummins,  Eureka,  Calif. 
Cump,  Irvin  Rankin,  landsman  for  yeoman,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  August  12,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  James  H.  Cump,  Marion,  Pa. 
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Cunard,  Loyd  Hilan,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  January  25,  1918. 

Died :  IT.  S.  S.  -Saw  Diego,  May  11,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Elizabeth  B.  Cunard,  Crescent,  Okla. 
Cunningham,  Charles  David,  quartermaster,  second  class,  United  States  Navy. 

Enlisted:  Newark,  N.  J.,  January  4,  1910. 

Died :  U.  S.  S.  Mercy,  October  12,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  James  Cunningham,  513  High  Street,  West  Hoboken, 
N.  J. 
Cunningham.   Dale   Lewis,   hospital   apprentice,    second    class.    United    States 
Naval  Reserve  Force. 

Enlisted :  Cincinnati,  Ohio,  June  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  HI.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Aunt,  Mildred  Bowers,  1026  Detroit  Avenue,  Toledo,  Ohio. 
Cunningham,  John  Phil,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted :  Washington,  D.  C,  August  6,  1918. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  September  25,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  John  M.  Cunningham,  58  South  Potter  Street,  Bell- 
fonte,  Pa. 
Cunningham,   Kenneth   Noble,   seaman,   second   class,    United   States   Naval 
Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  July  23,  1918. 

Died :  Richland  Center,  Wis.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Laura  L.  Cunningham,  Richland  Center,  Wis. 
Cupples,   Hubert   Lester,   apprentice   seaman,    United    States   Naval    Reserve 
Force. 

Enlisted :  Little  Rock,  Ark.,  July  24,  1918. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  15,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Father,  C.  C.  Cupples,  Marmaduke,  Ark. 
Cubrence,  Leland  Kittle,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted  :  Baltimore,  Md.,  June  25,  1918. 

Died :  U.  S.  S.  Mercy,  October  8,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Dianah  Currence,  Beverly,  W.  Va. 
Currie,  James  Roscoe,  seaman,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  April  9,  1918. 

Died :  U.  S.  S.  Alabama,  October  14,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mrs.  Pearl  Currie,  Brookston,  Ind. 
Currie,  Jesse  Mellon,  chief  electrician,  United  States  Navy. 

Enlisted :  U.  S.  S.  Kansas,  May  4,  1915. 

Died :  Naval  hospital,  Canacaco,  P.  I.,  July  25,  1917. 

Cause:  Burns. 

Next  of  kin:  Father,  William  E.  Currie,  3946  Williamsburg  Avenue,  Rich- 
mond, Va. 
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Currier,  Roland  Lekoy,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  November  22,  1915. 

Died :  U.  S.  S.  Pittsburgh,  October  17,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mrs.  Lucy  A.  Southwick,  108  East  Park,  Blair,  Nebr. 
Cuerin,  Clarence  Watson,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  May  28,  1918. 

Died:  Norfolk,  Va.,  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Sister,  Bunar  Crenshaw,  R.  F.  D.  3,  Keysville,  Va. 
Curry,  Eugene  Edward,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  January  10,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  April  11,  1917. 

Cause:  Pleurisy. 

Next  of  kin :  Father,  Eugene  Curry,  802  Avenue  D,  Miami,  Fla. 
Curry,  Joseph  Patrick,  chief  water  tender,  United  States  Navy. 

Enlisted :  Yorktown,  Va.,  August  12,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  April  14,  1918. 

Cause:  Choleithiasis. 

Next  of  kin :  Father,  Joseph  T.  Curry,  Hotel  Touraine,  Boston,  Mass. 
Curtin,   James  Henry,   hospital   apprentice,  first   class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Boston,  Mass.,  November  15,  1917. 

Died :  Somerville,  Mass.,  November  17,  1917. 

Cause:  Committed  suicide. 

Next  of  kin :  Mother,  Catherine  Curtin,  9  Tennyson  Street,  Winter  Hill, 
Mass. 
Curtis,  Clifton,  quartermaster,  second  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  April  16,  1917. 

Died :  U.  S.  S.  Carola,  August  29,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  C.  W.  Curtis,  Swanton,  Ohio. 
Curtis,  Howard,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Washington,  D.  C,  September  11,  1917. 

Died :  Steamship  Florence  H.,  April  17,  1918. 

Cause :  Killed  in  explosion  on  board  ship. 

Next  of  kin:  Father,  Edwin  L.   Curtis,  R.  F.  D.  1,  box  20,  Fredericks- 
burg, Va. 
Curtis,  Kenneth  Albert,  quartermaster  (A),  second  class,  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  January  25,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Joseph  M.  Curtis,  Tecumseh,  Nebr. 
Curtis,  Ralph  Anton,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  October  29,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  February  15,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Uncle,  Joseph  Mihle,  Victor,  Colo. 
Cushman,   Robert,  Jr.,  quartermaster,  first  class    (A),   United   States  Naval 
Reserve  Force. 

Enlisted :  Newport,  R.  I.,  April  17,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  3,  1918. 

Cause :  Tuberculosis,  acute  pneumonia. 

Next  of  kin :  Father,  Robert  Cushman,  sr.,  26  Green  Street,  Pawtucket,  R.  I 
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Cuthbert,  Blake,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  April  11,  1917. 

Died :  Naval  forces,  foreign  sendee,  October  17,  1918. 

Cause: Influenza. 

Next  of  kin :  Mother,  Jennie  Cuthbert,  Rockport,  Wash. 
Cutting,    Robert   Miller,    seaman,    second    class,    United    States    Naval    Re- 
serve Force. 

Enlisted:  Navy  rifle  range,  Camp  Logan,  111.,  December  14.  1017. 

Died:  Navy  rifle  range,  Wakefield.  Mass.,  April  1,  1918. 

Cause :  Diphtheria. 

Next  of  kin :  Father,  C.  C.  Cutting,  422  Stuart  Avenue,  Kalamazoo,  Mich. 

D'Abreu,  John  A.,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  April  24,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  June  23,  1917. 

Cause :  Aneurism. 

Next  of  kin :  Wile,  Mary  D'Abreu,  149  Center  Street,  Dorchester,  Mass. 
Daddow,  Lloyd  Archabald,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Scranton,  Pa.,  May  14,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  June  14,  1917. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Mother,  Ella  Daddow,  Dallas,  Pa. 
Daigle,  Joseph  Ernest,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  June  21,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  20,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Simon  Ernest  Daigle,  Hope  Villa,  La. 
Dake,  Frank  Joe,  seaman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  May  17,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  February  22,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mary  E.  Dake,  800  East  Dale  Street,  Springfield,  Mo. 
Dale,  Robert  Radford,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Denver,  Colo.,  June  16,  1917. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  September  15,  1917. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Fannie  Dale,  box  243,  Louisville,  Colo. 
Dales,  John  Eldis,  pharmacist's  mate,  third  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  June  12,  1917. 

Died :  U.  S.  S.  Mercy,  October  12,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Nancy  Mary  Dales,  University  Park,  Iowa. 
Dallas,  Cecil,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa,.  May  7,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  February  9,  1918. 

Cause:  Nephritis,  acute. 

Next  of  kin :  Father,  David  Dallas,  3046  North  Fifth  Street,  Philadelphia, 
Pa. 
Dalnes,  Harold  Ed.,  electrician,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  July  24,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Ellen  M.  Dalnes,  723  Myrtle  Street,  Crookston,  Minn. 
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Dalton,  Carl  Lewis,  pharmacist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  June  24,  1915. 

Died :  U.  S.  S.  Tampa,  September  2G,  1918. 

Cause:  Died  when  vessel  was  lost. 

Next  of  kin :  Father,  Lycurgus  E.  Dalton,  Gastonia,  N.  C. 
Dalton,  Lekoy  Selvester,  seamen,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Omaha,  Nebr.,  May  16,  1918. 

Died :  Naval  hospital,  Annapolis,  Md.,  October  14,  1918. 

Cause  :  Pneumonia  following  influenza. 

Nest  of  kin :  Father,  John  Dalton,  Hartford,  S.  Dak. 
Daltion,  James  Harrt,  fireman,  first  class,  United  States  Navy  (G.  C.  M.  P.). 

Enlisted :  New  York,  N.  Y.,  June  10,  1916. 

Died  :  Naval  hospital,  Portsmouth,  N.  H.,  October  4,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Aunt,  Mrs.  Sarah  Doane,  571  Bennington  Street,  East  Boston, 
Mass. 
Daly,  Edward  Michael,  ship's  cook,  fourth  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  September  18,  1917. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Father,  John  Daly,  65  North  Odgen  Street,  Buffalo,  N.  Y. 
Daly,  Hugh,  seaman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  June  4,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  9,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Hugh  Daly,  5529  Columbia  Avenue,  St.  Louis,  Mo. 
Dalzell,  Elgin  Ray,  seaman,  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  August  17,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  April  18,  1918. 

Cause:  Mastoiditis,  acute. 

Next  of  kin :  Father,  Clifton  H.  Dalzell,  Paris,  Ky. 
Damaschke,  Harry  C,  seaman,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  May  1,  1917. 

Died :  U.  S.  S.  Von  Steuben,  July  14,  1917. 

Cause:  Drowned. 

Next  of  kin :  Father,  August  Damaschke,  153  Alphonse  Street,  Rochester, 
N.  Y. 
Damavara,  Christ,  coxswain.  United  States  Naval  Reserve  Force. 

Enlisted :  U.  S.  S.  Cyclops,  December  1,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Katherine  Damavara,  Limmos,  Greece. 
Damsel,  Clyde,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Pittsburgh,  Pa.,  May  27,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Virginia  Damsel,  61  Eleventh  Street,  Wheeling,  W.  Va. 
Dancy,  Isaac,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  January  12,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Norman  M.  Dancy,  Vannoy,  N.  C. 
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Daniel,  Joseph  Roland,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Charleston,  S.  C,  April  3,  1917. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause :  Lost  at  sea. 

Next  of  kin :  Mother,  Carrie  A.  Daniel,  398  Broad  Street,  Darlington,  S.  C. 
Daniell,  James  Earnest,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  February  18,  1913. 

Died :  Naval  hospital,  Charleston,  S.  C,  February  7,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Pearl  Daniell,  R.  R.  4,  box  30,  Lawton,  Okla. 
Daniels,  James  Ganson,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Chicago,  111.,  May  28,  1918. 

Died :  Naval  Auxiliary  Rex.  School  Municipal  Pier,  Chicago,  111.,  October  5, 
1918. 

Cause :  Pneumonia. 

Next  of  kin :   Wife,   Josephine  S.   Daniels,  4708  Rockhill  Road,   Kansas 
City,  Mo. 
Daniels,  Joseph  Breckinridge,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Annapolis,  Md.,  August  19,  1918. 

Died :  Naval  hospital,  Annapolis,  Md.,  October  16,  1918. 

Cause:  Pneumonia  following  influenza. 

Next  of  kin :  Mother,  Mrs.  J.  F.  Daniels,  97  Market  Street,  Annapolis,  Md. 
Daniels.  Loren  Raymond,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  March  3,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  August  3,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Emma  J.  Wilson,  71  East  Union  Street,  Newark,  N.  J. 
Danielson,  Christian  Peter,  ship's  cook,  fourth  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  October  10,  1917. 

Died :  U.  S.  S.  Comfort,  June  9,  1918. 

Cause :  Injuries  from  railroad  accident. 

Next  of  kin :  Mother,  Marie  Danielson,  box  8,  Byruru,  Utah. 
Dans,  Charles  LaFayette,  chief  water  tender,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  April  26,  1917. 

Died :  New  York,  N.  Y.,  September  22,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Sybelia  Agnes  Dann,  118  Hone  Street,  Kingston,  N.  Y. 
Dannemiller.  Vincent  De  Paul,  apprentice  seaman,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Cleveland,  Ohio,  July  25,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111..  October  4,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Father,  Solomon  Dannemiller,  Doylestown,  Ohio. 
Dannenberg,  Fred  Henry,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Indianapolis,  Ind  ,  June  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111..  October  13,  1918. 

Cause :  Influenza. 

Next  <>f  kin  :  Mother.  Elizabeth  Dannenberg,  Jewell,  Ohio. 
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Danner,  Harry  Knowles,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Des  Moines,  Iowa,  May  4,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  26,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Sarah  Danner,  Blanchard,  Iowa. 
Danz,  William  Fred,  fireman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Des  Moines,  Iowa,  July  9,  1918. 

Died :  U.  S.  S.  Mercy,  October  13,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Emma  R.  Danz,  1249  Halstead  Street,  Muscatine, 
Iowa. 
Darby,  Chester  Armstrong,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  December  13,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  27,  1918. 

Cause: Influenza. 

Next  of  kin:  Mother,  Eva  Armstrong  Darby,  box  552,  Colorado  Springs, 
Colo. 
Darby,  James  Gerald,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Detroit,  Mich.,  September  28,  1918. 

Died :  Naval  Hosiptal,  Great  Lakes,  111.,  October  18,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mary  Darby,  box  600,  St.  Ignace,  Mich. 
Darling,  Joseph,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  Puget  Sound,  Wash.,  May  1,  1915. 

Died :  Receiving  ship,  Mare  Island,  Calif.,  October  27,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  E.  Darling,  22  Amsden  Street,  Arlington,  Mass. 
Darling,   Leon   Wallace,   fireman,   first   class,   United   States  Naval   Reserve 
Force. 

Enlisted :  Mare  Island,  Calif.,  April  18,  1917. 

Died :  Naval  hospital,  New  York,  N.  T.,  March  16,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Abbie  Darling,  Summerland,  Calif. 
Darnell,  William  Carl,  shipwright,  United  States  Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  July  26,  191S. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Scarlet  fever. 

Next  of  kin :  Mother,  Mana  Darnell,  Browns  Grove,  Ky. 
Darnell,  William  Lee,  coxswain,  United  States  Naval  Reserve  Force. 

Enlisted :  Norfolk,  Va.,  December  12,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause:  Lost. 

Next  of  kin :  Wife,  Marie  L.  Darnell,  308  State  Street,  Berkley,  Va. 
Darnold,  Ray  Law,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Chicago,  111.,  June  4,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  February  16,  1918. 

Cause :  Septicemia. 

Next  of  kin:  Father,  Leroy  Darnold,  6820  Lakewood  Avenue,  Chicago,  111. 
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Dabkagh,  Patbick  Joseph,  mess  attendant,  third  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Brooklyn,  N.  Y.,  June  7,  1918. 

Died :  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  October  21,  1918. 

Cause :  Pneumonia,  broncho. 

Nest  of  kin:  Mother,  Mary  A.  Darragh,  25  Catherine  Street,  Bridgeport, 
Conn. 
Dabrow,  Everett  Lelon,  ship's  cook,  third  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  September  15,  1917. 

Died :  Naval  air  station,  Miami,  Fla.,  October  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Will  Darrow,  Snyder,  Tex. 
Dater.  Waldo  Van  Dyke,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Albany,  N.  Y.,  June  15,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  November  6,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Katherine  Dater,  178  Sixth  Avenue,  North  Troy,  N.  Y. 
Daub,  Wilfred  Franklin,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  May  10,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  6,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mary  Elizabeth  Daub,  Linfield,  Pa. 
Daugherty,  Albert  Lewis,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Parkersburg,  W.  Va.,  December  IS,  1917. 

Died:  Naval  hospital,  Portsmouth,  Va.,  April  18,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Michael  Daugherty,  415  Arlington  Avenue,  Newark, 
Ohio. 
Daughton,  Leo  Morris,   seaman,  second   class,  United   States  Naval  Reserve 
Force. 

Enlisted :  Grand  River,  Iowa,  June  4,  1918. 

Died :  Naval  hospital,  Annapolis,  Md.,  October  14,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Hannah  Griffin  Daughton,  Grand  River,  Iowa. 
Daum,  Harry  Julius,  carpenter's  mate,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Milwaukee,  Wis.,  May  9,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  25,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  Daum,  1818  Doty  Street,  Oshkosh,  Wis. 
Dauser,  Anthony  Augustus,  landsman  for  yeoman,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  March  8,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  14,  1918. 

Cause:  Embolism. 

Next  of  kin:  Father,  Thomas  Dauser,  1320  Twenty-second  Avenue,  Tus- 
caloosa, Ala. 
Davenport,  Everett,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Raleigh,  N.  C,  May  30,  1918. 

Died:  No.  3  Hospital,  Leith,  Scotland,  November  3,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Father,  John  W.  Davenport,  Paw  Creek,  N.  C. 
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David,  Alfred  Carlton,  landsman  quartermaster  (A),  United  States  Naval  Re- 
serve Force. 

Enlisted:  Atlanta,  Ga.,  July  17,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  September  24,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Bobie  Kendrick  David,  R.  F.  D.  1,  Columbus,  Ohio. 
Davidson,  Jas.  Clarence,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  April  21,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  20,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Aunt,  Annie  Davidson,  2706  Seventh  Street,  Meridian,  Miss. 
Davidson,  Throck  Morton,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Chicago,  111.,  July  8,  1918. 

Died :  Steamship  Palmer,  at  Conneaut,  Ohio,  October  8,  1918. 

Cause :  Meningitis,  cerebral. 

Next  of  kin :  Wife,  Mrs.  K.  B.  Davidson,  1523  North  Topeka  Street,  Wichita, 
Kans. 
Davidson,  Verden  Orval,  chief  boatswain's  mate,  United  States  Naval  Reserve 
Force. 

Enlisted :  Bolinas,  Calif.,  April  7,  1918. 

Died :  Naval  air  station,  San  Diego,  Calif.,  November  2,  1918. 

Cause :  Influenza,  with  pleurisy. 

Next  of  kin:  Wife,  Mary  Davidson,  Bolinas,  Calif. 
Davies,  George  Forrest,  landsman  for  electrician  (G).  United  States  Naval  Re- 
serve Force. 

Enlisted:  Cleveland,  Ohio,  June  29,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  August  8,  1918. 

Cause:  Pneumonia,   lobar. 

Next  of  kin :  Father,  Alfred  Jas.  Davies,  14401  Coit  Road,  Cleveland.  Ohio. 
Davis,  Albert,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  July  29,  1918. 

Died:  Naval  hospital,  Great  Lakes.  111.,  September  26,  191S. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Harriet  Gundy  Davis,  Perham,  Minn. 
Davis,  Alvin  Elliott,  landsman  electrician   (R),  United  States  Naval  Reserve 
Force. 

Enlisted:  Washington,  D.  C,  February  18,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  19,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Lottie  Davis,  3117  South  Dakota  Avenue,  NE.,  Wash- 
ington, D.  C. 
Davis,   Charles  Erwin,   seaman,   second  class,  United   States  Naval   Reserve 
Force. 

Enlisted:  Louisville,  Ky.,  July  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza .  • 

Next  of  kin  :  Mother.  Helen  Marvel  Davis,  Marion,  Ky. 
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Davis,  Densel  Lee,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted:  Los  Angeles,  Calif.,  June  19,  1918. 
Died:  Mare  Island,  Calif.,  October  20,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Edward  Harris  Davis,  1727  East  Sixty-ninth  Street, 
Los  Angeles,  Calif. 
Davis,  Edward  Lee,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Raleigh,  N.  C,  March  5,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  William  J.  Davis,  Warrenton,  N.  C. 
Davis,  Elmer  H.,  landsman  for  quartermaster   (A),  United  States  Naval  Re- 
serve Force. 

Enlisted:  Omaha,  Nebr.,  July  19,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Laura  Adelia  Davis,  Madison,  S.  Dak. 
Davis,  Frank,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Johnstown,  Pa.,  June  21,  1918. 

Died:  Philadelphia,  Pa.,   September  8,   1918. 

Cause:  Found  dead  on  railroad  train. 

Next  of  kin:  Father,  Harry  Davis,  Patton,  Pa. 
Davis,  Frank  John,  ship's  cook,  second  class,  United   States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  April  13,  1918. 

Died:  Naval  hospital.  Cape  May,  N.  J.,  October  3,  1918. 

Cause :  Influenza. 

Next  of  kin  :•  Mother,   Grace  Ann   Davis.   733    Brooklyn    Street,    Philadel- 
phia, Pa. 
Davis,  George  Thomas,  yeoman,  second  class,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  February  24,  1917. 

Died :  U.  S.  S.  Aylwin,  January  4,  1918. 

Cause:  Drowned  at  sea. 

Next  of  kin:  Wife,  Christian  Davis,  42  Graham  Street,  Jersey,  N.  J. 
Davis,  Harry,  baker,  first  class,  United  States  Navy. 

Enlisted :  Galveston,  Tex.,  February  16,  1914. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Guardian,  J.  A.  Kirk,  Hopewell,  Pa. 
Davis,  Harry  Bruce,  carpenter's  mate,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Great  Lakes,  111.,  May  6,  1918. 

Died :  Naval  hospital.  Newport,  R.  I.,  September  24,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother.  Mrs.  Anna  Mary  Davis,  Tescott,  Kans. 
Davis,  Jas.  Emmett,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Ishpeming,  Mich.,  November  21,  1917. 

Died:  U.  S.  S.  Camden,  January  21.  1918. 

Cause :  Result  of  wounds. 

Next  of  kin:  Father,  Joseph  Davis,  R.  F.  D.  2,  Daggett,  Mich. 
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Davis,  James  Frederick,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Buffalo,  N.  Y.,  May  9,  1918. 

Died :  Naval  hospital,  New  London,  Conn.,  September  28,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  John  Davis,  117  Alsace  Avenue,  Buffalo,  N.  Y. 
Davis,  Jasper  Louis,  seaman,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  June  5,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin  :  Mother,  Celia  Priscilla  French,  Okoloma,  Miss. 
Davis,  John,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Scranton,  Pa.,  August  8,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  September  27,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Margaret  Davis,  229  East  Church  Street,  Nanticoke,  Pa, 
Davis,  John,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Scranton,  Pa.,  November  30,  1917. 

Died:  Naval  hospital,  Newport,  R.  I.,  January  13,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Brother,  Thomas  Davis,  Tresckow,  Pa. 
Davis,  John  Francis,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Boston,  Mass.,  November  10,  1917. 

Died:  U.  S.  S.  Albany,  July  22,  191S. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Annie  L.  McKeown,  129  Webster  Street,  East  Bostonv 
Mass. 
Davis,  John  Lynwood,  quartermaster,  second  class,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  October  13,  1915. 

Died :  Naval  hospital,  Norfolk,  Ya.,  November  8,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin:  Father,  John  R.  Davis,  Merry  Point,  Va. 
Davis,  Joseph  Norman,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  December  15,  1917. 

Died  :  Naval  hospital,  Norfolk,  Va.,  January  6,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin  :  Mother,  Laura  Buga timer  Davis,  R.  R.  2,  Guyton,  Ga. 
Davis,  Maurice  Lyle,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  May  10,  1917. 

Died :  Marine  barracks,  Quantico,  Va.,  February  10,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin  :  Mother,  Rose  Davis,  614  Prospect  Avenue,  Grand  Rapids,  Mich. 
Davis,  Moses  Louis,  storekeeper,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Norfolk,  Va.,  December  4,  1917. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  6,  1918. 

Cause :  Pneumonia. 

Next   of   kin :    Father,    Benamin    Davis,    1435   Cadieur    Street.    Montreal, 
Canada. 
Davis,  Oscar,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  November  15,  1913. 

Died :  U.  S.  S.  Jarvis,  October  8,  1917. 

Cause:  Drowning. 

Next  of  kin :  Sister,  Bessie  Smith,  1322  South  Second  Street,  Philadelphia, 
Pa. 
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Davis,  Ralph  Rayford,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  April  10,  1917. 

Died:  U.  S.  S.  Supply,  August  10,  1918. 

Cause :  Drowning. 

Next  of  kin:  Mother,  Leona  Davis,  Taylorsville,  Ga. 
Davis,   Roscoe  Billy,  fireman,   third  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  August  21,  1917. 

Died:  Naval  hospital,  Mare  Island,  Calif.,  November  7,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Zora  Bell  McCullum,  Skykomish,  Wash. 
Davis,  Thomas  Everett,  enginenian,  second  class.  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  April  12,  1917. 

Died :  U.  S.  S.  San  Diego,  July  19,  1918. 

Cause :  Lost  in  sinking  of  vessel. 

Next  of  kin :  Mother,  Alma  Davis,  South  Mansfield,  La. 
Davis,    William,   mess   attendant,   third   class,   United   States  Naval   Reserve 
Force. 

Enlisted :  Atlanta,  Ga.,  June  20,  1918. 

Died :  Receiving  ship.  Philadelphia,  Pa.,  September  14,  1918. 

Cause :  Influenza. 

Next  of  kin :  Sister,  Susie  Davis  Battle,  Middletown,  N.  Y. 
Davison,  Fred,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  July  2,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Wife,  Mahala  Davison,  Coin,  Iowa. 
Davy,  Harold  Michael,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Madison,  Wis.,  December  13,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  9,  1918. 

Cause:  Cerebrospinal  fever. 

Next   of  kin:  Father,   Michael   Davy,   811   Clymer  Place,   Madison,   Wis. 
Day,  Alvin  George,  fireman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Hollister,  Calif.,  July  30,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  16,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Brother,  Leonard  Day,  Hollister,  Calif. 
Day,  Arthur  Lee,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  November  22,  1917. 

Died:  Submarine  chaser  No.  90,  October  24,  1918. 

Cause:  Asphyxiation. 

Next  of  kin :  Mother,  Harriet  B.  Day,  207  Webb  Avenue,  Pullman,  Wash. 
Day,   Buell  Van   Kettran,   landsman   for  quartermaster    (A),  United   States 
Navy. 

Enlisted:  Albany,  N.  Y.,  December  19,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  February  17,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mary  Day,  2003  Fifteenth  Street,  Troy,  N.  Y. 
Day,  Cecil  Ellis,  chief  quartermaster,  United  States  Naval  Reserve  Force. 

Enlisted :  Washington,  D.  C,  June  28,  1918. 

Died:  Naval  hospital,  Chehea,  Mass.,  September  8,  1918. 

Cause:  Influenza. 

Next  of  kin:  Fatber,  John  Thomas  Day,  Nicholsville,  Ala. 
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Day,  Eugene,  ship's  cook,  fourth  clars,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  October  5,  1917. 

Died:  Naval  air  station,  Miami,  Fla.,  June  6,  1918. 

Cause:   Peritonitis. 

Next  of  kin:  Father,  Truman  Day,  Booneville,  Ind. 
Day,  Leonard  Calvert,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Norfolk.  Va.,  April  9,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Lost  life  in  sinking  of  vessel. 

Next  of  kin:   Mother,  Lydia  Well--,  Morehead  City,  N.  C. 
Day,  Walter  Harold,  apprentice  seaman,  United  States  Naval  Reserve  Force- 

Enlisted:     Seattle,  Wash.,  July  26,  1918. 

Died:  Providence  hospital,   Seattle,   Wash.,   October  15,   1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Annie  Workman,  52   Sixth   Street,   N.W.,  Washing- 
ton, D.  C. 
Deahy,  David  J.,  seaman,  United  States  Naval  Re  erve  Force. 

Enlisted:  Newport,  R.  I.,  Dec-ember  10.  1917.    ' 

Died:   U.  S.  submarine  chaser  No.  821,  December  30,  1917. 

Cause:  Drowning. 

Next  of  kin  :  Father.  Matthew  J.  Deahy,  Longmeadow,  R.  I. 
Deal,  Bryan,  fireman,  second  class.  United  States  Navy. 

Enlisted  :  Indianapolis,  Ind.,  January  4.  1918. 

Died:  U.  S.  S.  Wettover,  July  11,  1918. 

Cause:  Lost  life  in  sinking  of  vessel. 

Next  of  kin:  Mother,  OUie  Deal,  London,  Ind. 
Dean,  George  Franklin,  landsman  for  electrician    (R),  United  States  Naval 
Reserve  Force. 

Eidisted:  Detroit.  Mich.,  May  14,  1918. 

Died:  Naval  air  station,  Eaflleigh,  England,  October  16,  1918. 

Cause :  Influenza. 

Next  of  kin:   Mother,  Mary  Dean,  809  McAllister  Avenue,  Benton  Harbor, 
Mich. 
Dean,    Robert   Emerson,   fireman,    third    class.    United    States   Naval   Reserve 
Force. 

Enlisted :  Omaha,  Nebr.,  July  22,  1918. 

Died :  U.  S.  S.  Mercy,  October  13,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  Walter  Dean,  Peterson,  Iowa. 
Deaton,  Neal,  seaman,  second  clai  s,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  April  23,  1917. 

Died :  U.  S.  S.  submarine  base,  San  Pedro,  Calif.,  November  6,  1917. 

Cause :  Died  after  having  engaged  jn  bout  of  boxing. 

Next  of  kin:  Mother,  Mary  E.  Deaton,  1122  East  Fourth   Street.   Pueblo, 
Colo. 
De  Belmonte,  Henry,  wardroom  steward,  United  States  Naval   Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  April  3,  1917. 

Died :  Section  base  No.  6,  Brooklyn,  N.  Y..  July  3,  1917. 

Cause:  Myocarditis  and  endocarditis,  cardiac  dilation. 

Next  of  kin:  Brother,  Louis  De  Belmonte,  15  Rue  de  Rivoli,  I'aris,  France. 
De  Boed,  Earl  Estle,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Kansas  City,  Mo.,  July  25,  1918. 

Died:  Naval  hospital.  Great  Lakes.  111.,  September  25,   1918. 

Cause :  Influenza. 

Next  of  kin  :  Father.  William  Henry  De  Boed,  R.  F.  D.  3,  Irving,  Kans. 
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De  Bow,  John  Grant,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  May  2,  1917. 

Died:  U.  S.  S.  Bridge,  March  3,  191 S. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Uncle,  Guy  D.  Fligor,  605  East  Poplar  Street,  Paragould, 
Ark. 
De  Caiee,  Veilla  Joseph,  landsman  for  machinist's  mate   (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  July  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  2,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Helen  De  Caire,  Unionville,  Mich. 
Deckard,  McKinley,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  July  26,  1918. 

Died :  U.  S.  S.  Mercy,  October  1,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Half  sister,  Georgie  Deckard,  Bidwell,  Ohio. 
Declercq,  John,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  May  11,  1917. 

Died :  U.  S.  S.  Mercy,  October  14,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Henry  Declercq,  George,  Iowa. 
Deen,  Russell  ILyyes.  seaman,  N.  N.  V. 

Enlisted :  U.  S.  S.  Granite  State,  April  14,  1917. 

Died :  Naval  station,  New  York,  N.  Y.,  February  6,  1918. 

Cause :  Scarlet  fever  and  measles. 

Next  of  kin :  Father,   James   Howard   Deen,   99   Linden    Street,   Yonkers 
N.  Y. 
Deery,  Frank  Wajrdeix,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  June  17,  1918. 

Died :  At  home,  Brooklyn,  N.  Y.,  October  S,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  James  C.  Deery,  2225  Ditmas  Avenue,  Brooklyn,  N.  Y. 
Deets,  William  Alexander,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Great  Lakes,  111.,  May  4,  1918. 

Died :  12  South  Fourth  Street,  Lafayette,  Ind.,  June  24,  191S 

Cause:  Suicide. 

Next  of  kin  :  Father,  Alexander  Deets,  Indianapolis,  Ind. 
De  Forge,  John  Francis,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y„  May  14,  1917. 

Died :  U.  S.  S.  Anderton,  October  10,  1917. 

Cause :  Drowning. 

Next  of  kin :  Mother,  Rebecca  De  Forge,  373  East  One  hundred  and  thirty- 
seventh  Street,  New  York,  N.  Y. 
De  Freitas,  John,  chief  carpenter's  mate,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  February  15,  1916. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  June  4,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Adelaide  De  Freitas,  Funchal.  Portugal. 
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Degenhart,  Henry  Ignatius,  boatswain's  mate,  second  class,  United   States 
Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  March  29,  1917. 

Died :  New  York,  N.  Y.,  August  8,  1918. 

Cause :  Exhaustion  from  heat. 

Next  of  kin:  Father,  Harry  C.  Degenhart,  1044  Park  Avenue,  New  York, 
N.  Y. 
De  Gooyer,  George,  seamon,  second  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  August  25,  1917. 

Died :  U.  S.  S.  Huntington,  October  25,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Cora  De  Gooyer,  R.  R.  1,  box  84,  North  Yokima,  Wash. 
De  Groodt,  Fay  Medkiff,  landsman  for  machinist's  mate   (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Syracuse,  N.  Y.,  July  18,  1918. 

Died  :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause : Influenza. 

Next  of  kin :  Mother,  Jennie  De  Groodt,  Morrisville,  N.  Y. 
De  Hammer,  Daniel,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  December  19,  1917. 

Died :  U.  S.  S.  Mercy,  October  2,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Minnie  De  Hammer,  62  Caroline  Street,  Grand  Rapids, 
Mich. 
Detghan,  Edward,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Richmond,  Va.,  June  4,  1918. 

Died :  U.  S.  S.  Mercury,  October  7,  1918. 

Cause:  Drowning. 

Next  of  kin :  Father.  Daniel  Deighan,  Rethfed  Coderry,  Ireland. 
Deignan,  Thomas  James,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  August  13,  1917. 

Died  :  Naval  hospital,  Brooklyn,  N.  Y.,  August  29, 1918. 

Cause :  Tuberculosis  meningitis. 

Next  of  kin :  Mother,  Catherine  Deignan,  21  Tower   Street,   West  Lynn, 
Mass. 
Deelks,  John  Willis,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Denver,  Colo.,  January  8,  1918. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  April  18, 1918. 

Cause :  Measles. 

Next  of  kin  :  Father,  William  Deilks,  Fort  Morgan,  Colo. 
Deiss,  Herman  Robert,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted  :  Peoria,  111.,  August  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  10,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Catherine  L.  Deiss,  402  West  North  Street,  Carlin- 
ville,  111. 
Deitz,  Charles  Edward,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Benton  Harbor,  Mich.,  April  6,  1917. 

Died;  Naval  hospital,  Philadelphia,  Pa.,  October  16,  JL918. 

Cause :  Typhoid  fever. 

Next  of  kin :  Mother,  Lydia  Deitz,  214  Church  Street,  St.  Joseph,  Mich. 
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De  Lacey,  Robert  Evans,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Bumkin  Island,  Mass.,  June  19,  1918. 

Died :  Naval  training  camp,  Bumkin  Island,  Mass.,  August  16,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :    Wife,    Katherine   Fiances    De    Lacey,   44   Columbia    Street, 
Cambridge,  Mass. 
De  Lacy,  Charles  Edward,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Great  Lakes,  111.,  May  27.  1918. 

Died:  Naval  training  station,  Great  Lakes,  111.,  September  15,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Elizabeth  De  Lacy,  1616  South  Central  Park  Avenue, 
Chicago,  111. 
De  Laney,  James  Joseph,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Pelham  Bay  Park,  N.  Y.,  May  21,  1918. 

Died :  Naval  training  camp,  Pelham  Bay  Park,  N.  Y.,  October  6,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Rose  A.  De  Laney,  38  Harriet  Street,  Yonkers,  N.  Y. 
De  Lap,  Benjamin  Harry,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  December  8,  1917. 

Died :  No.  3  hospital,  Leith,  Scotland.  November  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  William  De  Lap,  New  Lisbon,  Wis. 
De  Launcey,  Montague,  quartermaster,  third  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  October  12,  1916. 

Died :  U.  S.  S.  Buena  Ventura,  September  16,  1918. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin  :  Mother,  Ella  O.  De  Launcey,  3819  Fifth  Street,  Meridian,  Miss. 
De  Lawrence,  Lawrence,  ship's  cook,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  January  17,  1918. 

Died :  U.  S.  S.  Wabash,  October  14,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Giacomo  De  Lawrence,  Wodo  Gadore,  Italy. 
Del  Guadio,  John,  machinist's  mate,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  May  28,  1918. 

Died :  1812  Gleason  Avenue,  Bronx,  N.  Y.,  October  18,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father.  Gabriele  Del  Guadio,  1812  Gleason  Avenue,  Bronx, 
N.   Y. 
Dellinger,  Junius  Logan,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  December  27,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Albert  L.  Dellinger,  Newton,  N.  C. 
De  Long,  Lillian  H.,  landsman  for  yeoman,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  September  11,  1918. 

Died:  New  York,  N.  Y.,  October  7,  1918. 

Cause :  Influenza  followed  by  pneumonia. 

Next  of  kin:  Father,  William  M.  De  Long,  1013  Eighth  Avenue,  Brook- 
lyn, N.  Y. 
174483—20 15 
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De  los  Santos,  Pedro,  mess  attendant,  second  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  March  5,  1918. 

Died :  Naval  base  hospital,  No.  5,  Brest,  France,  October  17,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Brother,  Juan  De  los  Santos,  San  Simon,  Pampanga,  P.  I. 
Del  Pan,  Louis,  fireman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  U.  S.  S.  Solace,  April  24,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  191S. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Mother,  Blanca  Fontels,  405  Aviles  Street,  San  Miguel,  Manila, 
P.  I. 
Demaray,  Marion  Earl,  apprentice  seaman,  United  States  Naval  Iteserve  Force. 

Enlisted :  Detroit,  Mich.,  July  26,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Charles  Demaray,  Vermontville,  Mich. 
Dembress,  Anthony  Joseph,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  April  5,  1917. 

Died :  U.  S.  S.  Ohio,  June  9,  1917. 

Cause :  Drowned. 

Next  of  kin :  Father,  Joseph  Dembress,  6550  Haverford  Avenue,  Philadel- 
phia, Pa. 
Deming,  Fred  Pinchakd,  pharmacist's  mate  second  class.  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  December  30,  1913. 

Died:  Naval  hospital,  Fort  Lyon,  Colo.,  September  8,  1917. 

Cause:  Drowned. 

Next  of  kin  :  Sister,  Lucille  M.  Deming,  Roosevelt  Hospital,  Berkeley,  Calif. 
Dempsey,  John  Clarence,  seaman,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  April  8,  1917. 

Died  :  Navy  collier  Cyclops,  June  14,  191S. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin  :  Father,  C.  C.  Dempsey,  227  West  Crawford  Street,  Dothan, 
Ala. 
Denenny,  James  Michael,  seaman,  second  class,  United  States  Navy   (G.  C. 
M.  P.). 

Enlisted:  Albany,  N.  Y.,  December  14,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  September  28,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Brother,  Michael  P.  Denenny,  486  Fifth  Avenue,  Troy,  N.  Y. 
Denman,  Cyrus  Martin,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Cleveland,  Ohio,  May  22,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  November  10,  1918. 

Cause:  Burns. 

Next  of  kin :  Father,  Martin  Cyrus  Denman,  R.  F.  D.  1,  Norwalk,  Ohio. 

Dennett,  George  Low,  machinist's  mate,  second  class  (A),  United  States  Navy. 
Enlisted:  Portland,  Me.,  December  11,  1917. 
Died:  Naval  air  station,  Miami,  Fla.,  October  11,  1918. 
Cause:  Pneumonia. 
Next  of  kin :  Wife,  Ethel  Walker  Dennett,  34  State  Street,  Gorham,  Me. 
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Dknney.  Hakky  Sawteb,  gunner's  mate,  first  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Philadelphia,  Pa.,  April  28.  1917. 

Died  :  Submarine  chaser  No.  209,  August  27,  1918. 

Cause:  Lost  life  when  U.  S.  submarine  chaser  No.  209  was  tired  upon  by 
,  S.  S.  Felix  Taussig,  having  been  mistaken  for  enemy  submarine. 

Next  of  kin :  Mother,  Lavina  Denney,   1703  South   Second   Street,   Phila- 
delphia, Pa. 
Denney,   Joseph   Cochran,   apprentice  seaman.    United    States   Naval   Reserve 
Force. 

Enlisted :  Chicago,  111.,  August  7,  1917. 

Died :  Naval  station.  Great  Lakes,  111..  December  22,  1917. 

Cause:  Cerebrospinal  fever. 

Next    of    kin :  Father,     Albert     J.     Denney,     386     South     Fourth     Street, 
Aurora,  111. 
Dennis,  John  Thomas,  seaman,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  November  11,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Foster  mother,  Mary  Olive  Dennis,  Clathe,  Colo. 
Denny,  William  Edward,  landsman  for  shipfitter   (A),   United  States  Naval 
Reserve  Force. 

Enlisted:  St.  Louis.  Mo.,  July  2,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  17,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother  Johanna  Denny,  5577  St.  Edwards  Street,  St.  Louis, 
Mo. 
Den  son,  Joseph  Lou,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Meridian,  Miss.,  August  2,   1918. 

Died :  R.  F.  D.  1,  Brandon,  Miss.,  October  23.  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  William  L.  Denson,  R.  F.  D.  1,  Brandon,  Miss. 
Denton,  Arthur  Ray,  fireman,  third  class.  United  States  Naval  Reserve  Force. 

Enlisted:  Richmond,  Va.,  July  1,  1918. 

Died :  Naval  hospital,  Norfolk,  Va..  October  1,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Eldora  Denton,  R.  F.  D.  2,  Box  25,  Keysville,  Va. 
Departhy,   Henry  Lewis,   fireman,   first  class.   United   States   Naval   Reserve 
Force. 

Enlisted :  Providence,  R.  I.,  March  28,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Mother,  Arzelia  Departhy,  72  Abbott  Street,  Valley  Falls,  R.  I. 
De  Palma,  Frank,  water  tender,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  May  7,  1917. 

Died:  U.  S.  S.  Nevada,  October  23,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Nicholas  De  Palma,  418  North  Terrace  Avenue,  Mount 
Vernon,  N.  Y. 
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Derickson.    Newton    Jay,   apprentice   seaman,   United    States   Naval    Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  June  19,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Evelyn  Forman  Derickson,  Elzmere,  Del. 
De  Ritta,  Angelo,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  April  13,  1917. 

Died :  U.  S.  S.  Oklahoma,  June  28,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Brother,  Tony  De  Ritta,  70  Barston  Street,  Providence,  R.  I. 
De  Roy,  Michael  Presseess,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  St.  Louis,  Mo.,  July  17,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  October  3,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:   Mother,   Julia   Jose  De  Roy,  1711  North  Main   Street,   St. 
Charles,  Mo. 
Desch,  Clotaire  Stephen,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Cincinnati,  Ohio,  June  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Joseph  R.  Desch,  106  South  Market  Street,  Coldwater, 

Ohio. 
Deskin,  Otis  Oran,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  October  17,  1917. 

Died :  Naval  air  station,  Miami,  Fla.,  June  14.  1918. 

Cause:  Appendicitis. 

Next  of  kin :  Father,  John  W.  Deskin,  Dublin,  Tex. 
Detterman,  Anthony  George,  carpenter's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Norfolk,  Va.,  December  14,  1917. 

Died :  Naval  hospital,  Annapolis,  Md.,  October  6,  1918. 

Cause :  Influenza  and  pneumonia. 

Next  of  kin:  Father,  Nicholas  Joseph  Detterman,  1820  Clayburn  Avenue. 
Norfolk,  Va. 
Dettlaff,  Joseph  Roman,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Milwaukee,  Wis.,  June  29,  191S. 

Died:  U.  S.  S.  Oklahoma,  October  23.  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Julia  Dettlass,  Milwaukee,  Jones  Island,  Wis. 
Deutsch,  Morris  Adolph,  storekeeper,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Philadelphia,  Pa.,  April  17,  1918. 

Died :  Receiving  ship,  Philadelphia,  Pa.,  October  13,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Rose  Katz  Deutsch,  2314  Park  Avenue,  Philadelphia, 
Pa. 
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Deutschmann,  Homee,  seaman,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  August  22,  1917. 

Died :  Section  base  No.  1,  Baltimore,  Md.,  October  19, 1918. 

Cause :  Accident,  on  board  S.  S.  Princess. 

Next  of  kin:  Mother,  Cora  Deutschmann,  813  C  Avenue,  East,  Oskaloosa, 
Iowa. 
DeVaucene,  Geokge  Berry,  machinist's  mate,  first  class,  United  States  Naval 
Reserve   Force. 

Enlisted:  New  York,  N.  Y.,  May  16,  1918. 

Died :   United  States  submarine  chaser  base,  Corfu,  Greece,  November  1, 
1918. 

Cause:    Pneumonia. 

Next  of  kin :  Mrs.  John  DeVaucene.  257  West  One  hundred  and  thirty- 
second  Street,  New  York,  N.  Y. 
DeVtne,  Charles  Gabretx,  machinist's  mate,  second  class,  United  States  Naval 
Reserve    Force. 

Enlisted:  Newport,  R.  I.,  May  11,  1917. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  21.  1918. 

Cause:    Influenza. 

Next  of  kin  :  Mother,  Mary  DeVine,  North  Maine  Street,  Randolph,  Mass. 
.  DeVine,  Clarence  Richmond,  yeoman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y„  October  13,  1914. 

Died :  Receiving  ship,  Philadelphia,  Pa.,  March  17,  1917. 

Cause  :    Suicide — gunshot    wound. 

Next  of  kin  :  Mother,  Theresa  DeVine,  2545  South  Twelfth  Street,  Philadel- 
phia, Pa. 
DeVine,  John  Thomas,  Jr.,  boatswain's  mate,  second  class,  United  States  Naval 
Reserve    Force. 

Enlisted:  Boston,  Mass.,  March  29,  1917. 

Died:  Pauillac,  France,  October  13,  1918. 

Cause:    Influenza. 

Next  of  kin  :  Father,  John  Thomas  DeVine,  158  John  Street,  Fall  River, 
Mass. 
Devlin,   Clarence  Joseph,   chief  machinist's  mate,   United   States  Naval  Re- 
serve  Force. 

Enlisted:   Philadelphia,  Pa.,  July  15,  1918. 

Died  :  St.  Vincent's  Hospital,  Brooklyn,  N.  J.,  October  14,  1918. 

Cause :    Broncho   pneumonia. 

Next  of  kin :  Wife,  Sarah  Margaret  Devlin,  234  St.  Marys  Street,  Burling- 
ton,  N.   J. 
DeVoe,  Bernard  Eugene,  fireman,  third  class,  United  States  Navy. 

Enlisted :  San  Diego.  Calif..  December  14,  1915. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Rose  P.  DeVoe,  R.  F.  D.  2,  Long  Beach,  Calif. 
DeVoe,  Stephen  Westley,  painter,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Detroit,  Mich.,  July  13,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111..  September  22.  1918. 

Cause :   Influenza. 

Next  of  kin :  Sister,  Ina  DeVoe  Keller,  Michigan  City,  Ind. 
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Devokak.  William,  boatswain's  mate,  first  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  November  24,  1911. 

Died:  Naval  hospital,  Key  West,  Fla.,  October  19,  1918. 

Cause :   Pneumonia,    lobar. 

Next  of  kin:   Mother,  Anna   Devorak,  2109  Twenty-seventh   Strwt,   South 
Minneapolis,   Minn. 
Dewberry,  Albert,  apprentice  seaman,  United  States  Navy. 

Enlisted  :  Houston,  Tex.,  June  30,  1917. 

Died :  Naval  hospital,  Newport.  R.  I.,  October  27,  1917. 

Cause :    Cerebrospinal   fever. 

Next  of  kin :  Father,  Albert  Dewberry,  Lynchburg,  Tex. 
Dewhci'st.    .Iiiii.v     kiciiAKD,    1  indsman    for    electrician.    Unked    States    Naval 
Reserve  Force. 

Enlisted:  Brooklyn.  N.  Y..  March  27,  1918. 

Died:  Naval  hospital,  Pelham  Ray  Park,  N.  V..  October  19,  1918. 

Cause :  Broncho-pneumonia. 

Next    of    kin:  Brother.    Daniel    Patrick    Dewhurst,    352    Wythe    Avenuw, 
Brooklyn,  N.  Y. 
Dexter,  Albert  Henry,  hreman,  third  class.  United  States  Navy. 

Enlisted:  New  Haven.  Conn..  Decemher  18,  1917. 

Died:  Naval  hospital.  Newport.  R.  L,  January  17.  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin  :  Annie  Dexter,  R.  F.  D.  8,  Norwich  Town,  Conn. 
Deymore.  Ernest  Branscomb,  seaman.  United  States  Naval  Reserve  Force. 

Enlisted:  Bath,  Me..  October  31,  1917. 

Died:  Naval  hospital.  Chelsea.  Mass.,  September  IS,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  Kervin  Deymore.  Waldoboro,  Me. 
DeYoiinc,  Jacob  Peter,  machinist's  mate,  second  class.  United  Stales  Navy. 

Enlisted  :   Syracuse.  N.  Y.,  August  13,  1918. 

Died:   U.  S.  S.  Solace,  February  0,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Jennie  DeYoung,  25  McCann  Street,  Ilion,  N.  Y. 
Dial,  Lymon  Wayne,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted  :  Kansas  City.  Mo.,  July  20,  1916. 

Died:  Naval  hospital.  Creat  Lakes,  111..  September  26.  1918. 

Cause:  Influenza. 

Next  of  kin  :   Father.  Joseph  J.  Dial.  Foraker,  Okla. 
Diamond,  Henry,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted:  Portland,  Me.,  March  22,  1917. 

Died:  Naval  hospital,  Norfolk.  Va.,  August  31.  1918. 

Cause:  Diphtheria. 

Next  of  kin  :  Brother,  James  Diamond,  Winthrop,  Me. 
1  mchelscher,  Arthur,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Great  Lakes,  111..  July  15.  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Emma  Dichelscher,  1337  School  Street,  Chicago,  IN. 
Dicken.  Georof.  William,  coxswain.  United  States  Naval  Reserve  Force. 

Enlisted:  Los  Angeles,  Calif..  December  7.  1917. 

Died:  Base  No.  2-1.  October  16.  1918. 

Cause :  Broncho-pneumonia. 

Next   of  kin:  Mother.    Martha    Jane    Riche,   077    East    Forty-ninth    Street, 
Los  Angeles,  Calif. 
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Dickerson,  Paul,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  January  7,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  in  sinking-  of  vessel. 

Next  of  kin  :  Father,  Henry  Dickerson,  Riviera,  Tex. 
Dickinson,    Wilbur  H..    landsman    for   electrician    (It),    United    States   Naval 
Reserve   Force. 

Enlisted  :  Boston,  Mas.s..  May  27,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass..  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Ada  Dickinson.  22  Wyman  Street,  Woburn,  Mass. 
Dickson,  Oscak  Herman,  seaman,  second  class.   Tinted   States  Naval   Reserve 
Force. 

Enlisted:   Seattle,  Wash..  June  5,  1918. 

Hied:   Naval  hospital,  Puget  Sound.  Wash..  October  6,  1918. 

Cause:  Influenza. 

Next  of  kiJi :  Mother,  Amelia  Dickson,  2423  Nassau  Street,  Everett,  Wash. 
Dicosola,  Dominick,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Qreat  Lakes,  111.,  January  26,  1918. 

Died:  Naval  station,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Pneumonia,  lobar. 

Next    of   kin:  Mother,    Rosaria    Fortunati    Di    Cosola,    740    Indianapolis 
Boulevard,  Chicago,  111. 
Didlake,  Herbert  Lorraine,  machinist's  mate,  first  class.  United  States  Navy. 

Enlisted  :  Richmond,  Va.,  June  26,  1917. 

Died:  U.  S.  S.  Mercy,  October  10,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin  :  Father,  Ceylon  II.  Didlake,  R.  F.  D.  3,  Box  125,  Richmond,  Va. 
Dieiil,  Henry  Adam,  apprentice  seaman,  United  Stales  Naval  Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  June  6,  191S. 

Died:  Great  Lakes,  111.   (naval  hospital),  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Albert  Diehl,  118  West  Elm  Street,  Reading,  Pa. 
Diestei.hokst,  Ebnest  Harry,  yeoman,  third  class.  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  March  16,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  May  31,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Wife,  Helen  Diestelhorst,  165  Park  Avenue,  Brooklyn,  N.  Y. 
Dietz,  George  John,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Fairhaven,  Mass.,  July  IS,  191S. 

Died:  Naval  hospital,  Newport,  R.  I.,  September  26,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Louise  Dietz,  25  Nye  Avenue,  Acushnet,  Mass. 
Dietz,  Wtilliam  Harold,  fireman,  second  class.  United  States  Navy. 

Enlisted:  Albany,  N.  Y.,  April  IS,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  September  24,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mary  Dietz,  Schoharie,  N.  Y. 
Diixenkoffer,    William    Frank,    fireman,    first    class,    United    States    Naval 
Reserve  Force. 

Enlisted:  New  Orleans,  La.,  November  19,  1917. 

Died:  Naval  hospital,  Chelsea.  Mass.,  September  15,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Margaret  Carberry  Dillenkoffer,  617  Seraparu  Street, 
New  Orleans,  La. 
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Dillinger,  Charles  Kruger,  carpenter's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  4,  1918. 

Died :  Naval  training  camp,  Pelham  Bay  Park,  N.  Y.,  September  6,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Helen  Dillinger,  Bangall,  N.  Y. 
Dillon,  Francis  Xavier,  electrician,  second  class,  NNV. 

Enlisted :  Boston,  Mass.,  March  15,  1917. 

Died :  U.  S.  S.  Solace,  December  10,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mary  Dillon,  124  Charles  Street,  Cambridge,  Mass. 
Dillon.  Joseph  Leo,  apprentice  Seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Syracuse,  N.  Y.,  August  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111..  September  28,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Edward  Dillon,  768  Mary  Street,  Utica,  N.  Y. 
Dimicco,  John  Joseph,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Binghamton,  N.  Y.,  August  13,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  4,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Rose  Dimicco,  Sidney,  N.  Y. 
Disharoon,  Benjamin  Coulter,  apprentice  seaman,   United  States  Naval  Re- 
serve Force. 

Enlisted :  Philadelphia.  Pa.,  May  3,  1918. 

Died:  1249  South  Fifty-third  Street.  Philadelphia,  Pa.,  October  9,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Florence  H.  Disharoon. 
Disimone,  John  Willtam.  ship's  cook,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted  :  New  Orleans,  La.,  February  16,  1918. 

Died  :  Naval  hospital,  naval  base,  Virginia.  October  12,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Wife,  Mrs.  Santa  PaJmisano  Disimone,  7329  Birch  Street,  New 
Orleans,  La. 
Dismuke,  Edward  Tom,  gunner's  mate,  second  class,  United  States  Navy. 

Enlisted :  Puget  Sound,  Wash..  April  2,  1915. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause  :  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Sister,  Mrs.  C.  C.  Gramling,  Houston,  Tex. 
Ditzler,  Earl  Raymond,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  April  23,  1917. 

Died:  Anacona  Hospital,  January  7.  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Sadie  Bossert,  904  East  Henderson  Street,  Cleburne, 
Tex. 
Dixon,  Thomas  Wesley,  electrician,  first  class,  United  States  Navy. 

Enlisted :  Pearl  Harbor,  Hawaii,  June  19,  1917. 

Died :  Naval  hospital,  Pearl  Harbor,  Hawaii,  October  17,  1917. 

Cause:  Spinal  meningitis. 

Next  of  kin  :  Mother,  Avice  E.  Dixon,  Poplar  Bluff,  Mo. 
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Dixon,   William  Roger,  seaman,   second  class,  United   States   Naval   Reserve 
Force. 

Enlisted :  Brooklyn,  N.  Y.,  July  8,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  9,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Joseph  Dixon,  178  Park  Avenue,  Brooklyn,  N.  Y. 
Dize,  Navelle  Edward,  fireman,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Reedville,  Va.,  November  29,  1917. 

Died :  U.  S.  S.  John  A.  Palmer,  jr.,  May  16,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lillie  Dize,  Fair  Port,  Va. 
Doak,  Homer  Cranston,  shipwright,  United  States  Naval  Reserve  Force. 

Enlisted :  Peoria,  111.,  May  29,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111..  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Freeman  Van  Buren  Doak,  Stronghurst,  111. 
Doane,  Gene  Franklin,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Denver,  Colo.,  May  15,  1917. 

Died:  Naval  training  station,  San  Diego,  Calif.,  August  22,  1917. 

Cause:  Drowned. 

Next  of  kin :  Father,  Frank  Doane,  Lander,  Wyo. 
Dobb,  Delmar,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Detroit,  Mich.,  June  29,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Jennie  Dobb,  85  Merrill  Avenue,  Muskegon,  Mich. 
Dobb,  William  Hendy,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Cincinnati,  Ohio,  August  2,  1918. 

Died:  Marine  hospital,  Chicago,  111.,  September  22,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  William  Carroll  Hendy   Dobb,   434  Pioneer   Street, 
Cincinnati,  Ohio. 
Dobberten,  Albert  Ferdinand,  Jr.,  ship's  cook,  fourth  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  August  29,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  March  14,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin  :  Mother,  A.  F.  Dobberten,  1609  South  Street,  Lake  Charles,  La. 
Dobbs,  Paul  Wesley,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  June  12,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Debby  Dobbs,  R.  F.  D.  2,  Britton,  S.  Dak. 
Dodds,  John,  boiler  maker,  United  States  Navy. 

Enlisted :  U.  S.  S.  Kanawha,  February  14,  1918. 

Died:  Willard  Parker  Hospital,  New  York.  N.  Y.,  September  20,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Sister,  Laura  Dodds,  225  West  Mahoney   Street,  Mahonoy 
City,  Pa. 
Dodge,  Frederick,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Albany,  N.  Y.,  July  16,  1918. 

Died :  New  York,  N.  Y.,  October  6,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Jane  Dodge,  18  Maple  Avenue,  Gloversville,  N.  Y. 
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Dodge,  Leslie  Augustus,  apprentice  seaman.   United  States  Navy. 

Enlisted:  Richmond,  Va.,  December  1,  19.17. 

Died:  Naval  hospital,  Hampton  Roads,  Va..  February  12,  1918. 

Cause :  Cerebrospinal   fever. 

Next  of  kin :  Mother,  Charlotte  Dodge,   70:-?  West  Twenty-seventh  Street. 
South  Richmond,  Va. 
Dodson,  Edmond,  chief  commissary  steward,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  April  28,  1916. 

Died:  Naval  hospital,  Norfolk,  Va..  October  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Wife,  Helen  M.  Dodson,  3113  Gabriel  Avenue,  Ziou  City,  111. 
Doe,  George  Frank,  machinist's  mate,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Boston,  Mass.,  April  21,  1917. 

Died:  Gallups  Island,  Boston,  Mass..  September  29.  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Sarah  A.  Doe,  S3  Thatcher  Street,  Mattapan,  Mass. 
Doheny,  John  Francis,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Boston,  Mass.,  December  5,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  January  20,  1918. 

Cause :  Pneumonia,  lobar  . 

Next  of  kin :  Mother,  Hannah  Dodge,  29  South  Street,  Fitchburg,  Mass. 
Dolan,  James  Frederick,  landsman  for  machinist's  mate,  United  States  Naval 
Reserve  Force. 

Enlisted:  Boston,  Mass.,  December  11,  1917. 

Died  :  Naval  air  station,  Pensacola,  Fla.,  January  13,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Wife,  Harriet  Newell  Dolan,  35  Turkey  Shore  Road.  Ipswich, 
Mass. 
Dolezal,  George,  water  tender,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  February  9,  1916. 

Died :  U.  S.  S.  Jacob  Jones,  December  8,  1917. 

Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Father,  Joseph  Dolezal,  5109  Fleet  Avenue,  Cleveland,  Ohio. 
Dole,  Vern  Francis,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:   Indianapolis,  Ind.,  July  27,  1917. 

Died:  Naval  hospital,  Chelsea.  Mass.,  February  7.  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Louise  Doll,  112  Conwell  Street,  Connersville,  Ind. 
Dohbrowski,  Marion  Michel,  ship's  cook,  fourth  class,  United  States  Navy. 

Enlisted:  Los  Angeles,  Calif.,  May  8,  1917. 
.    Died:  Naval  hospital,  Canadas,  P.  I.,  September  14,  1918. 

Cause:  Stepticemia. 

Next  of  kin:  Mother,  Kozmiera  Olexewicz,  1333  West  Eighty-eighth  Street, 
Los  Angeles,  Calif. 
Donaghy,  Francis  Aloysius,  shipwright.  United  States  Naval  Reserve  Force. 

Enlisted :  Brooklyn,  N.  Y.,  April  17,  1917. 

Died:  Naval  hospital,  New  York,  N.  Y„  March  18,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Mrs.  Robert  Donaghy,  319  Fifty-fifth  Street,  Brook- 
lyn, N.  Y. 
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Donahue,  Joseph  Patrick,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Wilkes-Barre,  Pa.,  March  19,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  James  Michael  Donahue,  211  Ridge  Street.  Parsons, 
Pa. 
Donald,  Alexander,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  July  21,  1913. 

Died :  S.  S.  Vacuum,  April  28,  1917. 

Cause :  Lost  when  vessel  was  sunk  by  submarine. 

Next  of  kin:  Brother,  Hugh  Donald.  V.*)  Beuna  Vista  Street.  Corona,  Long 
Island,  N.  Y. 
Donaldson,  George  Robert,  apprentice  seaman,  United  States  Naval   Reserve 
Force. 

Knlisted:  Washington,  D.  C,  July  19,  1918. 

Died:  Naval  hospital,  naval  base,  Norfolk,  Va.,  October  15,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Father,  George  Robert  Donaldson,  Morristown,  Tenn. 
Donaldson,  Jesse  George,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  December  13,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  March  13,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mary  Dodge,  East  Burke,  Vt. 
Donaldson,  Lyle  Clifford,  apprentice  seaman.  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  February  14,  1918. 

Died:  Naval  receiving  ship,  St.  Louis,  Mo.,  February  18,  1918. 

Cause :  Gunshot  wound. 

Next  of  kin:  Father,  Henry  T.  Donaldson,  Hillsboro,  111. 
Donnelly,  Dan  Ferman,  seaman,  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  September  9,  1916. 

Died :  Chappell,  Nebr.,  January  5,  1918. 

Cause :  Automobile  accident. 

Next  of  kin :  Brother,  George  Ryan,  Chappell,  Nebr. 
Donnelly  John,  Henry,  seaman,  United  States  Navy. 

Englisted:  Newark, 'N.  J.,  May  28,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  September  26,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Father,  John  Donnelly,  19  Spring  Street,  Newark,  N.  J. 
Donohue.  Charles  James,  plumber  and  fitter,  United  States  Naval  Reserve 
Force. 

Enlisted  :  New  York,  N.  Y.,  December  22,  1917. 

Died :  Naval  hospital,  Great  Lakes,  HI.,  October  1,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin  :  Father,  James  T.  Donohue,  130  Townsend  Street,  New  Bruns- 
wick, N.  J. 
Donovan,  Bernard  Joseph,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Allentown,  Pa.,  April  23,  1917. 

Died :  Armed  guard,  S.  S.  Rochester,  November  3,  1917. 

Cause :  Lost  life  when  boat  was  torpedoed. 

Next  of  kin  :  Aunt,  Katie  Lynch,  92  Heckman  Street,  Phillipsburg.  N.  J. 
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Donovan,  Dennis  Francis,  quartermaster,  second  class    (A),  United   States 
Navy. 

Enlisted:  Newark,  N.  J.,  March  15,  1918. 

Died :  United  States  naval  air  station,  Arcachon,  Gironde,  France,  October 
3,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Nora  Donovan,  11  West  Fifteenth  Street,  Bayonne, 
N.  J. 
Donovan,  Jesse  Fbanklin,  fireman,  third  class,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  December  9,  1917.  % 

Died :  United  States  naval  hospital,  Philadelphia,  Pa.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Delia  M.  Donovan,  510a  Sarah  Street,  St.  Louis,  Mo. 
Donovan,  John  Bernard,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Buffalo,  N.  Y.,  April  16,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  January  24,  1918. 

Cause:  Suppurative  pleurisy. 

Next  of  kin:  Sister,  Kathleen  Donovan,  154  Fraley  Street,  Kane,  Pa. 
Donovan,  William  Augustus,  boiler  maker,  United  States  Navy. 

Enlisted:  Newport,  R.  I.,  January  4,  1915. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action. 

Next  of  kin:  Wife,  Anna  L.  Donovan,  19  Narragansett  Avenue,  West  New- 
port, R.  I. 
Doody,  Michael  He.nky  Cvku.,  landsman  machinist's  mate   (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Minneapolis,  Minn.,  July  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111..  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mary  Doody,  249  South  Western  Avenue,  St.  Paul, 
Minn. 
Dooi.an,  William  Michael,  engineman,  lirst  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  April  20,  1918. 

Died:   Emergency   hospital.   Country  Club,   Wilmington,   Del.,   October   17, 
1918. 

Cause :  Influenza. 

Next   of  kin:   Mother,   Catherine  Hart  Doolan,   1208   Spruce   Street,   Ash- 
land, Pa. 
Dooley,  John  Alfred,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Portland,  Me.,  December  7,  1917. 

Died:  Naval  hospital,  Newport,  R.  I.,  March  7,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Anna  Valentine,  94  Broadway,  Newburgh,  N.  Y. 
Dora.  Michael,  Gustave,  carpenter's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Bridgeport,  Conn.,  May  27,  1918. 

Died :  New  York,  N.  YT.,  September  28,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mary  Dora,  115  Waterbury  Lane,  Stamford,  Conn. 


Poke,  Mark  Cephas,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Detroit,  Mich.,  June  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Elizabeth  Shanahan  Dore,  217  Huron  Street,  Cheboy- 
gan, Mich. 
Dokian,   John   Conroy,   landsman  for  yeoman,    United    States  Naval    Reserve 
Force. 

Enlisted :  Louisville,  Ky.,  May  24,  1918. 

Died:  Paducah,  Ky.,  September  27,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother.  Katie  Dorian,  420  Washington  Street,  Paducah,  Ky. 
Dornburgh,  Clyde  Jay,  musician,  second  class*  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  December  8,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  March  10,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin  :  Mother,  Lizzie  Dornburgh,  67  Orchard   Street,  Gloversville, 
N.  Y. 
Dorsett,  Felix  Simmons,  fireman,  third  class.  United  States  Naval   Reserve 
Force. 

Enlisted :  Norfolk,  Va.,  December  12,  1917. 

Died :  Old  Point  Comfort,  Va.,  August  6,  1918. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Sarah  Frances  Dorsett,  R.  F.  D.  1,  Bryon,  Ga. 
Dorsey,  John  Joseph,  musician,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  June  4,  1918. 

Died :  22  Waller  Avenue,  Ossining,  N.  Y.,  October  18,  1918. 

Cause:  Influenza  and  pneumonia. 

Next  of  kin :  Father,  John  Dorsey,  22  Waller  Avenue,  Ossining,  N.  Y. 
Doty,  George  Allen,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Ishpeming,  Mich.,  July  16,  1917. 

Died :  Cedar  Lake,  Negamee,  Mich.,'  July  26,  1917. 

Cause :  Drowned. 

Next  of  kin :  Father,  Ellsworth  Doty,  732  Main  Street,  Negamee.  Mich. 
Doty,  LeRoy  Arthur,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Elmira,  N.  Y.,  May  25,  1917. 

Died :  Naval  hospital,  Newport,  R.  I..  June  28,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Brother,  Ariel  Doty,  Greenwood,  N.  Y. 
Dougan,  Moses  E.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Newport,  R.  I.,  December  6,  1917. 

Died:  Naval  hospital,  Newport,  R.  I..  February  18,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Archibald  Dougan,  146  School  Street,   South  Man- 
chester, Conn. 
Dougherty,  Dennis  Joseph,  blacksmith,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  May  21,  1918. 

Died :  U.  S.  S.  Panaman,  October  26,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin:   Sister.  .Tnlin   Curringham,  nlOS  Reno  Street,   West  Philadel- 
phia. Pa. 
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Douglas,  Forest  Ellis,  apprentice  seaman,  United  States  Navy. 
Enlisted :  Indianapolis,  Ind.,  March  23,  1917. 
Died:  Naval  hospital,  Norfolk.  Va.,  April  27,  1917. 
Cause :  Broncho-pneumonia. 
Next  of  kin  :  Father,  George  T.  Douglas,  R.  R.  2,  Quincy,  Ind. 

Douglas,  Jos.  Bkyon,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  April   17,  1917. 

Died :  Naval  training  camp,  Portsmouth,  N.  H.,  June  9,  1917. 

Cause :  Pleurisy  and   pneumonia. 

Next  of  kin:  Father,  Gid  Douglas,  Martin  Mills,  Tex. 
Douglas,  Thomas  Jkfferson,   machinist's   mate,   second   class,   United   State* 
Naval  Reserve  Force. 

Enlisted:  Detroit,  Mich.,  April  29,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  16,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Ella  Douglas,  Lisbon,  Ohio. 
Douglass,  Jas.  Harvey,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  April  19,  1917. 

Died:  U.  S.  S.  Southery,  May  28,  1917. 

Cause :  .Measles. 

Next  of  kin :  Father,  Steven  Warne  Douglass,  Coffey  ville,  Kans. 
Douglass,  William  Richard,  baker,  second  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  July   6,   1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Louellen  Thompson,  Bunker  Hill,  Teuu. 
Down,  Daniel  Earl,  electrician,  third  class  (G),  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  June  5,  1917. 

Died :  Aucon,  Canal  Zone,  hospital,  October  12,  1918. 

Cause :  Tubercular  meningitis. 

Next  of  kin:  Mother,  Laura  Louella  Dowd,  Blakesburg,  Iowa. 
Dowu,  William  Ambrose,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  New  York,  N.  Y.,  May  22,  1918. 

Died:  Kingston  Avenue  hospital.  Brooklyn,  N.  Y.,  October  26,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Edward  Dowd,  Port  Chester,  N.  Y. 
Dowdy,  Samuel  G.,  oiler,  United  States  Naval  Reserve  Force. 

Enlisted:  Norfolk,  Va.,  May  16,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Mother,  Mary  S.  Dowdy,  231  Twentieth  Street,  Norfolk,  Va. 
Dowling,   Robert  Anthony,   landsman   for    machinist's   mate,   United    States 
Naval  Reserve  Force. 

Enlisted:  Boston,  Mass.,  June  12,  1918. 

Died :  Naval  hospital,  Gulfport,  Miss.,  October  11,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Catherine  Dowling,  84  River  Street,  West  Newton, 
Mass. 
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Downey,  Earl  W.,  chief  yeoman,  United  States  Navy. 

Enlisted:  Yorktown,  Va.,  April  29,  1918. 

Died :  Naval  hospital,  Philadelphia,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Florence  Downey,  609  North  Walnut  Street,  North 
Vernon,  Ind. 
Downet,  Maurice  Lawrence,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  July  7,  1916. 

Died :  U.  S.  S.  Von  Steuben,  September  26,  1918. 

Cause:  Drowned. 

Next  of  kin  :  Mother,  Margaret  Downey,  600  Holmes  Avenue,  Menominee, 
Mich. 
Downey,  Roscoe  Conklin,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  May  I,  1917. 

Died:  U.  S.  S.  Seattle,  Navy  base  hospital  No.  5,  March  12,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Bessie  Downey,  Route  No.  2,  Lorena,  Tex. 
Downey,  Stephen  John,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  April  9,  1917. 

Died :  U.  S.  S.  Actaeon,  November  24,  1917. 

Cause :  Drowned  in  sinking  of  vessel. 

Next  of  kin :  Father,  Daniel  Downey,  1157  McQuade  Street,  Utica,  N.  Y. 
Downing,  Clarence  Allen,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  April  28,  1917. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  June  11,  1917. 

Cause :  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Margaret  Downing,  Marble,  Colo. 
Downing,   Rex  Bruner,   seaman,   second  class,   United   States  Naval   Reserve 
Force. 

Enlisted :  Detroit,  Mich.,  July  3,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :    Wife,   Winona    Eddy    Downing,   409   Cass   Street,   Hastings, 
Mich. 
Downing,  William  Guy,  shipwright,  United  States  Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  July  31,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Lela  Frances  Downing,  Flippin,  Ky. 
Doxtater,  Gregory  Francis,  seaman,  second  cjass,  NNV. 

Enlisted:  Rochester,  N.  Y.,  July  20,  1917. 

Died :  U.  S.  S.  Zoraya,  S.  P.  235,  January  27,  1918. 

Cause :  Cerebral  hemorrhage. 

Next  of  kin :  Sister,  Clara  R.  E.  Knight,  Rochester,  N.  Y. 
Doyle,  Francis,  landsman  for  electrician  (G),  United  States  Navy. 

Enlisted :  Providence,  R.  1,  May  3,  1918. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  September  29,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  John  Doyle,  398  Plain  Street,  Providence,  R.  I. 
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Doyle,  John   Patrick,  chief  boatswain's  mate,  United  States  Naval  Reserve 
Force. 
Enlisted :  New  York,  N.  Y.,  March  26,  1917. 
Died :  Navy  Yard,  Mare  Island,  Calif.,  September  26,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  Carolan,  550  Hudson  Street,  New  York,  N.  Y. 
Drab,   William   Joseph,   seaman,  second  class,   United   Statps  Naval  Reserve 
Force. 
Enlisted  :  New  York,  N.  Y.,  June  12,  1918. 

Died:  Naval  training  station,  Great  Lakes,  111.,  September  30.  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Barbara  Drab,  West  Brook  Gardens,  Oakdale,  N.  Y. 
Drain,  Benjamin  Stanford,  landsman  for  electrician,  United  States  Naval  Re- 
serve Force. 
Enlisted :  Kansas  City,  Mo.,  February  25,  1918. 
Died:  U.  S.  S.  Mercy,  October  9,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Vernon  L.  Drain,  Shelbyville,  Mo. 
Drane,  Charles  Edward,  fireman,   third  class,  United  States  Naval   Reserve 
Force. 
Enlisted:  Meridian.  Miss.,  July  22,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Walter  B.  Drane,  Norfield,  Miss. 
Dreher,  James,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted :  St.  Louis,  Mo.,  July  2,  1918. 
Died:  United  States  Naval  Auxiliary  Reserve  School,  Chicago,  111.,  October 

26,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Elizabeth  Dreher,  2311  Sidney  Street,  St.  Louis,  Mo. 
Dreier,  Jacob  Louis,  fireman,  second  class,  United  States  Navy. 
Enlisted:  Cleveland,  Ohio,  April  9,  1917. 
Died:  Naval  hospital,  Chelsea,  Mass.,  March  21,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  F.  Hofste,  7101  Wade  Park  Avenue,  Cleveland, 
Ohio. 
Dreja,  Nicholas  Michael,  machinist's  mate,  first  class,  United  States  Navy. 
Enlisted:  Chicago,  111.,  July  14,  1915. 
Died :  U.  S.  S.  Manley,  March  19,  1918. 
Cause :  Explosion  on  board. 

Next  of  kin :  Father,  Joseph  Dreja,  1613  Elston  Avenue,  Chicago,  111. 
Drennan,  Thomas,  landsman  for  electrician  (G.),  United  States  Naval  Reserve 
Force. 
Enlisted :  New  York,  N.  Y.,  July  12,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  12,  1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Elsie  Drennan,  28  Rene  Place,  Brooklyn,  N.  Y. 
Dresbach,  Ed  Herbert,  seaman,  second  class,  United  States  Navy. 
Enlisted  :  Baltimore,  Md.,  May  23,  1917. 
Died:  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  Member  of  the  crew  on  missing  Cyclops. 

Next  of  kin  :  Father,  Michael  Robert  Drosbach.  1107  Harlon  Avenue.  Balti- 
more, Md. 
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Dkesbach,  Samuel  Bruce,  apprentice  seaman,  United  States  Navy. 
Enlisted :  Kansas  City,  Mo.,  December  10,  1917. 
Died:  Ensworth  Hospital,  St.  Joseph,  Mo.,  March  5,  1918. 
Cause :  Appendicitis. 

Next  of  kin :  Father,  Samuel  H.  Dresbach,  Stanberry,  Mo. 
Dresser,  Ellsworth,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted:  Syracuse,  N.  Y.,  May  11,  1918. 

Died  :  Naval  training  camp,  Pelham  Bay  Park.  N.  Y.,  October  10,  1918. 
Cause :  Influenza. 

Next  of  kin:  Mother,  Cora  C.  Dresser,  49  Shady  Avenue,  Lowille,  N.  Y. 
Dbiscall,  Augustus  Alfred,  electrician,  third  class  (G),  United  States  Naval 
Reserve  Force. 
Enlisted:  Tuckerton.  N.  J.,  November  20,  1917. 
Died :  Navy  radio  station,  Tuckerton,  N.  J.,  October  20,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Wife,  Edna  Driscall,  Tuckerton,  N.  J. 
Driscoll,  Francis  Joseph,  seaman,  United  States  Navy. 
Enlisted :  Boston,  Mass.,  April  7,  1917. 
Died :  U.  S.  S.  Maine,  July  12,  1918. 
Cause:  Lost  overboard. 

Next  of  kin :  Father,  C.  Driscoll,  71  Warren  Street,  Revere,  Mass. 
Driscoll,   Harry,   mess  attendant,  third   class,   United   States  Naval   Reserve 
Force. 
Enlisted :  Brooklyn,  N.  Y.,  May  16,  1918. 
Died :  Naval  base  hospital  No.  5.  September  18,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Aunt,  Margaret  Driscoll,  43  Reid  Avenue,  Brooklyn,  N.  Y. 
Drout,  James  Edward,  Jr.,  seaman,  United  States  Navy. 
Enlisted :  Cincinnati,  Ohio,  June  16,  1917. 
Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 
Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Father,  James  E.  Drout,  sr.,  3016  Marshall  Avenue  Cincinnati, 
Ohio. 
Drumm,  Harry  Jacob,  carpenters'  mate,  third  class,  United  States  Naval  Re- 
serve Force. 
Enlisted :  Philadelphia,  Pa.,  July  26,  1918. 
Died:  Receiving  ship,  Philadelphia,  Pa.,  October  6,  1918. 
Cause:  Influenza. 

Next  of  kin:  Wife,  Catherine  May  Drumm,  2118  North  Eleventh  Street, 
Philadelphia,  Pa. 
Drummer,  John  Joseph,  fireman,  second  class,  United  States  Navy. 
Enlisted :  Cincinnati,  Ohio,  December  3,  1917. 
Died :  Naval  hospital,  New  York,  N.  Y.,  March  15,  1918. 
Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  John  Drummer,  45  Kenia  Avenue,  Dayton,  Ohio. 
Duane,  James  Joseph,  printer,  first  class,  United  States  Naval  Reserve  Force. 
Enlisted:  Philadelphia,  Pa.,  December  1,  1917. 
Died :  Philadelphia,  Pa.,  October  10,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Elizabeth  Duane,  2217  South  Carlisle  Street,  Phila- 
delphia, Pa. 
174483—20 16 
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Duartey,  Joseph  Angeltjs,  .shipwright,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  April  9,  1917. 

Died:  Receiving  ship,  San  Francisco,  Calif.,  April  13,  1917. 

Cause :  Anesthesia  poisoning. 

Next  of  kin :  Aunt.  Minnie  Williams,  Toronto,  Canada. 
Dubaniewicz.  Walter  George,  ship's  cook,  fourth  class.  United  States  Naval 
Reserve  Force. 

Enlisted:  Milwaukee,  Wis.,  July  5,  1918. 

Died  :  Naval  hospital,  Chelsea,  Mass.,  September  7,  1918. 

Cause:  Influenza.   . 

Next  of  kin:   Wife,  Mary   Dubaniewicz,  1038  Mitchell   Street.  Milwaukee, 
Wis. 
Duchank,  Wilfred  Joseph,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  May  31,  1918. 

Died :  Marine  hospital,  Portland,  Me.,  October  22,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  Frank  Duchane,  1047  Washington  Street,  Gloucester, 
Mass. 
Ducharme,  Wilfred,  carpenters'  mate,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Newport,  R.  I.,  June  11.  1917. 

Died:  Naval  base  hospital  No.  4,  November  3,  1918. 

Next   of  kin :   Father.   Louis  Ducharme.   302  Waverly   Street,   Providence, 
R.  I. 
Duckworth,  Zena  Maurice,  chief  yeoman,  F.  N.  R. 

Enlisted :  Dallas,  Tex.,  July  14,  1917. 

Died :  Naval  hospital,  Pelbam  Bay  Park.  N.  Y.,  October  19.  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin  :  Father.  Z.  M.  Duckworth,  713  Second  Avenue,  Dallas,  Tex. 
Dudley,  Joe  C,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted  :  Birmingham,  Ala.,  June  4,  1918. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Father,  William  D.  Dudley.  Grandridge,  Fla. 
Dudley,  Robert  Earl,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Pugel  Sound,  Wash.,  February  1,  1916. 

Died:  U.  S.  s.  Pueblo,  November  22,  1017. 

Cause:  Leukaemia. 

Next  of  kin:  Sister,  Ilattie  Dudley,  1512  Summit  Avenue,  Seattle,  Wash. 
Dudley,  Toney  Marvin,  fireman,  third  class.  United  States  Navy. 

Enlisted  :  St.  Louis,  Mo.,  August  7,  1916. 

Died:  Naval  training  station,  Great  Lakes,  111.,  August  30,  1918. 

Cause :  Septicemia. 

Next  of  kin  :  Father,  James  Dudley,  311  Mill  Street,  Cape  Girardeau,  Mo. 
Duef,  Dan,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  June  14,  1918. 

Died :  U.  S.  S.  Kroonland,  September  14,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Drewcilla  Duff,  Chavies,  Ky. 
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Duffy,  Arthur  John,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Scranton,  Pa.,  May  10,  1918. 

Died :  Naval  hospital,  Norfolk.  Va.,  October  5,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Father,  Thomas  Peter  Duffy,  1434  Dorothy  Street,  Scranton, 
Pa. 
Duffy,  Charles  Lewis,  seaman,  United  States  Navy. 

Enlisted:  Omaha,  Nehr.,  December  14,  1917. 

Died:  Naval  training  camp,  Detroit,  Mich.,  October  3,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mary  A.  Duffy,  ATail,  Iowa. 
Duffy,   James  Francis,  seaman,   second  class,  United   States  Naval   Reserve 
Force   (G.  C.  M.  P.). 

Enlisted:  Boston,  Mass.,  August  6,  1917. 

Died:  Naval   hospital,  Chelsea,  Mass.,  September  19,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Katherine  Duffy,  48  Salem  Street,  Boston,  Mass. 
Duffy,   John   Michael,   fireman,   second  class,   United   States  Naval  Reserve 
Force. 

Enlisted:  Chicago,  111.,  April  29,  1918. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  6,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Mother,  Mary  Newhl  Duffy,  Batavia,  111. 
Duffy,  Leo  John,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  August  7,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  December  15,  1917. 

Cause:  Cerebro  spinal  fever. 

Next  of  kin  :  Mother,  Cora  Duffy,  Armstrong,  Iowa. 
Dugan,  Joseph  Bernard,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Lowell,  Mass.,  July  5,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  December  22,  1917. 

Cause:  Broncho-pneumonia. 

Next  of  kin:  Father,  Patrick  Dugan,  .11  Butler  Avenue,  Lowell,  Mass. 
Dugga-n,  Thomas  Foster,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Denver,  Colo.,  September  22,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  February  17,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  ;  Father,  Simeon  L.  Duggan,  Yazoo  City,  Miss. 
Duke,  William  Cicero,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  April  10,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  June  2.  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin:  Brother,  Lemuel  Gip  Duke,  2513  Clara  Stivet,  New  Orleans, 
La. 
Duke,  William  H..  oiler,  United  States  Naval  Reserve  Force. 

Enlisted:   Norfolk,  Va.,  May  10,  1917. 

Died:   Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Mother,  Mary  J.  Duke,  309  Duncan  Avenue,  Norfolk,  Va. 
Dukes,  George  Harper,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Raleigh,  N.  C,  October  11,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause :  Killed  in  battle  with  the  enemy  submarine. 

Next  of  kin  :  Mother,  Alice  Elizabeth  Dukes,  Hendersonville,  N.  C. 
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Duller,  Matthew  John,  seaman,  second  class,  N.  N.  V. 

Enlisted :  Chicago,  111.,  August  20,  1917. 

Died:  U.  S.  S.  Annapolis,  April  5,  1918. 

Cause:  Killed  by  mob  in  Mexican  riot. 

Next  of  kin  :   Father,  Louis  Duller,  18r><>  West  Twenty-third  Street,  Chicago, 
111. 
Dumak,  William  Kirk,  quartermaster,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:   San  Francisco,  Calif.,  June  28,  1918. 

Died:  Naval  hospital,  Mare  Island,  Calif..  July  12,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Wife.  Mary  Lurline  Dumar,  <>4(>  Eddy  Street.  San  Francisco, 
CaJif. 
DrNBAR,  Norman,  chief  gunner's  mate,  United  States  Navy. 

Enlisted :  Puget  Sound,  Wash.,  January  21,  1916. 

Died:  U  S.  S.  Carola,  Navy  hase  hospital  No.  5.  September  17,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Sarah  Dunbar,  1218  Market  Street,  Santa  Clara,  Calif. 
Duncan,  Bryan  Colman,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Louisville,  Ky.,  November  8.  1917. 

Died:  Naval  hospital,  Great  Lakes,  111..  January  21.  1918. 

Cause:  Poison,  formalin,  acute. 

Next  of  kin:  Mother,  Anna  Duncan,  La  Grance,  Ky. 
Duncan,  Clarence  Roscoe,  apprentice  seaman,  United  States  Navy. 

Enlisted  :  Oklahoma  City,  Okla.,  May  2,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  May  23.  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Alley  Duncan,  Rose,  Okla. 
Duncan,  Earle,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  November  3,  1917. 

Died:  Naval  station,  Great  Lakes,  HI..  February  4,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother.  Rosie  Duncan,  Mount  Pleasant,  Tex. 
Duncan,  James  Brady,  blacksmith.  United  States  Navy. 

Enlisted:  Norfolk.  Va.,  September  28,  1916. 

Died:  Naval  hospital,  Philadelphia,  Pa..  December  4,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Stella  Duncan,  Dahlonega,  Ga. 
Duncan,  George  Lawson.  electrician,  third  class,  United  States  Navy. 

Enlisted :  Columbia.  S.  C,  April  30,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin:  Brother,  S.  D.  Duncan,  Columbia,  S.  C. 
Duncan,  John,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Des  Moines,  Iowa,  October  18,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  November  20,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother.  Eliza  Duncan,  Neponset,  111.,  R.  R.  1. 
Dundes,  Francis  Arthur,  seaman,  second  class.  United  States  Navy. 

Enlisted :  New  ark.  N.  J.,  March  23,  1917. 

Died :  Naval  hospital.  New  York,  N.  Y.,  February  21,  1918. 

Cause :  Appendicitis. 

Next  of  kin  :  Father.  James  Dundes,  229  Bay  Street,  Jersey  City,  N.  J. 
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Dunham,  Haklie  Ei.everton,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Pittsburgh,  Pa.,  April  30,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoffa,  September  30,  1918. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin:  Father,  Harley  Dunham,  3938  Vincent  Street.  Pittsburgh,  Pa. 
Dunkle,  Willis  Blair,  storekeeper,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Buffalo,  N.  Y..  May  11,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Influenza. 

Next  of  kin:  Falher,  Albert  Dunkle.  Kelletjtville,  Pa. 
Dunlap.  Fokest  Joseph,  seaman,  second  class,  United  States  Navy. 

Enlisted  :  Des  Moines,  Iowa,  January  3,  1918. 

Died :  U.  S.  S.  Mercy,  October  17,  1918. 

Cause :  Meningitis  cerebrospinal. 

Next  of  kin  :  Wife,  Mrs.  F.  J.  Dunlap,  Manchester,  Iowa. 
Dunlap,  Wade,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Charleston,  S.  C,  October  19,  1918. 

Died:  Naval  hospital,  Charleston,  S.  C,  November  9,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Sister,  Francis  Millers,  Lake  City,  Route  C,  Box  107,  Fla. 
Dunlap,  William  Feed,  fireman,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Des  Moines,  Iowa,  April  16,  1918. 

Died:  Kingston  Avenue  Hospital,  Brooklyn.  N.  Y.,  October  14,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Mother,  Carrie  Belle  Dunlap,  Winnebago,  Minn. 
Dunn,  Bernard  Christopher,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enlisted :  Cincinnati,  Ohio,  August  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Annie  Dunn,  203  McDowell  Street,  Columbus,  Ohio. 
Dunn,  Charlie,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Los  Angeles,  Calif.,  May  15,  1918. 

Died:  Naval  Reserve  training  camp,  San  Pedro.  Calif.,  November  4,  1918. 

Cause:  Bronchial  pneumonia. 

Next  of  kin:  Sister,  Ruth  Dunn,  227  East  Whiting  Avenue,  Fullerton,  Calif. 
Dunn,  Clinton,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted  :  Kansas  City,  Mo.,  July  2,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  6,  1918. 

Cause :  Influenza. 

Next    of    kin :  Brother,    Theodore    Dunn,    3024    Forrest    Avenue,    Kansas 
City.  Mo. 
Dunn,  Daniel  Lawrence,  chief  water  tender,  United  States  Navy. 

Enlisted:  Newport,  R.  I.,  June  8,  1918. 

Died:  Naval  hospital,  Newport,  R.  I..  September  15,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  Dunn.  49  Congress  Street,  Pawtucket,  R.  L 
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Dunn,  Habry,  boast  wain's  mate,  first  class,  United  States  Naval  Reserve  Force. 
Enlisted:  New  York.  N.  Y..  March  23,  1918. 
Died :  Naval  hospital,  New  York,  N.  Y.,  August  16,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Aunt.  Catherine  Smith,  63  Van  Raypen  Avenue.  Jersey  City, 
N.J. 

Dunn,  John  Joseph,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Boston,   .Mass.,  March  30,  1917. 

Died:  U.  S.  S.  Smith:  June  28.  1917. 

Cause:   Drowned. 

Next  of  kin:   Father,  John  (i.  Dunn.  Charlestown,  Mass. 
Dunn,    Marvin    Madden,    mess  .attendant,    third    class.    United    States    Naval 
Reserve  Force. 

Fidisted:  San  Francisco,  Calif.,  November  15,  1017. 

Died:  Army  base  hospital  No.  34.  October  28.  1918. 

Cause:  Broncho  pneumonia. 
,         Next   of  kin:   Mother,   Margaret   Teresa    Dunn,   7:»o    Franklin    Street,    San 

Francisco.  Calif. 
Dunning,  Andrew  Lee,  coxswain.  United  States  Navy. 

Enlisted:   St.   Louis,  Mo.,  June  26,  1917. 

Died:  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  life  in  sinking  of  vessel. 

Next  of  kin:  Mother,  Anna  Dunning,  Herrin,  111. 
Dunning,  George,  chief  boatswain's  mate.  United  States  Navy. 

Enlisted:   Recalled  to  active  duty  April  7.  1917,  at  Boston,  Mass. 

Died:   Receiving  ship,  Boston,  Mass..  July  23,  1917. 

Canst-:  Died  from  injuries  received  in  fall  and  drowning. 

Next  of  kin:  Wife.  Catherine   Dunning,   470   Medford    Street,    Somerville, 
Mass. 
DUNYHUE,  AYiu.iAM   A.MtiK,  apprentice  seaman,  United  Slates  Navy. 

Enlisted:  Nashville.  Tenii.,   November  10,   1917. 

Died:  Naval  hospital.   Norfolk.  Va.,  December  17.  1017. 

Cause:   Pneumonia. 

Next  of  kin:   Mother,  Polly  Ann  Dunyhue,  SatillO,  Miss. 
Dupont,  Eknest  Joseph,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  June  27,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Member  of  crew  on  missing  Ticonderoga. 

Next  of  kin  :  Father,  John  Dupont,  post  office  box  146,  Gorham,  N.  H. 
Dupuy,  Albin  Emrick,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  New  Orleans,  La.,  July  16,  1918. 

Died:  Naval  district  base,  naval  hospital,  New  London,  Conn.,  September  23, 
1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Annie  Chaze  Dupuy,  Bunkie,  La. 
Durant,  Arthur  Edward,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Syracuse,  N.  Y.,  May  6,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  5,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Malvinia  Durant,  R.  F.  D.  No.  1,  Massena,  N.  Y. 
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Durgin,  Dennie  Francis,  master  at  arms,  second  class,  United  States  Navy. 
Enlisted :  Norfolk,  Va.,  November  3,  1915. 
Died :  Naval  hospital,  Chelsea,  Mass.,  April  24,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Friend.  Edward  Byrenes,  2250  North  Fourth  Street,  Philadel- 
phia, Pa. 
Durham,  Ulysses  Jeny,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  St.  Louis,  Mo.,  July  15,  1918. 
Died :  Camp  Logan,  111.,  October  1,  1918. 
Cause :  Broncho-pneumonia. 
Next  of  kin :  Wife,  Millie  Durham,  Bolivar,  Mo. 
Durkee,  Walter  Norman,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Kansas  City,  Mo.,  June  28,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  18,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  George  H.  Durkee,  612  West  Olive  Street,  Bolivar,  Mo. 
Durkin,  John  James,  seaman,  United  States  Naval  Reserve  Force. 
Enlisted:  San  Francisco,  Calif.,  April  2.  1917. 
Died :  U.  S.  S.  Saturn,  April  19,  1917. 
Cause :  Killed  by  falling  into  hatch. 
Next  of  kin :  Brother,  Michel  Durkin,  Peabody,  Mass. 
Durkin,  Edouard  Fernand,  hospital  apprentice,  first  class,  United  States  Naval 
Reserve  Force. 
Enlisted :  Indianapolis,  Ind.,  January  21,  1918. 
Died :  Naval  training  station,  Great  Lakes,  111.,  July  7,  1918. 
Cause :  Drowning. 

Next  of  kin :  Mother,  Emma  S.  Durkin,  Indianapolis,  Ind. 
DuRocher,  Charles  Louis,  chief  pharmacist's  mate,  F.  N.  R. 
Enlisted :  Annapolis,  Md.,  April  27,  1917. 
Died :  Naval  hospital,  Annapolis,  Md.,  October  5,  1918. 
Cause :   Pneumonia. 

Next  of  kin :  Wife,  Kate  O'Neil  DuRocher,  123  Market  Street,  Annapolis. 
Md. 
Durrett,  Frank,  landsman  for  electrician    (R).  United   States  Naval  Reserve 
Force. 
Enlisted:  Louisville,  Ky.,  May  31,  1918. 

Died:  Naval  training  station.  Great  Lakes.  111..  October  8,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Pearl  Nicholls  Durrett,  Finchville,  Ky. 
Durrett,  John  Austin,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Dallas,  Tex.,  June  4,  1917. 
Died :  Naval  hospital,  New  York.  N.  Y.,  March  28,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Wood  Durrett.  2804  Meadow  Street,  Dallas,  Tex. 
Durst,  Claud  Michael,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Minneapolis,  Minn.,  April  30,  1917. 
Died:  Naval  hospital.  St.  Nazaire.  France,  October  11,  1918. 
Cause:  Pneumonia. 
Next  of  kin  :  Mother,  Isora  Durst,  Preston,  Minn. 
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Duster,  Raymond  Sylvester,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Pittsburgh,  Pa.,  May  21,  1915. 
Died :  Naval  hospital,  Norfolk,  Va.,  April  17,  1918. 
Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  John  Duster,  227  Wood  Street,  Tarentum,  Pa. 
Duva,  August  Anthony,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Newark,  N.  J.,  June  4,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  23,  1918. 
Cause :  Influenza. 

Next  of  kin :  Sister,  Minnie  Duva,  402  Ocean  Avenue,  Jersey  City,  N.  J. 
Duxbury,  Leland  Raymond,  landsman  for  electrician  (R),  United  States  Naval 
Reserve  Force. 
Enlisted :  Milwaukee,  Wis.,  May  7,  1918. 
Died:  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 
Cause :  Influenza. 

Next  of  kin :  Father,  William  Duxbury,  Hixton,  Wis. 
Dvorak,  Emil  M.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted  :  Minneapolis,  Minn.,  May  9,  1918. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  September  28,  1918. 
Cause:  Influenza. 

Next  of  kin  :  Mother,  Jessie  Shore  Dvorak,  Adams,  N.  Dak. 
Dwire,  Vincent  Lee,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enlisted :  Providence,  R.  I.,  July  24,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  16,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Mary  Dwire,  Bridgeton,  R.  I. 
Dwyer,  David  James,  carpenter's  mate,  second  class  (A),  United  States  Navy. 
Enlisted :  Buffalo,  N.  Y.,  December  15,  1917. 
Died :  Naval  hospital,  League  Island,  Pa.,  April  4,  1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Thomas  Dwyer,  Belly  Facey,  Glenmore,  Waterford, 
Ireland. 
Dwyer,  John  Heney,  engineman,  second  class,  United  States  Navy. 
Enlisted:  Cincinnati,  Ohio.  July  12,  1918. 
Died :  U.  S.  S.  Mercy,  October  12,  1918. 
Cause:  Pneumonia. 

Next  of  kin:  Mother.  Margaret  A.  Dwyer.  321  North  Main  Street,  Marion, 
Ohio. 
Dybdahe,  Birger,  chief  yeoman,  United  States  Naval  Reserve  Force. 
Enlisted :  New  York,  N.  Y.,  July  6,  1918. 
Died :  Base  No.  6,  October  11,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Arndora  E.  Dybdahl,  747  Forty-fifth  Street,  Brooklyn^ 
N.  Y. 
Dye.  James  Walter,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Houston,  Tex.,  July  17,  1917. 
Died:  Naval  hospital.  Brooklyn,  N.  Y..  October  12,  1918. 
Cause:  Pneumonia. 
Next  of  kin:  Father.  James  Dye,  OmnlasUa.  Tex. 
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Dyer,  Albert  Aaron,  apprentice  seaman,  United  States  Navy. 

Enlisted  :  Montgomery,  Ala.,  February  8,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  April  5,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lou  Dyer,  Bangor,  Ala. 
Dyer,  Cutler,  boatswain's  mate,  first  class,  United  States  Navy. 

Enlisted:  Galveston,  Tex.,  September  4,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C.  October  18.  191S. 

Cause :  Pneumonia,  broncho. 

Next  of  kin  :  Wife,  Adalene  B.  Dyer,  919J  Elizabeth  Street,  Key  West,  Fla. 
Dyke,  Lee  Howard,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Portland,  Me.,  August  7,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  23,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Ellen  Dyke,  R.  F.  D.  No.  1,  Livermore  Falls,  Me. 
Eades,  Lawrence  Harvey,  water  tender,  United  States  Navy. 

Enlisted :  Yorktown,  Va.,  July  20,  1918. 

Died :  U.  S.  S.  Utah,  October  25,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Henry  Eades,  Elizabethtown,  Ky. 
Eagle,  Fred,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  San  Francisco,  Calif.,  July  8,  1918. 

Died :  Sequoia  Hospital,  Eureka,  Calif.,  November  4,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Eagle,  220  Tucker  Street,  Healdsburg,  Calif. 
Eagles,  John  Edward,  ship's  cook,  fourth  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  August  8,  1918. 

Died :  Quarantine  station,  Gallups  Island,  Mass.,  September  28,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Wife,  Mary  Eagles,  10  Elliot  Street,  Cambridge,  Mass. 
Eakin,    William    Frank,    apprentice    seaman,    United    States    Naval    Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  July  19,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Harry  Eakin,  1106  South  Carson  Street,  Tulsa,  Okla. 
Eakins,  Kash  Theodore,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  January  13,  1917. 

Died :  U.  S.  S.  Solace,  August  27,  1917. 

Cause :  Foreign  body  in  bronchus. 

Next  of  kin :  Mother,  Martha  Eakius,  Bourbon,  Ind. 
Eakins,  William  Madison,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Louisville,  Ky.,  July  2,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111 ,  October  1,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Laura  B.  Eakins,  Sciotoville,  Ohio. 
Eales,  Johnson  Clay,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Lexington,  Ky.,  May  1,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin  :  Father,  George  Eales,  335  Ross  Avenue,  Lexington,  Ky. 
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Eannucci,  John,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Newark,  N.  J.,  May  31,  1917. 
Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1919. 
Cause:  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 
Next  of  kin:  Father,  Tony  Eannucci,  Trenton  Junction,  N.  J. 
Earl,  John  Eden,  fireman,  third  class.  United  States  Naval  Reserve  Force. 
Enlisted :  Kansas  City,  Mo.,  June  4,  1918. 
Died :  Naval  hospital.  Puget  Sound,  Wash.,  October  14,  1918. 
Cause :  Influenza. 

Next  of  kin :  Sister.  Lydia  C.  Earl,  Allen,  Kans. 
Earl,  Thomas  Gilbert,   landsman,  commissary  steward,  United  States  Naval 
Reserve  Force. 
Enlisted:  New  London.  Conn..  August  5,  1918. 

Lied:  Quarantine  Station.  Gallups  Island,  Mass..  September  27,  1918. 
Cause:  Pneumonia. 

Next  of  kin:  Mother,  Flora  Earl,  L38  Banks  Street,  New  London.  Conn. 
Easlev,  William  Julius,  fireman,  first  class,  United  States  Navy. 
Eidisted:  Peoria,  111.,  June  1,  1917. 
Lied:  L.  S.  S.  Pittsburgh,  October  23,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  Drury  L.  Easlev,  Low,  Mo. 
Easterling,  James  Edward,  fireman,  third  class.  United  States  Navy. 
Enlisted:  Columbia,  S.  C,  June  6,  1917. ( 
Lied:  Navy  collier  Cyclops,  June  14,  litis. 
Cause:  On  board  missing  ship. 

Next  of  kin:  Father.  Julious  C.  Easterling,  Bowman,  S.  c. 
Eastman.  William   Lawrence,  ship's  cook,  fourth  class,  United  States  Naval 
Reserve  Force. 
Enlisted:  Toledo.  Ohio.   August    1,   1917. 
Lied:  Naval  hospital,  Chelsea.  Mass.,  March  16,  1918. 
Cause  :   Pleurisy. 

Next   of  kin  :   Mother.  Jessie  Eastman.  729  Stickney  Avenue,  Toledo,  Ohio. 
Eaton,  Howard   Walter,  landsman   for  electrician    (R),    United   States  Naval 
Reserve  Force. 
Enlisted:   Boston,  Mass..  July   is.  11)18. 

Died:  Naval  training  camp,  Hingham,  Mass.,  September  28,  1918. 
Cause:  Influenza. 

Next  of  kin:  Mother,  Amies  L.  Eaton,  53  Albion  Street,  Somerville,  Mass. 
Eaton,   Thomas    Windal,    chief  quartermaster.    United    States   Naval    Reserve 
Force. 
Enlisted:   Washington,  D.  ('.,  October  :!.  l'.>17. 
Lied:  Naval  air  station,  Key  West,  Fla..  April  5,  191S. 
Cause:  Killed  in  collision  of  two  seaplanes. 

Next  of  kin:  Mother,  Jennie  Eaton,  Lellefonte  Route,  Wilmington,  Del. 
Ebbitt.  James  Augustus,  chief  water  tender.  United  States  Navy. 
Enlisted:  Newport,  R.  L,  May  6,  1918. 
Died:  At  home,  September  25,  1918. 
Cause:   Pneumonia,  lobar. 

Next  of  kin:  Wife,  Annie  B.  Ebbitt,  21  Green  Street,  Newport.  R.  I. 
Eberhart,  Bernie,  fil-eman,  second  class.  United  States  Navy. 
Enlisted:   Peoria.  111.,  June  28,  1917. 
Died:  Naval  hospital.  Norfolk.  Va.,  October  6,  1918. 
Cause:  Pneumon'g. 
Next  of  kin:  Mother,  Alice  Eberhart,  Alice,  Mo. 
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Ebisch,  Cabx  G.,  quartermaster,  third  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  July  31,  1915. 

Died:  U.  S.  S.  Jacob  Jones.  December  6,  1917.  \ 

Cause :  Killed  in  battle  with  enemy  submarine. 

Next    of    kin:  Mother,    Augusta    Ebisch,    1024    West    Twenty-first    Street. 
Erie,  Pa. 
Ebnother,  James  Raymond,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  October  8,  1917. 

Died:  Navy  base  hospital  No.  3,  October  19,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  Dr.  Charles  L.  Ebnother,  Downs.  Kans. 
Eborn,  William  Robert,  fireman,  second  class.  United  States Nai  al  Reserve  Force. 

Enlisted:  Wilmington,  N.  (".,  July  11,  1917. 

Died:  Naval  hospital,  Norfolk.  Va.,  October  22,  191S. 

Cause  :   Spinal  fever. 

Next  of  kin:  Mother,  Marcella  Eboru,  R.  F.  D.  No.  4.  Washington,  N.  C. 
Echague,  Ambrosio,  mess  attendant,  third  class.  United  States  Navy. 

Enlisted:  Batangas,  I*.  I.,  July  3,  1917. 

Died:  Naval  hospital,  Norfolk.  Va.,  December  26,  1917. 

Cause:  Intraspinal  injuries. 

Next  of  kin:  Mother,  Fernanda  Agato,  Batangas,  P.  I. 
Eckabd.  Carl,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Parkersburg,  W.  Va.,  July  18,  1918. 

Died:  Naval  hospital.  Charleston,  S.  C,  September  28,  1918. 

Cause:  Pneumonia,,  lobar. 

Next  of  kin  :  Father.  Edwin  M.  Eckard,  Letart,  W.  Va. 
Eckart,  Herbert  Herman,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Houston.  Tex..  December  3.  1917. 

Died:  Great  Lakes,  111..  February  2,  1918. 

Cause:   Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Mrs.  Hedvig  Eckart.  611  Orange  Avenue,  Orange,  Tex. 
Edds,  William  W..  fireman,  second  class,  United  States  Navy. 

Enlisted:  Dallas.  Tex..  May  31,  1917. 

Died:  U.  S.  S.  Manley,  March  19,  1918. 

Cause:  Killed  in  explosion  on  board  ship. 

Next  of  kin:  Father,  George  Edds,  715  West  Pecan  Street,  Sherman,  Tex. 
Eddy,  George  Alfred,  seaman,  second  class,  United  States  Navy. 

Enlisted  :  Minneapolis,  Minn..  August  27,  1917. 

Died:  Naval  hospital,  Portsmouth.  Va..  April  16,  1918. 

<  !ause  :  Pleurisy,  suppurative. 

Next  of  kin  :  Father.  Eugene  D.  Eddy.  174  College  West  Street,  St.  Paul, 
Minn. 
Eden.  Franklin,  seaman,  N.  N.  V. 

Enlisted:  Staten  Island,  N.  Y.,  August  23.  1017. 

Died:  U.  S.  S.  Cherokee,  February  26.  1918. 

Cause  :  Drowning. 

Next   of    kin :    Grandmother,    Mrs.    Mary    Lynch,    73    Fourth    Street.    New 
Brighton,  Long  Island,  N.  Y. 
Edmonds,  Robert  Lindsay,  apprentice  seaman,   United   States  Naval   Reserve 
Force. 

Enlisted :  Washington,  D.  C.  July  23.  1918. 

Died:  Naval  hospital,  Hampton  Roads,  Va.,  November  9.  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin  :  Father,  George  L.  Edmonds.  RockviHe,  Md. 
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Edwards,  Allen  Seth,  seaman,  second  class,  United  States  Navy. 

Enlisted:   Norfolk,  Va.,  May   17,  1917. 

Died:  U.  S.  S.  Chincha,  March  21,  1918. 

Cause :  Gunshot  wound  in  abdomen. 

Next  of  kin :  Father,  Newton  Edwards,  Beach  Island  Lumber  Co.,  box  847. 
Augusta,  Ga. 
Edwards,  Allen  Thomas,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  August  18,  1916. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause :    Drowning. 

Next  of  kin :  Mother,  Lydia  M.  Edwards,  Jackson,  N.  C. 
Edwards,  Amos  Gray,  seaman,  second  class,  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  April  4,  1917. 

Died:   U.  S.  S.  Solace,  April  29,  1917. 

Cause :    Cerebrospinal   fever. 

Next  of  kin:  Mother,  Mrs.  Dollie  G.  Edwards.  Nettleton,  Miss. 
Edwards,  Coy,  seaman,  N.  N.  V. 

Enlisted :  Wilmington,  N.  C,  June  4,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  December  24,  1917. 

Cause:   Pneumonia,  broucbo. 

Next  of  kin :  Father,  J.  B.  Edwards,  Exum,  N.  0. 
Edwards,  George  Curtis,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Williamsport,  Pa.,  May  22,  1918. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  September  24,  1918. 

Cause :    Influenza. 

Next  of  kin :  Father,  John  W.  Edwards,  821  East  Dewart  Street,  Shamo- 
kin,    Pa. 
Edwards,  James  Silas,  boilermaker,  United  States  Navy. 

Enlisted:  Peoria,  111.,  June  4,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  November  29,  1917. 

Cause:   Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Mother.  Mrs.  Katherine  Burley,  307  Hurlburst  Street,  Peoria, 
111. 
Edwards,  John  Alexander,  baker,  second  class,  United  States  Naval  Reserve 
Force. 

En  listed :  Los  Angeles,  Calif.,  June  15,  1918. 

Died :  Naval  base,  San  Diego,  Calif.,  October  28,  1918. 

Cause :   Influenza. 

Next  of  kin :  Wife,  Helen  A.  Edwards,  1012  West  Forty-second  Street,  Los 
Angeles,  Calif. 
Efinger,  Will  Edward,  ship's  cook,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Milwaukee,  Wis.,  June  26,  1918. 

Died :  American  Army  Hospital,  No.  53,  October  27,  1918. 

Cause :    Pneumonia,   broncho. 

Next  of  kin:  Mother,  Augusta  Efinger,  121  North  Ingersoll  Street,  Madi- 
son,   Wis. 
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EciAN,  James  Joseph,  chief  water  tender,  United  States  Navy. 
Enlisted :  Newport,  R.  I.,  July  22,  1915. 
Died :  U.  S.  S.  Philip,  October  13,  1918. 
Cause :    Syphilis. 
Next  of  kin :  Aunt,  Mary  A.  Bowers,  90  West  Fifteenth  Street,  Bayonne, 

N.J. 
Egijert,  Arthur  Stanley,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enlisted :  Staten  Island,  N.  Y.,  June  18,  1917. 
Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 
Cause :  Lost  his  life  when  vessel  was  sunk. 
Next  of  kin :  Father,  John  E.  Egbert,  1288  Richmond  Avenue,  Graniteville, 

N.  Y. 
Egerton,  John   George,  chief  electrician    (G),   United   States   Naval   Reserve 

Force. 
Enlisted :  Philadelphia,  Pa.,  April  23,  1917. 
Died :  League  Island,  Pa.,  January  5,  1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Julia  D.  Egerton,  California  Apartments,  Washing- 
ton, D.  C. 
Eogleston,  Lyall  Ginn,  seaiuan,  second  class,  United  States  Naval  Reserve 

Force. 
Enlisted :  Chicago,  111.,  June  7,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 
Cause :  Influenza. 
Next  of  kin :  Father,  William  F.  Eggleston,  430  North  High  Street,  Galena, 

111. 
Ehrenworth,  Max  Adolph,  chief  yeoman,  United  States  Naval  Reserve  Force. 
Enlisted:  Norfolk,  Va.,  December  15,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  October  8,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Wife,  Fannye  Ehrenworth,  419  Redgate  Avenue,  Norfolk,  Va. 
Eichelberger,  Edward  Cary,  quartermaster,  second  class   (A),  United  States 

Navy. 
Enlisted :  Baltimore,  Md.,  March  29,  1917. 
Died :  Naval  air  station,  Dunkirk,  February  26,  1918. 
Cause :  Killed  in  aeroplane  accident. 
Next  of  kin :  Mother,  Julia  H.  Eichelberger,  Baker  and  Eleventh  Streets, 

Baltimore,  Md. 
Eichkern,  Herbert,  machinist's  mate,  second  class,  United  States  Navy. 
Enlisted:  Newark,  N.  J.,  April  16,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  April  8,  1918. 
Cause :  Nephritis,  acute. 

Next  of  kin :  Father,  John  Eichkern,  782  Highland  Avenue,  Newark,  N.  J. 
Eick,  John  William,  painter,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted:  Kansas  City,  Mo.,  July  3,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 
Cause :  Influenza. 
Next  of  kin :  Wife,  Clara  B.  Eick,  927  Mound  Street,  Atchison,  Kans. 
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Eisknbach,  Cletus  Henby,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  St.  Louis,  Mo.,  August  1,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Elizabeth  Eisenbach,  Box  35,  St.  Paul,  Minn. 
Elbers,  Rudolph  Frank,  quartermaster,  first  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  May  12,  1917. 

Died:  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause :  Drowned. 

Next  of  kin :  Father,  Fred  Fibers,  505  Fourth  Street,  Brooklyn,  N.  Y. 
Elder,  Edwin  Eldon  Graham,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  July  20,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  25.  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  George  Elder,  34  Elderon  Avenue,  Lansdowne,  Pa. 
Elder,  John  Wallace,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  November  23,  1917. 

Died:  U.  S.  A.  C.  T.  Ticonderoffa,  September  30,  1918. 

Cause:  Lost  bis  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  John  W.  Elder,  037  St.  Ann's  Avenue,  New  York,  N.  Y. 
Eldbid,  Gerald  Gordon,  apprentice  seaman,  United  Stales  Naval  Reserve  Force. 

Enlisted:  Ithaca.  N.  Y.,  October  8.  191S. 

Died:   Cornell  University,  Ithaca.  N.  Y..  October  -!9,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Father,  Cordon  II.  Eldrid,  Gerard  Hotel.  New  York.  N.  Y. 
Eldbidge,  Chester  Osborne,  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  March  28,  1917. 

Died:  U.  S.  A.  C.  T.  Montana,  August  16,  1918. 

Cause :  Drowned. 

Next  oi  kin:  Father,  Ruben  Eldridge,  :'.2~>  Main  Street,  Jacksonville,  Fla. 
Elfstbom,  Gtjstave  William  Walter,  yeoman,  firsi  .lass.  United  States  Navy. 

Enlisted:  Portsmouth,  N.  H.,  January  9.  1915. 

Died:  Naval  hospital,  Brooklyn,  N.  Y.,  September  26,  1918. 

Cause :  Broncho-pneumonia. 

Next  Of  kin:   Mother.  Sarah  C.  Elfstrom,  36  West  Street.  Hartford,  Conn. 
Elleb,   William   Herbert,   apprentice   seaman,    United    States   Naval    Reserve 
Force. 

Enlisted:  Pittsburgh,  Pa.,  July  5,  1918. 

Died:  Naval  hospital.  Great  Lakes.  111..  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  Friend  W.  Eller,  ll'l!)  Fifth  Street,  Moundsville.  W.  Va. 
Ellingwood,  Harold  Theodore,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Portland,  Me.,  April  22,  1917. 

Died:  Naval  hospital,  Newport,  R.  I.,  May  30,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Walter  F.  Filing-wood,  Bucktield,  Me. 
Ellingsworth,  Daniel  Maurice,  shipfitter,  first  class,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  April  14,  1917. 

Died:  Naval  hospital.  Newport,  R.  I.,  October  21,  1917. 

Cause :  Pneumonia. 

Next  of  kin :  Mother.  Agnes  Ellingsworth,  315  Pool  Street,  Norfolk,  Va. 
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Blliott,  Amasa,  fireman,  third  class,  United  States  Navy. 
Enlisted:  Boston,  Mass.,  November  24,  1917. 
Died:  Naval  hospital,  Newport.  R.  L,  December  17,  1917. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lillian  Elliott,  West  Townsend,  Mass. 
Elliott,  Hoi.ick  Clinton,  apprentice  seaman,  United  States  Navy. 
Enlisted  :  Nashville.  Tenn.,  December  11,  1917. 
Died  :  Naval  hospital,  Norfolk,  Va.,  January  11,  1918. 
Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Brother,  Emmett  Elliott,  3521   Park  Avenue,  Nashville,  Tenn. 
Elliott.   Lossie   Frank,   landsman    for   machinist's   mate    (A),    United    States 
Navy. 

Enlisted  :   Portland,  Me..  January  23.  191S. 
Died:  Naval  air  station,  Pensacola,  Fla.,  October  5,  1918. 
Cause :  Pneumonia,  broncho. 
Next  of  kin:  Mother.   Mrs.   Roxie   L.   Elliott,   107   James   Street.    Danville. 

Va. 
Elliott,    Ralph    Grover,    fireman,    third    class.    United    States    Naval    Reserve 

Force. 
Enlisted  :  Indianapolis.  Ind.,  July  30,  1918. 
Died:   Naval  hospital.  Great  Lakes,  111..  September  23,  1918. 
Cause :  Influenza. 

Next  of  Kin:  Father.  John  A.  Elliott,  R.  R.  1,  Vincennes,  Ind. 
Elliott,  William  Wesley,  seaman,  second  class.  United  States  Navy. 
Enlisted:  Houston,  Tex..  September  20,  1910. 
Died  :  IT.  S.  S.  Pittsburgh,  October  24,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin  :  Mrs.  Alice  Shynider.  010  Cass  Avenue,  San  Antonio,  Tex. 
Ellis,    Benjamin  'James,    hospital    apprentice,    second    class.    United    States 

Naval  Reserve  Force. 
Enlisted:  Indianapolis,  Ind.,  May  31,  1918. 
Died:  Naval  hospital,  Great  Lakes.  111..  September  24,  1918. 
Cause :  Influenza. 

Next  of  kin:  Father,  Ellsworth  E.  Ellis,  Cuzeo,  Ind. 
Ellis,   Harry   Chandler,    fireman,    third   class.   United    States    Naval    Reserve 

Force. 
Enlisted  :  Boston.  Mass.,  June  11,  1918. 
Died  :  Boston.  Mass.,  October  1.  1918. 
Cause :  Pneumonia,  broncho. 
Next  of  kin  :  Father.  James  Christopher  Ellis.  490  Melrose  Street,  Melrose, 

Mass. 
Ellis,  James  Beamokk.  ship's  cook,  second  class.  United  States  Naval  Reserve 

Force. 
Enlisted  :  Philadelphia,  Pa.,  April  24,  1918. 
Died :  Naval  hospital,  Gibraltar.  October  28,  1918. 
Cause:  Pneumonia. 

Next  of  kin  :  Uncle,  James  Hood,  Box  83.  West  Grove,  Pa. 
Ellis,  Leland  Searson,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Columbia,  S.  C,  May  13,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  On  board  missing  ship. 
Next  of  kin :  Mother,  Mrs.  D.  H.  Ellis,  1015  Bryan  Street,  Columbia,  S.  C 
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Ellis,  William  Avery,  fireman,  third  class,  United  Stales  Navy. 

Enlisted :  Dallas,  Tex.,  June  3,  1917. 

Died :  Dallas,  Tex.,  June  G,  1917. 

Cause:  Poisoning-  by  strychnine. 

Next  of  kin:  Mother,  Mallessa  Ellis,  Chandler,  Tex. 
Elwell,  George  Marlon,  fireman,  second  class.  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  July  5,  1918. 

Died:  Naval  hospital,  Brooklyn.  N.  Y.,  September  23.  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  George  Elwell,  197  Irving  Avenue,  Bridgeton,  N.  .1. 
Elwell,  Goliah  Ernest,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Seattle,  Wash.,  January  3,  1918. 

Died:  Naval  hospital,  New  York,  N.  Y.,  May  24.  1918. 

Cause:  Tuberculosis,  acute  and  pulmonary. 

Next  of  kin :  Father,  Siuie  Elwell,  Monroe,  Wash. 
Elwood,  Samuel  Webster,  chief  quartermaster,  United  States  Naval  Reserve 
Force. 

Enlisted  :  New  York,  N.  Y..  April  12,  1917. 

Died:  Naval  hospital.  Chelsea,  Mass.,  September  10,  1918. 

(la use:  Influenza. 

Next  of  kin:  Father,  Charles  O.  Elwood,  3  Mil  liken  Place,  Decatur,  HI. 

Ely,  Earnest,  water  tender.  United  States  Navy. 

Enlisted :  Washington,  D.  C,  August  11,  1915. 

Died :  U.  S.  S.  Dale,  May  30,  1917. 

Cause :  Attack  by  shark. 

Next  of  kin:  Mother,  Harriet  Ely,  723  West  Cumberland   Avenue,  Knox- 
ville,  Tenn. 
Embretson,  Arthur  Bernard,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  May  29,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Mother,  Marie  Embretson,  R.  2,  box  28,  Zimmerman,  Minn. 
Emerson,    Harold   Kay,    seaman,   second   class,  United   States  Naval    Reserve 
Force. 

Enlisted :  Boston,  Mass.,  March  6,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  12,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Nellie  J.  Emerson,  box  48,  New  Boston,  N.  H. 
Emerson,   Jack   Lorentz,   yeoman,   third   class,   United   States  Naval    Reserve 
Force. 

Enlisted :  San  Francisco,  Calif.,  August  -3,  1918. 

Died :  San  Francisco,  Calif.,  November  1,  1918. 

Cause :  Influenza. 

Next    of    kin:    Mother,    Olivette    M.    Emerson,    156    Wadsworth    Avenue, 
Ocean  Park,  Calif. 
Emery,  Ernest  William,  landsman  for  electrician   (R.),  United  States  Naval 
Reserve  Force. 

Enlisted:  Washington,  D.  O,  June  26,  1918. 

Died:  Naval  hospital,  Norfolk,  Va.,  September  30,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Alice  E.  Emery,  26  Carroll  Avenue,  Tacoma  Park,  Md. 
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Kmmett,  Robert,  seainan,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  October  12,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  January  8,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Friend,  Lester  Truex,  317  River  Road,  Edgewater,  N.  J. 
Emmitt,  Chester  Bernard,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg..  December  4.  1917. 

Died:  Naval  station.  Mare  Island.  Calif.  January  24,  1918. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin  :  Mother,  Myrtilla  Emmitt,  Umpqua,  Oreg. 
Emmons,  Henry  Alphonse,  landsman  for  quartermaster    (A.),  United  Stales 
Navy. 

Enlisted  :  Boston,  Mass.,  January  22,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  13,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Mother,  Elizabeth  M.  Chabot,  84  Madison  Street.  Worcester. 
Mass. 
Empey,   Sidney  McKillop,   apprentice   seaman,   United   States  Naval    Reserve 
Force. 

Enlisted  :  Oklahoma  City,  Okla.,  April  2G,  1918. 

Died :  Naval  air  station,  Pensacola,  Fla.,  October  3,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Sidney  G.  Empey,  618  South  Williams  Street.  El  Reno. 
Okla. 
Empy,  Wesley  Arnold,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  June  1,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  5,  1918. 

Cause : Influenza. 

Next  of  kin:  Mother,  Sarah  Vandine,  1516  East  Adler  Street,  Walla  Walla. 
Wash. 
End,  George  Lewis,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted  :  Buffalo,  N.  Y.,  March  19,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Louis  R.  End,  25  Hart  Street.  Rochester.  N.  Y. 
Engen,  Gilman,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  January  18,  1918. 

Died :  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  June  11,  1918. 

Cause :  Diphtheria. 

Next  of  kin :  Mother,  Mrs.  Mary  Engen,  R.  R.  4,  Waukon.  Iowa. 
Engesser,  Louis  William,  seaman,  second  class,  United  States  Navy. 

Enlisted  :  Brooklyn,  N.  Y„  June  4,  1917. 

Died :  U.  S.  S.  Salem,  September  29.  1918. 
•     Cause:  Missing  from  motor  boat  while  returning  from  liberty. 

Next  of  kin :  Father,  William  Engesser,  11  Dyseu  Street,  Maspetb,  Long 
Island.  N.  Y. 
England,  Forest  William,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Indianapolis,  Ind.,  June  IS,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Matilda  England,  St.  Francisville,  111. 
1744S3— 20 17 
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Engledow,  Alfred  John,  ship's  cook,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted  :  Boston,  Mass.,  April  6,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  October  18, 1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Annie  J.  Engledow,  47  Hammond  Street,  suite  3,  Boston, 
Mass. 
Englekt,  Howard  Kasper,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  July  13,  1916. 

Died :  Naval  hospital,  Norfolk,  Va.,  July  7,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  George  Englert,  452  Shiller  Street,  Elizabeth,  N.  J. 
Engstkom,  Carl  Gustaf,  ship's  cook,  fourth  class,  United   States  Naval  Re- 
serve Force. 

Enlisted :  New  Haven,  Conn.,  May  28,  1918. 

Died :  At  home,  October  8,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Emma  Engstrom,  Norra  Unnaryd,  Sweden. 
Enochson,  Victor  Hugo,  landsman  for  machinist's  mate   (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Omaha,  Nebr.,  July  11,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  2,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Holver  Enochson,  Schuyler,  Nebr. 
Enos,  George  Joseph,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  August  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Maggie  Enos,  Brownsville,  Minn. 
Enos,  Joseph  Victor,  musician,  first  class,  United  States  Navy. 

Enlisted :  New  London,  Conn.,  February  9,  1918. 

Tr>ied :  At  home,  October  5,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Bertha  Enos,  55  Eastern  Avenue,  New  London,  Conn. 
Enright,   Thomas    Joseph,   seaman,   second   class,    United   States   Naval   Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  December  11,  1917. 

Died :  Sydney,  N.  S.,  November  11,  191S. 

Cause :  Drowned. 

Next  of  kin :  Mother,  Hannah  Enright,  117  Varick  Street,  New  York,  N.  Y. 
Ensor,  Richard  Morris,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Baltimore,  Md.,  May  5,  1917. 

Died :  U.  S.  S.  Itasca  Estelle,  September  22,  1917. 

Cause :  Drowned. 

Next  of  kin :  Mother,  Carrie  E.  Ensor,  801  Woodley  Street,  Baltimore,  Md. 
Entrop,   Frank  Joseph,  landsman  for  electrician    (R),  United  States  Naval 
Reserve  Force. 

Enlisted:  Great  Lakes,  111.,  December  4,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Margaret  E.  Entrop,  11103  Superior  Avenue,  Cleve- 
land, Ohio. 
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Enty,  Emerson  Tobias,  mess  attendant,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Philadelphia,  Pa.,  May  IS,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  12,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  May  E.  Enty,  Kittanning,  Pa. 
Eopoll'cct,  John  Isadore,  boatswain's  mate,  first  class,  United  States  Navy. 

Enlisted :  Rosebank,  N.  Y.,  May  7,  1915. 

Died :  Steamship  Aztec,  April  1,  1917. 

Cause:  Lost  when  the  steamship  Aztec  was  sunk  by  the  enemy  on  April 
1,  1917.  He  was  serving  as  a  member  of  the  armed  guard,  and  was 
the  first  enlisted  man  to  lose  his  life  in  the  World  War. 

Next  of  kin  :    Mother,  Annie  M.   Eopolucci,   649   L   Street  SE.,    Washing- 
ton, D.  C. 
Eppehimer,  Walter  Herbert,  chief  machinist's  mate,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Philadelphia,  Pa.,  July  29,  1918. 

Died:  Philadelphia,  Pa.,  October  19,  1918. 

<  !ause :  Pneumonia. 

Next  of  kin  :  Wife,  Mary  M.  Eppehimer,  250  Adelphi  Street,  Brooklyn,  N.  Y. 
Epperson,  Ivan  Mollis,  seaman,  second  class,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  December  5,  1917. 

Died :  U.  S.  S.  George  Washington,  October  11,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Father,  William  O.  Epperson,  Macon,  Mo. 
Epright,  Howard  Kulp,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  May  6,  1918. 

Died :  Naval  hospital,  League  Island,  Pa.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,   Louise   S.   Epright,   45  North   Main    Street,   Spring 
City,  Pa. 
Ekbe,  Charles  Amial,  baker,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  June  1,  1918. 

Died  :  U.  S.  S.  Ohioan,  November  10,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Father,  John  Erbe,  317  Orwigsburg  Street,  Tamaqua,  Pa. 
Erdman,  John  Edwin,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  April  13,  1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  May  6,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  J.  W.  Erdman,  2036  East  Thirtieth  Street,  Baltimore, 
Md. 
Erlandsen,  Harold,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Pelham  Bay  Park,  N.  Y.,  July  24,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  11,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Serena  Erlandsen,  1476  St.  Lawrence  Avenue,  New 
York,  N.  Y. 
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Eblandson,  Randolph  O..  machinist's  mate,  second  class,  United  States  N';ini 
Reserve  Force. 

Enlisted :  Newport,  R.  I.,  May  12,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  June  16,  1917. 

Cause:  Pneumonia,  broncho. 

Next  of  idn:  Mother,  Amanda  Erlandson,  R.  F.  D.  52,  South  Dartmouth, 
Mass. 
Eklbeck,  Leo  Joseph,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  July  19,  191S. 

Died:  Naval  hospital,  naval  base,  Virginia,  October  8,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Aunt,  Mary  McDermott,  1139  Valley  Street,  Baltimore,  Md. 
Ekna,  Cor.NEi.io,  native  seaman,  second  class,  United  States  Navy. 

Enlisted:  Cavite,  P.  I.,  August  24,  1917. 

Died:  Naval  hospital,  Canacao,  P.  I.,  February  9,  1918. 

Cause:  Appendicitis,  acute. 

Next  of  kin  :  Wife,  Paz  Antonio,  62  P  Zamore,  Cavite.  P.  I. 
Errett,  Jacob  Davidson,  landsman  for  machinist's  mate    (A),    United   States 
Naval   Reserve  Force. 

En  isted :  Pittsburgh,  Pa..  June  4,  1918. 

Died:  Naval  hospital.  Gulfport,  Miss.,  October  21,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  David  Errett.  Madison.  Pa. 
Erwin,   John    Hamilton,    apprentice   seaman,    United    States   Naval    Reserve 
Force. 

Enlisted:  Los  Angeles.  Calif.,  October  11,  1918. 

Died :  Elysian  Hospital,  Los  Angeles,  Calif.,  October  25,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Dallas  Cynthia  Erwin,  3947  Wall  Street.  Los  Angeles, 
Calif. 
Escavage,  George  Harry,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Buffalo.  N.  Y..  January  23.  1917. 

Died :  U.  S.  S.  Solace,  August  31,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  Geofil  Escavage,  58  Rejtan  Street,  Buffalo,  N.  Y. 
Escoffier,  John,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Newark.  N.  J..  January  7.  1918. 

Died :  U.  S.  S.  Salem,  September  29.  1918. 

Cause:  Lost  when  motor  boat  capsized  returning  from  liberty. 

Next   of  kin :  Mother,   Alice  Escoffier,   515  Highpoint  Avenue.   West   Ho- 
boken.  N.  J. 
Estand,  Tony  Richard,  seaman,  second  class.  United   States  Naval   Reserve 
Force. 

Enlisted:  Minneapolis.  Minn.,  July  11.  191S. 

Died  :  Naval  hospital.  Great  Lakes,  111.,  October  8.  1918. 

Cause:  Influenza. 

Next   of  kin:  Mother,   Emiline   Estand,   433   Sherburn    Avenue,    St.    Paul, 
Minn. 
Estep,  James  Vasco,  seaman,  second  class.  United  States  Navy. 

Enlisted  :  Da'las.  Tex.,  December  6.  1917. 

Died:  Naval  training  station.  Great  Lakes,  111.,  March  1,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  John  Estep,  Anna,  Tex. 


261 

Estes,  James  Brown,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  December  31,  1915. 

Died :  U.  S.  S.  Wcstover,  July  11.  1918. 

Cause :  Lost  when  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Drucie  B.  Estes,  Hartwell,  Ga. 
Estes,   Leroy  Charles,   seaman,   second  class,  United   States  Naval  Reserve 
Force. 

-Enlisted :  Providence,  R.  I.,  May  7,  1917. 

D!ed :  Naval  hospital,  New  York,  N.  Y.,  October  24,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  George  Estes,  97  Bognian  Street,  Providence,  R.  I. 
Estes,  Maurice  Waldo,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  June  1,  1918. 

Died: -Boston,  Mass.,-  September  8,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :    Father,  Eugene  E.  Estes,  322  East  Foster  Street,  Melrose, 
Mass. 
Estes.  Simon  Alton,  landsman  electrician  (R),  United  States  Navy. 

Enlisted  :  Ishpeming,  Mich.,  January  3,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  27,  1918. 

Cause :  Influe  za. 

Next  of  kin :  Father,  Alton  Estes,  box  1,  Sidnaw,  Mich. 
Estill,  Leonidas  Robert,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  July  14,  1917. 

Died :  Naval  air  station,  Miami,  Fla.,  October  7,  1918. 

Cause:  Pneumonia, lobar. 

Next  of  kin  :  Mother,  Mary  A.  Estill,  Electria,  Tex. 
Estridge,  James  Henry,  apprentice  seaman,  Ui  ited  States  Navy. 

Enlisted:  Nashville,  Tenn.,  December  10,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  5,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Jane  Estridge,  Ashland  City,  Tenn. 
Etter,  Jack  Harrell.  appre.  tiee  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Little  Rock,  Ark.,  June  1,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  6,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Father,  J.  R.  Etter,  G14  North  J  Street,  Fort  Smith,  Ark. 
Etzold,  Ernest  Walter,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted  :  New  York,  N.  Y.,  April  11,  1917. 

Died:  U.  S    S.  Buena  Ventura,  September  10,  1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed  by  e:  eniy  submarine. 

Next  of  kin  :  Father,  Ernest  W.  Etzold,  171  East  Ninety-first  Street,  New 
York,  N.  Y. 
Eustice,  Raymond  George,  plumber  and  fitter,  United  States  Naval  Reserve 
Force. 
Enlisted:  S;in  Francisco,  Calif.,  May  1,  191S. 

Died  :  Naval  station,  Mare  Island,  Calif.,  October  21,  191S. 
Cause:  Influenza. 

Next  of  kin  :  Mother,  Elizabeth  Eustice,  3412  San  Pablo  Avenue,  Oakland, 
Calif. 
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Evans,  Charles  Haet,  machinist's  mate,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Boston,  Mass.,  April  16,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  June  18,  1917. 

Cause :  Killed  in  collision. 

Next  of  kin  :  Father,  John  Fred  Evans,  33  Colgate  Street,  Rochester,  N.  Y. 
Evans,  Clarence  Singles,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  May  10,  1917. 

Died :  Submarine  chaser  No.  209,  August  29,  1918. 

Cause:  Result  of  wounds  received  on  board  ship. 

Next  of  kin :  Father,  John  K.  Evans,  M.  D.,  Malvern,  Pa. 
Evans,  Floyd,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Pittsburgh,  Pa.,  November  19,  1917. 

Died:  Naval  hospital.  Norfolk,  Va.,  January  4,  1938. 

Cause :  Pi  eumonia. 

Next  of  kin:  Wife,  Lillie  L.  Evans,  Salem,  Ohio. 
Evans,  George  Newton,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  April  30,  1917. 

Died:  Naval  hospital,  Chel  ea,  Mass.,  February  15,  191S. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Sister,  Mr-'.  EuJa  Tbununond,  Bertram,  Tex. 
Evans,  George  Stoker,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Jackson,  Miss.,  March  31,  1917. 

Died:  Naval  hospital.  Norfolk,  Va..  December  12,  1917. 

Cause:  Chronic  cardiac  valvular  disease. 

Next  of  kin:  Father,  Albert  J.   Evans,  337  Forty-first   Avenue.  Meridian, 
Miss. 
Evans,  Gomer  Jenkins,  machinist's  mate,  second  class,  United   States  Navy. 

Enlisted:  Pittsburgh,  Pa.,  December  10,  1917. 

Died:  U.  S.  S.  Sdface,  January  23,  1918. 

Cause :  Cerebro  pinal  fever. 

Next  of  kin  :  Father,  Reese  J.  Evans,  Go  Seneca  Street,  Pittsburgh,  Pa. 
Evans,  Hudson  Clay,  apprentice  seaman,  United  States  Navy. 

Enli  ted:  Houston,  Tex.,  August  7,  1918. 

Died:  Navy  yard,  Mare  Island,  Calif.,  October  13,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Fannie  E.  Evans,  box  27,  Butto,  Tex. 
Evans,    Irvine   Lionel,    yeoman,    second   class,   United    States   Naval    Re  erve 
Force. 

Enlisted  :  Boston,  Mass.,  May  2,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass..  September  16,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Evan",  Stockton,  111. 
Evans,  Joel  L.,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  December  12,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  12,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Nettie  V.  Evans,  Vernon,  Fla. 
Evans,  Luther  Marion,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  July  29,  1918. 

Died :  Naval  hospital,  Great  Lake  •,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Uly:  ses  Grant  Evans,  R.  F.  D.  1,  Conneaut,  Ohio. 
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Evans,  Oscar  Lloyd,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  March  26,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  14,  1917. 

Cause :  Cerebro  pinal  fever. 

Next  of  kin :  Mother,  May  Relker,  2123  D  Summit  Street,  Kansas  City,  Mo. 
Evans,  Otto  Harrison,  carpenter's  mate,  first  class,  United  States  Navy. 

Enlisted:  Galveston,  Tex.,  February  12,  1914. 

Died :  Navy  collier  Cyclops,  June  14,  191S. 

Cause:  On  board  missing  ship. 

Next  of  kin:  Father,  R.  J.  Evans,  1504  Carolina  Avenue,  Springfield,  111. 
Evans,  Thomas  Alva,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  December  14,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  January  17,  1918. 

Cause :  Pneumonia,  broncho. 
.  Next  of  kin :  Mother,  Louisa  Evans,  route  2,  Hillsboro,  Tenn. 
Evans,  Wilbern  Lambert,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Montgomery,  Ala.,  April  22,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  June  6,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  Benjamin  F.  Evans,  Vernon,  Fla. 
Evans,  William  Ray,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Birmingham,  Ala.,  August  5,  1918. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  20,  1918. 

Cause :  Meningitis,  cerebrospinal. 

Next  of  kin :  Father,  Elie  W.  Evans,  route  2,  Black,  Ala. 
Everett,  John  Thomas,  seaman,   second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Boston,  Mass,  May  1,  1918. 

Died :  Submarine  base,  New  London,  Conn.,  October  13,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Wife,  Margaret  Everett,  6  Lexington   Street,   Charlestown, 
Mass. 
Everts,  Alonzo  Julius,  engineman,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  May  8,  1917. 

Died :  U.  S.  S.  Hancock,  November  8,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Sanna  E.  Times,  3047  West  Seventieth  Street,  Seat- 
tle, Wash. 
Ewald,  Michael,  gunner's  mate,  first  class,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  May  18,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  July  15,  1917. 

Cause:  Enteritis,  acute. 

Next  of  kin :  Niece,  Elizabeth  Anderson,  434  Madison  Street,  Portsmouth, 
Va. 
Ewart,  Joseph  Sharp,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  February  4,  1915. 

Died :  U.  S.  S.  CKauncey,  November  19,  1917. 

Cause :  Lost  on  the  Chauncey. 

Next  of  kin :  Father,  William  L.  Ewart,  54  Second  Street,  Newport,  R.  I. 
Ewell,  Eulas,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Norfolk,  Va.,  November  30,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  February  12,  1918. 

Cause:  Spinal  fever. 

Next  of  kin :  Father,  William  H.  Ewell,  Mappsville,  Va. 
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Ewing,  William  Vance,  warrant  officer's  steward,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Cleveland,  Ohio,  July  19,  1918. 

Died  :  Naval  hospital,  Norfolk,  Va.,  October  1,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Friend,  Rosella  Rumley,  Litchford  Hotel,  Columbus,  Ohio. 
Eytchison,  Orville  Glenn,   seaman,   second  class,   United   States  Naval  Re- 
serve Force. 

Enlisted:  Kansas  City,  Mo.,  May  28,  1918. 

Died  :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Steve  A.  Eytchison,  Onaga,  Kans. 
Ezell.  Earl  Pratt,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  April  29,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  August  12,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mrs.  John  C.  Ezell,  Ward,  Ala. 
Faas,  Claude  Taylor,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  El  Paso,  Tex.,  December  14,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  June  9,  1918. 

Cause:  Tuberculosis,  chronic. 

Next  of  kin :  Mother,  Edna  Faas,  Williamsburg,  Iowa. 
Fahkjuch,  Clarence  George,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Milwaukee,  Wis.,  July  15,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Anna  Fahrbach,  G36  First  Street,  Menasha,  Wis. 
Faith.  George  Albert,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  February  27,  191S. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Aunt,  Berdena  Doerler,  3119  Durbin  Place,  Cincinnati,  Ohio. 
Falk.  Cecil,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  October  20,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  March  7,  191S. 

Cause:  Diphtheria. 

Next  of  kin :  Brother,  Francis  Falk,  Odd  Fellows'  Home,  Jackson,  Mich. 
Falt.ett.  Ernest  Linwood,  chief  machinist's  mate,  United  States  Naval  Reserve 
Force. 

Enlisted:  Norfolk,  Va.,  May  31,  1917. 

Died  :  Naval  hospital.  Norfolk,  Va.,  May  30,  1918. 

Cause:  Encephalitis,  acute. 

Next  of  kin:  Mother,  Zina  Clara  Fallett,  Virginia  Beach,  Va. 
Fallon.  Harry  Bruce,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Cleveland,  Ohio,  January  29,  1917. 

Died:  Naval  hospital.  Great  Lakes,  111.,  February  21,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Mother,  Lena  Fallon,  904  Gorsuch  Avenue,  Baltimore,  Md. 
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Farless,  Ruby  Henry,  landsman  for  machinist's  mate  (A),  United  States  Naval 

Reserve  Force. 
Enlisted :  Indianapolis,  Ind.,  August  9,  191S. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 
Cause :  Influenza. 
Next  of  kin:  Father,  William  Farless,  217  South  Maine  Street,  Henderson, 

Ky. 
Farley,   Elmer  Clifton,   fireman,   third  class,   United   States  Naval   Reserve 

Force. 
Enlisted :  Kansas  City,  Mo.,  June  13,  1918. 
Died :  St.  Peter's  Hospital,  Brooklyn,  N.  Y.,  October  12,  1918. 
Cause :  Pneumonia,  lobar. 
Next  of  kin :  Father,  Eli  Farley,  Akron,  Colo. 
Farley,  John  William,  seaman,  United  States  Navy. 
Enlisted :  Omaha,  Nebr.,  April  27,  1917. 
Died :  U.  S.  S.  Seattle,  March  6,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  George  W.  Farley,  Atkinson,  Nebr. 
Farley,  Joseph  Milton,  fireman,  second  class,  United  States  Navy. 
Enlisted  :  Chicago,  111.,  September  19,  1917. 
Died :  U.  S.  S.  Walciva,  May  22,  1918. 
Cause :  Lost  in  sinking  of  vessel. 

Next  of  kin :  Mother,  Johanna   Farley,   2712  North   Racine  Avenue,   Chi- 
cago, 111. 
Farnsworth,  Harold  Franklin,  machinist's  mate,  second  class,  United  States 

Naval  Reserve  Force. 
Enlisted:  San  Francisco,  Calif.,  December  11,  1917. 
Died:  Naval  hospital.  Mare  Island,  Calif.,  November  11,  1918. 
Cause :  Influenza. 

Next  of  kin:  Mother,  Alice  Farnsworth,  Colusa,  Calif. 
Farrar,  George  Frederick,  apprentice  seaman,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  May  7,  1917. 

Died:  Navy  recruiting  station,  New  York,  N.  Y.,  May  9,  1917. 
Cause:  Drowned. 
Next  of  kin:  Mother,  Margaret  Fluggs,  230  West  One  hundred  and  eighth 

Street,  New  York,  N.  Y. 
Farrell,  Floyd  Raymond,  fireman,  third  class,  United  States  Naval   Reserve 

Force. 
Enlisted:  Portland,  Oreg.,  April  0,  1917. 
Died :  U.  S.  S.  Old  Colony,  February  3,  1918. 
Cause:  Mastoiditis. 

Next  of  kin  :  Alice  Farrell,  319  Hill  Street,  Roseville,  Calif. 
Farrell,  James  Simon,  chief  commissary  steward,  United  States  Naval  Reserve 

Force. 
Enlisted:  Boston,  Mass.,  June  1,  1917. 
Died:  Naval  hospital,  Chelsea,  Mass.,  December  23,  1917. 
Cause:  Tuherculosis. 
Next    of   kin:  Estate,    James   S.    Farrell,   Marines    House,    North    Square, 

Boston,  Mass. 
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Fareell,  William  Henry,  machinist's  mate,  second  class,  United  States  Naval 

Reserve  Force. 
Enlisted  :  Newport,  R.  I.,  May  22,  1918. 
Died :  Naval  hospital,  New  London,  Conn.,  October  1,  1918. 
Cause:  Pneumonia,  broncho. 
Next  of  kin:  Mother,  Margaret  Farrell,  901  Atwelle  Avenue,  Providence, 

R.  I. 

Farrington,  Frank  Vernal,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Buffalo,  N.  Y.,  April  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Edward  H.  Farrington,  Franklinville,  N.  Y. 
Farris,  Henry  Leroy,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  December  17,  1917. 

Died:  Naval  hospital,  New  port,  R.  I.,  March  31,  1918. 

Cause:  Pleurisy,  suppurative. 

Next   of  kin :  Mother,    Alice   Farris,    5   Union    Street,   care   of  Mrs.    Etta 
Doblin,  Rockland,  Me. 
Faucheux,  Maurice  Ci.etrait,  apprentice  seaman,.  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  April  11,  1917. 

Died :  Naval  hospital,  Washington,  D.  C,  June  6,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Ennner  Lapeze  Faucheux,  Wallace,  La. 
Faust,  Leon  Leshee,  plumber  and  titter,  United  Slates  Naval  Reserve  Force. 

Enlisted:  Philadelphia,  Pa..  May  19,  1917. 

Died:  Naval  hospital,  Philadelphia.  Pa.,  January  13,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Father,  John  Faust,  11  Holland  Avenue,  Ardmore,  Pa. 
Faux,  Nathan,  Jr.,  hospital   apprentice,  first  class,   United   States  Naval  Re- 
serve Force. 

Enlisted:  Salt  Lake  City,  Utah,  January  12.  1918. 

Died:  Moroni,  Utah,  March  19,  1918. 

Cause:  Suicide,  strangulation. 

Next  of  kin :  Mother,  Dorothea  Faux,  Moroni,  Utah. 
Favier,  Arthur  Holton,  chief  electrician   (G),  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  October  1,  1918. 

Died :  Boston,  Mass.,  October  30,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Emma  E.  Favier,  27  Roekville  Park,  Roxbury,  Mass. 
Favors,  John  Henry,  landsman  for  quartermaster  (A),  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  February  17,  1918. 

Died :  Charleston,  S.  C,  April  7,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  James  M.  Favors,  R.  F.  D.  1,  Charleston,  Mo. 
Favre,  Sylvan  John,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  February  28,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  April  10.  1917. 

Cause:  Measles  (pneumonia). 

Next  of  kin :  Mother,  Laura  Favre,  Bay  Street,  St.  Louis,  Miss. 
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Faveeau,  Henry  Philippe,  machinist's  mate,  second  class.  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  August  4,  1915. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  action. 

Next  of  kin  :  Wife,  Anna  Favreau,  1241  Lemon  Street,  Camden,  N.  J. 
Fay,  Charles  Bevans,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  July  1G,  1918. 

Died :  Naval  hospital,  Newport,  K.  I.,  September  25,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  David  F.  Fay,  152  Fifth  Street,  Syracuse,  N.  Y. 
Fay,  John  William,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted  :  Newark,  N.  J.,  June  3,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  17,  1918. 

Cause :  Pneumonia,  broncho. 

,  Next  of  kin  :  Cousin,  Sadie  Fay,  490  Boulevard,  Bayonne,  N.  J. 
Fazio,  Charles  John,  machinist's  mate,  second  class  (A),  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  December  3,  1917. 

Died :  Pensacola,  Fla.,  March  9,  1918. 

Cause :  Killed  in  airplane  accident. 

Next  of  kin :  Mother.  Elizabeth  Fazio,  109  Lawrence  Street,  Rome,  N.  Y. 
Feagin,  Richard  Henry,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  May  3,  1918. 

Died:  U.'S.  S.  Comfort,  September  23,  1918. 

Cause :    Influenza. 

Next  of  kin :  Father,  Andrew  Feagin,  702  Harvard,  Houston,  Tex. 
Feasel,  Everett  Virgel,  apprentice  seaman,  United  States  Navy. 

Enlisted:   Detroit,  Mich.,  December  13,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  11,  1918. 

Cause :    Pneumonia,    broncho. 

Next  of  kin :  Mother,  Roena  Feasel,  Walkerville,  Mich. 
Feeney,  John,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Raleigh,  N.  C,  July  18,  1918. 

Died:  Naval  hospital,  naval  base,  Virginia,  October  7,  1918. 

Cause:    Pneumonia. 

Next  of  kin :  Grandmother,  Rosanna  McCaskin,  Hemp,  N.  C. 
Fegan,  Francis  Jerome,  fireman,  third  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  July  10,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  May  18,  1918. 

Cause :    pneumonia,   lobar. 

Next  of  kin :  Father,  Paul  C.  Fegan,  250  Hamilton  Avenue,  Brooklyn,  N.  Y. 
Fehler,  Harry  George,  shipwright,  United  States  Naval  Reserve  Force. 

Enlisted :  Chicago,  111.,  June  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 

Cause :    Influenza. 

Next  of  kin :  Father,  Michael  Fehler,  route  4,  Elizabeth,  111. 
Fehr,  Warren  Russel,  landsman  for  electrician  (G),  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  April  20,  1918. 

Died:  Naval  training  station,  naval  operating  base,  Hampton  Roads,  Va., 
November    11,    1918. 

Cause :  Shot  by  unknown  negro. 

Next  of  kin :  Father,  John  B.  Fehr,  430  North  Twelfth  Street,  Reading,  Pa. 
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Fkldeb,  Henry  Solomons,  yeoman,  second  class,  United  States  Navy. 

Enlisted:  Columbia,  S.  C,  April  9,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Bessie  Felder,  Banberg,  S.  C. 
Fellows,  David,  seaman,  United  States  Navy.    . 

Enlisted:  New  York,  N.  Y.,  March  9,  1914. 

Died :  Receiving  ship  at  New  York,  N.  Y.,  April  21,  1918. 

Cause :    Cerebral   hemorrhage. 

Next  of  kin :  Mrs.  John  Nice,  63  Schrock  Avenue,  Buffalo,  N.  Y. 
Felsemthal,  Harold  Stanford,  yeoman,  third  class,  United  States  Navy. 

Enlisted:  Chicago,   111.,  April  30,  1918. 

Died:  At  home,  October  6,  1918. 

Cause:   Pneumonia. 

Next  of  kin :  Father,  Lee  Felsemthal,  5200  Ingleside  Avenue,  Chicago,  111. 
Felter,  Ross  Vernon,  gunner's  mate,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Minneapolis,  Minn.,  June  28,  1918. 

Died :  Dunwoody  Naval  Training  Schools,  October  5,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Millie  T.  Cole,  Woonsocket,  S.  Dak. 
Felton,  Foster  Cabert,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Washington,  D.  C,  December  14,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Wife,  Carrie  Felton,  920  Euclid  Street  NW.,  Washington,  D.  C. 
Felts,  Jesse  Neri,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Indianapalis,  Ind.,  August  23,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin:  Wife,  Margaret  E.  Felts,  1S55  West  Morris  Street,  Indianapo- 
lis, Ind. 

Fender,  Henry  Joseph,   seaman,  second  class,  United   Slates  Naval   Reserve 
Force. 

Enlisted :  Pittsburgh,  Pa..  May  2,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonclerorio,  September  30,  1918. 

Cause:  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Father,  Eugene  Fender,  3626  Mellwood  Avenue,  Pittsburgh,. 
Pa. 
Fenley,  David  Edward,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  April  24,  1917. 

Died:  U.  S.  S.  Pittsburgh,  October  IS,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Sister,  Ruth  Day,  R.  R.  2,  box  34,  Gilbert,  S.  C. 
Fenner,  Carl,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  San  Francisco,  Calif.,  June  20,  191S. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Motha  Fenner,  Geyersville,  Calif. 
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Fenton,  John  Lee,  storekeeper,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  April  22,  191S. 

Died :  Navy  Yard,  Philadelphia,  Pa.,  October  12,  1918. 

Cause :  Broncho-pneumonia. 

Next   of  kin :  Mother,   Mary   Agnes   Fenton,   614   South   Fifty-first   Street, 
Philadelphia,  Pa. 
Fenton,  Joseph  John,  chief  quartermaster,  United  States  Naval  Reserve  Force. 

Enlisted :  Newport,  It.  I.,  April  28,  1917. 

Died :  Naval  air  station,  Peusacola,  Fla.,  August  13,  1918. 

Cause:  Killed  in  seaplane  accident. 

Next  of  kin  :  Father,  Joseph  J.  Fenton,  Bellows  Falls,  Vt. 
Ferguson,  Devoe,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  December  12,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  April  7,  1918. 

Cause:  Meningitis,  cerebrospinal  (pneumococcus). 

Next  of  kin:  Father,  Jesse  A.  Ferguson,  Joaquin,  Tex. 
Ferguson,  Harry  Aquilla,  seaman,  second  class,  United  tSates  Navy. 

Enlisted:  Little  Rock,  Ark.,  April  20,  1917. 

Died:  Naval  Hospital,  New  York,  N.  Y.,  September  23,  1917. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Aquilla  Ferguson,  Heavener,  Okla. 
Ferguson,  Harold  Muncey,  chief  boatswain's  mate,  United  States  Navy. 

Enliste.l :  Salt  Lake  City,  Utah.  June  29,  1915. 

Died:  Naval  hospital,  Key  West,  Fla.,  October  18,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Albert  L.  Ferguson,  427  Twenty-fourth  Street,  Ogden, 
Utah. 
Ferguson,  James  Douglass,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  June  22,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  28,  1917. 

Cause:  Diabetes  mellitus. 

Next   of   kin:  Father,    Orba   Ferguson,   3050   Madison   Road,   Cincinnati, 
Ohio. 
Ferguson,  James  Gard,  landsman  for  electrician   (R),  United  States  Navy. 

Enlisted:  Buffalo,  N.  Y.,  January  12,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  July  7,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin:  Mother,  Edna  Gard  Ferguson,  671  West  Ferry  Street,  Buf- 
falo, N.  Y. 
Ferguson,  Joseph  Caswell,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Louisville,  Ky..  July  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother.  Amanda  James  Ferguson,  Flippin,  Ky. 
Ferguson,  Joshua,  apprentice  seaman,   United   States  Naval  Reserve  Force. 

Enlisted  :  Key  West,  Fla.,  February  12,  1917. 

Died :  Naval  station.   Key  West,  Fla.,  November  12,  1917. 

Cause:  Nephritis,  chronic. 

Next  of  kin:  Wife,  Alecla  Ferguson,  810  Thomas  Street,  Key  West,  Fla. 
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Ferguson,  Robert,  electrician,  third  class,  United  States  Navy. 

Enlisted:  Detroit,  Mich..  October  26,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Effie  Bloom,  Curwensville,  Pa. 
Ferguson,  William  Arthur,  hospital  apprentice,  second  class,  United  States 
Naval  Reserve  Force. 

Enlisted:  Milwaukee,  Wis.,  May  28,  1918. 

Died :  Naval  Hospital.  Great  Lakes,  111.,  October  15,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Bertha  Ferguson,  802  East  Worden  Avenue,  Lady- 
smith.  Wis. 
Ferguson,  William  Bertil,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Richmond.  Va.,  December  11,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Father,  Francis  E.  Ferguson,  101  Dennison  Avenue.,  Roan- 
oke, Va. 
Fernandz,  Juan  Monet,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  October  10,  1917. 

Died :  U.  S.  S.  Mollis,  May  18,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Juan  Fernandz,  Culebra,  P.  R. 
Ferrand  Sandy  George,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  April  16,  1917. 

Died :  U.  S.  S.  President  Grant,  October  3,  1917. 

Cause :  Poisoned  by  illuminating  gas. 

Next  of  kin:  Father,  Paul  A.  Ferrand,  112  Ocean  Avenue,  South  Beach, 
Staten  Island. 
Ferraro,  Anthony  Antonio,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  London,  Conn.,  July  29,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  September  18,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Dominaca  Ferraro,  96  Albert  Street,  Westerly,  R.  I. 
Ferrell,  Edward  Washington,  machinist's  mate,  second  class,  United  States 
Naval  Reserve  Force. 

Enlisted :  Cleveland,  Ohio,  May  4,  1918. 

Died :  Naval  aviation  forces,  foreign  service,  July  11,  1918. 

Cause:  Compound  fracture  of  skull. 

Next  of  kin:  Wife,  Bertha  Ferrell,  2253  East  Sixty-eighth  Street,  Cleve- 
land, Ohio. 
Ferrell,  John  Hyde,  Jr.,  seaman,  second  class,  United  States  Naval  Reserve 
Force., 

Enlisted:  Meridian,  Miss.,  June  24,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  4,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  John  H.  Ferrell,  sr.,  Enterprise,  Miss. 
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Ferris,  Alrert  Henry,  ship  fitter,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Des  Moines,  Iowa,  August  5,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Ida  F.  Ferris,  56  Almond  Street,  Dubuque,  Iowa. 
Fekkis,  Thomas  Bernard,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Milwaukee,  Wis.,  May  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Thomas  Ferris,  321  North  Eleventh  Street,  La  Crosse, 
Wis. 
Ferry,  William,  seaman,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  April  29,  1918. 

Died  •  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Mother,  Molly  Ferry,  929  Beatty  Street,  Trenton,  N.  J. 
Fessenden,  Edgar  Horace,  electrician,  third  class,  NNV. 

Enlisted:  New  York,  N.  Y.,  March  2,  1917. 

Died:  Flushing  hospital,  Flushing,  Long  Island,  N.  Y.,  March  15,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Eliza  Jane  Fessenden,  S20  Putnam  Avenue,  Brooklyn, 
N.  Y. 
Fetterling,  Harry  John,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Kansas  City,  Mo.,  July  2,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  22,  191S. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Ethel  May  Fetterling,  Belleville,  Kans. 
Fiddes,  Ralph  Douglas,  fireman,  second  class,  United  States  Navy. 

En  listed :  San  Francisco,  Calif.,  January  25,  1918. 

Died :  Naval  hospital,  Key  West,  Fla.,  October  19,  1918. 

Cause:  Pneumonia,  lobar. 

Next   of  kin :  Wife,   Gladys   Fiddes,    1533   Ninth   Avenue,    San   Francisco, 
Calif. 
Field,  Frank  Jay,  machinist's  mate,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  San  Francisco,  Calif.,  February  23,  1918. 

Died:  Naval  hospital,  New  London,  Conn.,   September  21,  1918. 

Cause:  Pneumonia,   broncho. 

Next  of  kin :  Mother,  Lottie  Field,  3768  Piedmont  Avenue,  Oakland,  Calif. 
Field,  Millard,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  December  19,  1917. 

Died :  Naval  station,  Norfolk,  Ya.,  January  20,  1918. 

Cause :  Cerebrospinal   fever. 

Next  of  kin :  Mother,  Susie  Fields,  Cuba  Landing,  Tenn. 
Figtjetredo,  Joseph  Louis,  apprentice  seaman,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  February  15,  1918. 

Died :  Naval  station,  San  Francisco,  Calif.,  February  23,  1918. 

Cause:  Appendicitis,  acute. 

Next  of  kin:  Father,  Victor  L.  Figueiredo,  1715  Green  Street,  San  Fran- 
cisco, Calif. 
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Fu.soN  Harry  Curtiss,  ship's  cook,  first  class,  United  States  'Navy. 

Enlisted:  Kansas  City,  Mo.,  January  10,  1916. 

Died :  U.  S.  S.  Mercy,  October  4,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Father,  James  R.  Filson,  box  261,  Paonia,  Colo. 
Filz,  Charles,  carpenter's  mate,  first  class,  United  States  Navy. 

Enlisted:  Milwaukee,  Wis.,  June  30,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Mother,  Eva  Filz,  1268  Elsie  Street,  Appleton,  Wis. 
Finan,  Bernard  Thomas,  Jr.,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlished:  Milwaukee,   Wis.,   May   22,   191S. 

Died:  U.  S.  S.  Louisville,  September  25,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Bernard  Finan,  sr.,  Kenton,  Mich. 
Finch,  William  Hamilton,  seaman,  second  el  ss,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo ,  December  14,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Ida  McCirroll,  Plainville,  Kans. 
Fincher,  Jesse  Curtis,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  July  6,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Missing  on  Cyclops. 

Next  of  kin :  Mrs.  Laura  Fincher,  Newman,  Ga. 
Findlay,  Charley  Thomas,  apprentice  seaman,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  June  25,  1918. 

Died,  Navy  y;  rd,  Mare  Island,  Calif.,  July  21,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Frances  J.  Findlay,  R.  F.  D.,  Springfield,  Mo. 
Fine,  Jack  John,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Spokane,  Wash.,  June  7,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  9,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  John  Levey  Fine,  Peck,  Idaho. 
Fine,  Joseph,  fireman,  second  chiss,  United  States  Navy. 

Enlisted:  Denver,  Colo.,  January  11,  191S. 

Died :  Naval  hospital,  League  Island,  Pa.,  September  29,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Ida  Fine,  1352  Marion  Street,  Denver,  Colo. 
Finear,  William  Patrick,  seaman,  second  class,  United  States  Navy. 

Enlisted  :  Brffalo,  N.  Y  .  December  3,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  5,  1918. 

Can  e:  Pi.eumo  ia,  lobar. 

Next  of  kin  :  Father,  Edward  Finear,  R.  F.  D.  3,  Victor,  N.  Y. 
Fingerling,  Frank  William,  fireman,  second  class,  United  States  Navy. 

Enlisted,  Newark,  N.  J.,  May  22,  1917. 

Died:  U.  S.  S.  AUcdo,  November  5,  1917. 

Cause:  Lost  life  when  vessel  was  tmp:>doert. 

Next  of  kin :  Mother,  Catherine  Tamburin,  250  Pacific  Street,  Jersey  City, 
N.  J. 
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Finkelstein,  Samuel,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  April  12,  1918. 

Died :  Sayville,  Long  Island,  N.  Y.,  May  28,  1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  Abraham  Finkelstein,  GO  Second  Street,  New  York. 
Finlayson,  Albert  Alexander,  seaman,  second,  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  December  13,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  February  10,  1918. 

Cause:  Diphtheria. 

Next  of  kin :  Sister,  Edith  Finlayson,  4028  Stewart  Street,  Omaha,  Nebr. 
Fixnegan,  John   Michael,  chief  boatswain's  mate,   United   States  Naval  Re- 
serve Force. 

Enlisted :  Philadelphia,  Pa.,  February  27,  1918. 

Died :  Naval  hospital.  Cape  May.  N.  J..  October  1,  191S. 

Cause :  Influenza. 

Next  of  kin:  Mother,   Mary    Finnegan,   878   North   Tanney    Street,   Phila- 
delphia. 
Fixnegan,  Thomas,  machinist's  mate,  flrst  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  New  Haven,  Conn.,  May  22,  1917. 

Died :  U.  S.  S.  Solace,  September  2.  1918. 

Cause :  Burns. 

NYxt   of  kin :    Mother,    Elizabeth    Finnegan,    17   Fort    Street,    South   Man- 
chester, Conn. 
Firnett,    Peter   Joseph,    fireman,    third    class,    United    States    Naval    Reserve 
Force. 

Enlisted :  Minneapolis,  Minn.,  July  24,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Anna  Firnett,  29  West  Acker  Street,  St.  Paul,  Minn. 
Fischer,  Charles  John,  coxswain,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  December  11.  1913. 

Died :  S.  S.  Vacuum,  April  28,  1917. 

Cause:  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Father.  Romas  Fischer,  2247  West  Somerset  Street,  Phila- 
delphia, Pa. 
Fischer,  Ernest,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  July  17,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  10,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Aunt,  Christiana  Stahl,  224  McDougal  Street,  Brooklyn,  N.  1'. 
Fischer,  Henry  George,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Albany,  N.  Y.,  May  15,  1918. 

Died  :  At  home  October  17,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Josephine  Fischer,  15  Roosevelt  Avenue,  Troy,  N.  Y. 
Fischer,  Walter  Henry,  coxswain,  United  States  Navy. 

Enlisted:  Chicago,  111.,  February  3,  1915. 

Died:  U.  S.  S.  Michigan,  October  30,  1917. 

Cause :  Drowned. 

Next  of  kin:  Father,  Henry  J.  Fischer,  2515  Cortland  Street,  Chicago,  III. 
174483—20 18 
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Fish,  Cornie  William,  fireman,  third  class,  United  States  Navy. 

Enlisted  :  Portland,  Oreg.,  October  25,  1917. 

Died :  Naval  Station,  Mare  Island,  Calif.,  December  25,  1917. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Hannah  M.  Merrill,  Wedderburn,  Oreg. 
Fish,  Wayne  Walter,  chief  machinist's  mate,  United  States  Naval  Reserve 
Force. 

Enlisted :  Oklahoma  City,  Okla.,  June  22,  1918. 

Died :  St.  Vincent's  Hospital,  New  York,  N.  Y.,  October  20,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Mother,  Mrs.  Jesse  Fish,  Helena,  Okla. 
Fish,  Wilbur,  chief  turret  captain,  United  States  Navy. 

Enlisted  Philadelphia,  Pa.,  April  20,-1915. 

Died:  Naval  hospital,  League  Island,  Pa.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Edna  Harriet  Fish,  2727  South  Smedley  Street,  Phila- 
delphia, Pa. 
Fish,  Fernald  Jefferson,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Portland,  Me.,  July  5,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  April  18,  1918. 

Cause:  Diphtheria. 

Next  of  kin :  Wife,  Sadie  M.  Fish,  Waterville,  Me. 
Fisher,  Charles  Henry,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  November  8,  1916. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Brother,  Frank  Fisher,  Fresno,  Calif. 
Fisher,  Earl  Manning,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Kansas  City,  Mo.,  July  23,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Belle  Fisher,  Cleveland,  Mo. 
Fisher,  Edward,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  July  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  8,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:   Sister,  Helen  Fisher  McGonigal,  59  Good  Street,  Philadel- 
phia, Pa. 
Fisher,   Lester  Elmer,   seaman,   second  class,   United   States  Naval   Reserve 
Force. 

Enlisted:  Indianapolis,  Ind.,  June  19,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1919. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Carrie  W.  Fisher,  802  East  Iowa  Street,  Evansville, 
Ind. 
Fisher,   Lorin   Herbert,   chief  quartermaster,   United    States   Naval   Reserve 
Force  (A). 

Enlisted:  San  Francisco,  Calif.,  June  10,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Herbert  Hamilton  Fisher,  3268  Briggs  Avenue,  Ala- 
meda, Calif. 
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Fisher,  Mason  Gilbert,  water  tender,  United  States  Navy. 
Enlisted:  San  Francisco,  Calif.,  May  5,  1916. 
Died :  Naval  station,  Cavite,  P.  I.,  June  23,  1918. 

Cause :  Drowned. 

Next  of  kin :  Mother,  Cora  Fisher,  Pawnee  City,  Nebr. 
Fisher,  Ralph  Clinton,  pharmacist's  mate,  third  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg..  June  15,  1917. 

Died :  U.  S.  S.  Mh'cy,  October  17,  1918. 

Cause:  Meningitis,  cerebral  spinal. 

Next  of  kin :  Mother,  Julia  Fisher,  Bonners  Ferry,  Idaho. 
Fisher,  Raymond  George,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  July  9,  1917. 

Died :  Naval  forces  operating  in  European  waters,  October  2S,  1918. 

Cause :  Lost  life  in  seaplane  accident. 

Next  of  kin :  Father,  Charles  P.  Fisher,  Hepburn,  Iowa. 
Fisher,  Reginald  John,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  May  8,  1917. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  action  by  submarine. 

Next  of  kin :  Father,  Fred  W.  Fisher,  R.  R.  3,  Connersville,  Ind. 
Fisk,  Edwin  Elick,  seaman,  United  States  Navy. 

Enlisted :  Oklahoma,  Okla.,  April  30,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Julia  Fisk,  Ramona,  Okla. 
Fiske,  George  Edwin,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Providence,  R.  I.,  June  18,  1917. 

Died :  U.  S.  S.  Wisconsin,  August  31,  1917. 

Cause :  Drowning. 

Next  of  kin :  Father,  George  Fiske,  Post-office  box  35,  Summit,  R.  I. 
Fisse,  Victor,  ship  fitter,  first  class,  United  States  Navy. 

Enlisted :  Portsmouth,  N.  H.,  December  10,  1917. 

Died  :  U.  S.  S.  Leonidas,  February  11,  1918. 

Cause:  Acute  alcoholic  poisoning. 

Next  of  kin :  Nephew,  William  H.  Fisse,  691  East  One  hundred  and  thirty- 
eighth  Street,  New  York,  N.  Y. 
Fitilian,  Aram,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Chicago,  111.,  August  21,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Uncle,  S.  K.  Jorjorian,  3951  Sheridan  Road,  Chicago,  111. 
Fitzgerald,   Edward  Aloysius,   apprentice  seaman,  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  August  14,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Elizabeth  Fitzgerald,  270  Mount  Pleasant  Avenue, 
Newark,  N.  J. 
Fitzgerald,  James  Stephen,  gunner's  mate,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  September  17,  1914. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action. 

Next  of  kin:  Father,  P.  R.  Fitzgerald,  25  West  Crescent  Street,  Augusta, 
Me. 
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Fitzgerald,  John  Dewey,  fireman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Chicago,  111.,  July  8,  1918. 

Died :  New  York,  N.  Y.,  September  28,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother.  Elizabeth  Fitzgerald,  008  West  Fifty-fourth   Street, 
Chicago,  111. 
FrrzGERJdb,  John  Joseph,  first  musician.  United  States  Navy. 

Enlisted:  Boston,  Mass.,  December  17,  1914. 

Died:  U.  S.  S.  Vestal,  January  3.  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Sister,  Mrs.  Edward  F.  Rogers,  8  I  Street  South,  Boston,  Mass. 
Fitzgerald,  Maurice  Christopher,  quartermaster,  second  class,  United  States 
Naval  Reserve  Force. 

Enlisted:  Boston.  Mass.,  April  14,  1917. 

Died:  U.  S.  S.  Missouri,  January  4,  1918. 

Cause:  Drowned. 

Next  of  kin:  Father.   Maurice  Fitzgerald,  30  Summer   Street,   Somerville, 
Mass. 
Fitzgerald,  Thomas  Edward,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Boston.  Mass.,  March  17,  1917. 

Died:  Naval  Jiospital,  Chelsea,  Mass.,  May  4,  1917. 

Cause:  Tuberculosis,  acute  pneumonia. 

Next  of  kin:  Father,  Thomas  F.  Fitzgerald.  3  Minton  Street,  Dorchester, 
Mass. 
Fitzgerald,  Vance  Ord.,  chief  machinist's  mate.  United  States  Navy. 

Enlisted:  Philadelphia,  Pa..  August  29,  1917. 

Died:  U.  S.  S.  Fairmont,  April  3.  1918. 

Cause:  Enteritis,  acute  tubercular. 

Next  of  kin  :  Wife,  Marie  Annie  Fitzgerald,  918  Fairmonnt  Avenue,  Phila- 
delphia, Pa. 
Fitzhexry,  John,  blacksmith,  second  class.  United  States  Navy. 

Enlisted:  Scranton,  Pa.,  December  22,  1915. 

Died:  Naval  hospital,  Brooklyn,  N.  Y..  September  29.  1918. 

Cause:  Bronchial  pneumonia. 

Next  of  kin  :  Sister,  Delia  Coyne,  500  Cemetery  Street,  Minooka,  Pa. 
Fitzpatrick,  Elmer  John,  chief  quartermaster   (A).  United  States  Naval  Re- 
serve Force. 

Enlisted:  Cincinnati.  Ohio.  July  31,  1918. 

Died:  City  Hospital,  Minneapolis,  Minn.,  October  11.   1918. 

Cause:   Pneumonia,  lobar. 

Next  of  kin:  Father,  Andrew  Fitzpatrick,  Radcliff,  Ohio. 
Fitzpatrick,  William,  mess  attendant,   third   class,  United  States  Naval    Re- 
serve  Force. 

Enlisted:  Newport,  R.  I.,  December  31.  1917. 

Died:  Naval  hospital.  Newport.  R.  I..  March  3,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin:  Aunt.  Helen  Mannion,  86  Palmer  Street,  Fall  River,  Mass. 
Fitzsimmons,  William  Henry,  hospital  apprentice,  second  class,  United  States 
Naval  Reserve  Force. 

Enlisted  :   Buffalo,  N.  Y..  May  20,  1918. 

Died:   Naval  hospital.  Great  Lakes,  111..  September  22,  191S. 

Cause:  Influenza. 

Next  of  kin:   Father,  Jerry  Fitzsimmons,  40  Fraley  Street,  Kane.  Pa. 
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Flaherty,  John  James,  machinist's  mate,  first  class.  United  States  Navy. 
Enlisted:  Portland,  Me.,  January  18,  1917. 
Died :  I".  S.  S.  Jacob  ■/ones,  December  G,  1917. 
Cause:  Lost  life  when  vessel  was  torpedoed  and  sunk. 
Next  of  kin  :  Mother,  Margaret  Flaherty,  23  Bath  Street,  Bath,  Me. 
Flaherty,   Joseph   Timothy,   seaman,   second   class.   United    States   Naval    Re- 
serve Force. 
Enlisted:   Peoria,   111.,  May  20,  1918.  I 

Died:  Naval  hospital,  <;reat  Lakes,  111.,  September  25,  1918. 
Cause:   Influenza. 

Next    of    kin:    Mother,    Bridget    Donlan    Flaherty,    315    Oakland    Avenue. 
Peoria,  111. 
Flaig,   JOSEPH    Wendelin,   seaman,   second  class,   United   States  Naval    Reserve 
Force. 
Enlisted:   Baltimore,  Md.,  June  3,  1918. 
Died:  U.  S.  A.  G.  T.  Ticonderoga,  September  30,  1918. 
Cause:  Lost  lite  in  sinking  of  vessel. 

Next  of  kin:   Mother,  Agatha   Flaig,  315  South  Payson  Street,  Baltimore, 
Md. 
Flanagan,  John  Dewey,  seaman,  second  class.  United  States  Navy. 
Enlisted:  Chicago,  111.,  February  15,  1917. 
Died  :  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin  :  Father.  Joseph  Flanagan,  48.10  North  Paulina  Street,  Chicago, 
II). 
Flanagan,  Thomas  HENRY,  seaman,  second  class.  United  States  Navy. 
Enlisted:   Newport,  R.  I.,  October  13.  1910. 
Died:  U.  S.  S.  Jacob  Jones,  December  6,  1917. 
Cause:   Killed  in  action  with  enemy  submarine. 

Next    of    kin :    Aunt.    Katherine    Flanagan,    (59    Telegraph,    South    Boston, 
Mass. 
Flanagan,  Timothy  Benard,  fireman,  third  class,  United  States  Navy. 
Enlisted  :  Minneapolis,  Minn.,  December  12,  1917. 
Lied:  Naval  station,  Great  Lakes,  111..  January  30,  1918. 
Cause:   Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Sophia  Flanagan,  R.  F.  D.  5,  Buffalo,  Minn. 
Flanigan,  Albert  F.,  seaman,  second  class.  United  States  Navy  (G.C.  M.  P.). 
Enlisted:  Chicago,  111.,  October  11,  1917. 

Died:  Naval  prison,  Portsmouth,  N.  H.,  September  22,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Catherine  Flanigan,  2029  Congress  Street,  Chicago,  III. 
Flathebs,  James,  coxswain,  United  States  Navy. 
Enlisted:  Philadelphia,  Pa.,  June  13,  1917. 
Died:  Naval  hospital,  League  Island.  Pa.,  March  .".,  1918. 
Cause:  Appendicitis,  acute. 

Next  of  kin:  Mother.  Cecile  Flathers,  5208  Constance  Street,  New  Orleans, 
La. 
Fleischer,   Robert,   landsman    for  electrician    (R),   United    States  Naval    Re- 
serve Force. 
Enlisted:  Detroit,  Mich.,  June  1,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  25,  191S. 
Cause:  Influenza. 
Next  of  kin:  Mother,  Mary  Fleischer,  1014  Concord  Avenue,  Detroit,  Mich. 
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Fleischmann,  Charles,  electrician,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  April  25,  1917. 

Died :  Naval  air  station,  Bayshore,  Long  Island,  August  2,  1917. 

Cause:  Seaplane  accident. 

Next  of  kin :   Father,  Julius  Fleischmann,  701   Washington   Street,  New. 
York,  N.  Y. 
Fleming,  Allen,  Jr.,  seaman,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  September  22,  1915. 

Died:  U.  S.  S.  Maiiley,  March  19,  191S. 

Cause:  Killed  by  explosion. 

Next  of  kin  :  Father,  Allen  Fleming,  Athens,  Ga. 
Fleming,  George  Patrick,  electrician,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Raleigh,  N.  C,  August  9,  1918. 

Died:  Naval  hospital,  naval  base,  October  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Benjamin  F.  Fleming,  R.  F.  D.  No.  1,  Manson,  N.  C. 
Fleming,   Robert,  quartermaster,  second  class,  United   States  Naval  Reserve 
Force. 

Enlisted:  Great  Lakes,  111.,  August  9,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  March  4,  1918. 

Cause:  Died  from  poison  salvarsan,  acute. 

Next  of  kin :  Mother.  Margaret  Fleming,  2340  West  Ohio  Street,  Chicago, 
111. 
Fleniken,  Samuel  Aloysius,  fireman,  third  class,  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  July  30,  1917. 

Died:  Naval  hospital,  Newport,  R.  I.,  February  23,  1918. 

Cause:  Pneumonia,  lobar. 

Next   of  kin :    Mother,   Ada   Arbour   Fleniken,    1528   Main    Street,    Baton 
Rouge,  La. 
Fletcher,  Arnaldo  Nallie,  chief  gunner's  mate,  United  States  Naval  Reserve 
Force. 

Enlisted:  New  London,  Conn.,  July  25,  1917. 

Died :  United  States  submarine  base,  New  London,  Conn.,  October  3,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Rose  Fletcher,  Yorkville,  111. 
Fletcher,  Charles  Clares,  landsman  for  electrician,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Louisville,  Ky.,  June  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  7,  191S. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Victoria  Fletcher,  Nickelsville,  Va. 
Fletcher,  Ernest  Franklin,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Kansas  City,  Mo.,  May  7,  191S. 

Died :  Naval  hospital,  naval  base,  Norfolk,  Va.,  September  28,  1918. 

Cause :   Broncho-pneumonia. 

Next  of  kin :  Father,  John  K.  Fletcher,  Orrick,  Mo. 
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Fletcher,  Franklin  Edward,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Washington,  D.  C,  May  2,  1917. 

Died:  Naval  hospital,  Brooklyn,  N.  Y.,  October  19,  1918. 

Cause :   Pneumonia,  broncho. 

Next  of  kin :  Mother,  Annie  Elizabeth  Fletcher,  3046  N  Street  NW.,  Wash- 
ington, D.  C. 
Fletcher,  George  D.,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  March  21,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  April  23,  1917. 

Cause:   Pneumonia,   broncho. 

Next  of  kin:  Sister,  Lillian  Stansell,  Omar,  W.  Va. 
Fletcher,  George  Wells,  landsman  for  machinist's  mate  (A.),  United  States 
Naval  Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  July  11,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  11,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Edwin  Fletcher,  410  Ninth  Avenue,  Menomonie,  Wis. 
Fletcher,  Lloyd  Vernon,  seaman,  second  class,  United  States  Navy. 

Enlisted  :  Omaha,  Nebr.,  April  24,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Mother,  Ella  Fletcher,  Millard  Avenue,  Portland,  Oreg. 
Flinn,  Valentine  Patrick,  chief  machinist's  mate,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  May  30,  1917. 

Died :  New  York,  N.  Y.,  October  10,  1917. 

Cause :  Abscess  of  brain. 

Next  of  kin  :  Wife,  Beatrice  Mary  Agnes  Flinn,  240  Clinton  Street,  Brooklyn, 
N.  Y. 
Flitcroft,  Thomas  Harry,  ship's  cook,  fourth  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Milwaukee,  Wis.,  June  4.  1918. 

Died :  U.  S.  S.  Mercy,  October  8,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Charles  Flitcroft,  R.  F.  D.  1,  Delecan,  Wis. 
Flood,  Elmer  Merton,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Portland,  Me.,  June  26,  1918. 

Died:  Naval  training  camp,  Bumkin  Island,  Mass.,  September  28,  1918. 

Cause :  Influenza  and  secondary  tironchial  pneumonia. 

Next  of  kin:  Mother,  Susie  Flood,  R.  F.  D.  1,  Intervale,  Me. 
Flood,  Francis  Rorerts,  yeoman,  third  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  December  15,  1917. 

Died  :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause  :  Died  in  sinking  of  vessel. 

Next  of  kin :  Mother.  Hetta  M.  Flood,  701  Main  Street,  South  Hannibal,  Mo. 
Flood,  Nathaniel  Bailey,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Louisville,  Ky.,  May  24.  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  6,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Wife,  Shirley  Flood,  Blackwell,  Ky. 
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Flow,  Arthur  Alexander,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Raleigh,  N.  C,  July  6,  1917. 

Died:  U.  S.  S.  Michigan,  October  30,  1917. 

Cause :  Drowning. 

Next  of  kin :  Father,  James  C.  Flow,  Matthews,  N.  C. 
Flynn,  Frank,  fireman,  second  class,  United  States  Navy. 

Enlisted  :  San  Francisco,  Calif.,  February  2G,  1917. 

Died:  Naval  hospital,  Norfolk.  Vs.,  December  29,  1917. 

Cause:  Fracture  of  skull. 

Next  of  kin  :  Mother,  Mary  Burns,  925  West  Sixth  Street,  Los  Angeles,  Calif. 
Flynn,  John  Francis,  chief  master  at  arms,  United  States  Navy. 

Enlisted:  Portsmouth,  N.  H.,  January  13,  1910. 

Died :  At  home,  November  28,  1917. 

Cause:  Angina  pectoris   (heart). 

Next  of  kin  :  Wife,  Charlotte  Frances  Flynn,  51  Richard  Avenue,   Ports- 
mouth, N.  H. 
Flynn,  Maurice  J.   C,   electrician,   first   class,   United   States  Naval   Reserve 
Force. 

Enlisted :  Newport,  R.  I.,  March  22,  1918. 

Died :  Willard  Parker  Hospital,  New  York,  N.  Y.,  October  1,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Mary  E.  Flynn,  15  Barton  Street,  Taunton,  Mass. 
Flynn,  Michael  Joseph,  chief  gunner's  mate,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  August  5,  1918. 

Died:  Charlestown,  Mass.,  September  30,  1918. 

Cause :  Suicide, 

Next  of  kin:  Sister,  Belinda  Flynn,  224  Thirteenth  Street,  Scranton,  Pa. 
Fiann,  William  Patrick,  fireman,  first  class.  United  States  Navy- 
Enlisted:  Boston,  Mass.,  June  7,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

( 'ause  :  Killed  in  action. 

Next  of  kin  :  Father,  William  Flynn,  212  Green  Street,  Cambridge,  Mass. 
Flyte,  Charles  Francis,  chief  machinist's  mate,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  December  S,  1914. 

Died:  Naval  hospital,  Washington,  D.  C,  October  25,  1917. 

Cause:  Sarcoma. 

Next  of  kin :  Father,  Samuel  Flyte,  Lehighton,  Pa. 
Foegley,  Walter  Louis,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  Chicago,  111.,  August  24,  1915. 

Died :  U.  S.  S.  Pittsburgh,  October  18,  191S. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Sister,  Mildres  Foegley,  1143  South  Lafayette  Street,  South 
Bend,  Ind. 
Folckomer,  James  C,  chief  carpenter's  mate,  United  States  Navy. 

Enlisted :  Portsmouth,  N.  H.,  December  29,  1915. 

Died :  U.  S.  S.  Lawrence,  October  29,  1918. 

Cause:  Drowning. 

Next   of   kin:    Wife,   Clotien   Folckomer,    120   West   Philadelphia    Street, 
York,   Pa. 
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Foley,  James  Frances,  boatswain's  mate,  first  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  July  6,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  6,  1918. 

Cause :  Influenza. 

Next  of  kin  :   Mother,  Ellen  Foley,  723  Dorchester  Avenue,   South   Boston, 
Mass. 
Folwell,  Lawrence,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Rochester,  N.  Y.,  April  10,  1917. 

Died:  Naval  hospital,  Newport,  R.  I.,  January  28,  1918. 

Cause:  Meningitis,  cerebrospinal   (pneumococcus). 

Next  of  kin:  Mother.  Laura  Ragerty,  Roinolus,  N.  Y. 
Folz,  Walter  Henry,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Indianapolis.  Ind.,  April  23,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111..  May  2".,  1917. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  John  Folz,  R.  R.  7,  Evansville,  Ind. 
Fong,  Ah.  warrant  officer's'  steward,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  June  12,  1917. 

Died :  Naval  hospital,  Canacao,  P.  L,  August  20,  1917. 

Cause :  Dysentery  entamebic,  with  mycordatis,  acute. 

Next  of  kin :  Wife,  Ah  Foo,  20  Ying  Fong,  Hongkong,  China. 
Fonger,  Neal,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Grand  Rapids,  Mich.,  July  27,  1917. 

Died :  Naval  hospital,  Norfolk.  Va.,  February  28,  1918. 

Cause :  Meningitis. 

Next  of  kin:  Father,  J.  E.  Fonger,  R.  R.  1,  Grandville,  Mich. 
Foord,  J.  S.,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Chicago,  111.,  July  5,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  December  14,  1917. 

Cause  :  Died  from  frostbite. 

Next  of  kin  :  Father,  James  L.  Foord,  5413  Dorchester  Avenue,  Chicago,  111. 
Forbush,  Frederic  Moore,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted  :  Detroit,  Mich..  April  7,  1917. 

Died  :  Hotel  Walton.  Philadelphia.  Pa.,  October  0,  1918. 

Cause:  Influenza. 

Next   of  kin :  Father.   Frank  D.   Forbush,  315   Seminole  Avenue,   Detroit, 
Mich. 
Ford,    Ambrose   Clark,    fireman,    second    class.    United    States   Naval    Reserve 
Force. 

Enlisted  :  Boston,  Mass.,  May  23,  1917. 

Died :  U.  S.  S.  Covington,  July  1,  1918. 

Cause :  Lost  in  sinking  of  vessel. 

Next  of  kin :  Mother,  Elizabeth  Ford.  Somerville,  Mass.  x 

Ford,  Charley,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  January  2,  1918. 

Died:  Naval  hospital,  Norfolk.  Va.,  April  5,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Ed  Ford,  Trinity,  Mass. 
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Ford,  Ernest  Boyd,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Meridian,  Miss.,  May  22,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  7,  1918. 

Cause :  Pneumonia,  lobar. 

Nest  of  kin :  Father,  Green  W.  Ford,  619  Locus  Street,  Vicksburg,  Miss. 
Ford,  Irving  Jenner,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Detroit,  Mich.,  June  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Charlotte  Ford,  146  North  College  Avenue,  Grand 
Rapids,  Mich. 
Ford,  John  Emmett,  ship's  cook,  fourth  class,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  June  14,  1917. 

Die(L:  Naval  hospital,  League  Island,  Pa.,  January  9,  1918. 

Cause :  Pneumonia,  lobar. 

N.  xt  of  kin :  Father,  M.  Ford,  Greenbrier,  Ark. 
Ford,  John  Thomas,  ship's  cook,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Provincetown,  Mass.,  April  19,  1918. 

Died :  Naval  section  base,  Provincetown,  Mass.,  October  13,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Margaret  Elizabeth  Ford,  6  Atwood  Avenue,  Province- 
town,  Mass. 
Ford,  Kent  Waite,  landsman  for  yeoman,  United  States  Naval  Reserve  Force. 

Enlisted:  Great  Lakes,  111.,  July  11,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin:  Aunt,  Maria  Fifer,  1108  West  Fifteenth  Street,  Fort  Worth, 
Tex. 
Ford,  Merrill  Walter,   seaman,   second   class,   United   States  Naval  Reserve 
Force. 

Enlisted:  Detroit,  Mich.,  July  5,  1918. 

Died :  United  States  Navy  rifle  range,  Camp  Logan,  111.,  October  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  E.  Ford,  Bryant,  Ind. 
Ford,  Thomas  Walker,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  June  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 

Causa:  Appendicitis,  acute. 

Next  of  kin  :  Mother,  Kate  Hallowel  Ford,  5511  Bloyed  Street,  Germantown, 
Philadelphia,  Pa. 
Fore,  Ellie  Elbert,  seaman,  second  class,  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  June  4,  1017. 

Died :  U.  S.  S.  Solace,  Di  cember  7,  1917. 

Cause :  Lifbar  pneumonia. 

Next  of  kin :  Father,  Daniel  Thomas  Fere,  Watson,  La. 
Foreman,  Frank  Palaran,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Los  Angeles,  Calif.,  November  27,  1917. 

Died:  Naval  training  camp,  San  Diego,  Calif.,  February  14,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Oman  Foreman,  1212  West  Tenth  Street,  Los  Angeles, 
Calif. 
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Forrest,  Samuel  Adolhus,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Raleigh,  N.  C,  May  17,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  November  24,  1917. 

Cause:  Pnuimonia,  lobar. 

Next  of  kin:  Father,  J<  seph  R.  Forrest,  Francisco,  N.  C. 
Forrester,  Edward  August,  oiler,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  October  5,  1915. 

Died  :  Naval  hospital,  Las  Animas.  Colo.,  April  10,  1917. 

Cause:  Tuberculosis,  chronic,  pulmonary. 

Next   of   kin:    Mother,   Catherine   Forrester,   18  Richileu  Apartments,   In- 
dianapolis, Ind. 
Forsteu,  Louis  George,  enuineman,  second  class,  United  States  Navy. 

Enlisted:  Baltimore.  Md.,  November  13,  1916. 

Died:  U.  S.  S.  Carolo  IV;  died  at  Hospital  5,  France,  May  20,  1918. 

Cause:  Epilepsy. 

Next  of  kin :  Father,  Louis  Forster,  3134  O'Donnell  Street,  Baltimore,  Md. 
Foss,  Arnold  Oi.e,  landsman  for  machinist's  mate   (A),  United  States  Naval 
Reserve  Force. 

Enlisted:  Great  Lakes,  111.,  June  17,  191S. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :   Mother,  Marie  Thoried  Foss,  2118  North  Hamlin  Avenue, 
Chicago,  111. 
Foster,  Arthur,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  February  21,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  26,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Sampson  Foster,  general  delivery,  Topeka,  Kans. 
Foster,  Harvey  John,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  January  29,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  29,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Daniel  Foster,  13  South  Forty-third   Street,  Phila- 
delphia, Pa. 
Foster,  John  Edward,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted:  Chicago,  111.,  January  25,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  27,  191S. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Sarah  Feathers  Foster,  5464  West  Madison  Street, 
Chicago,  111. 
"Fournier,  William  James,  fireman,  third  class,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  July  10,  1917. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  September  17,  1917. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Father,  Antoine  Fournier,  Mariposa  County,  Calif. 
Four,  Oid,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  December  13,  1917. 

Died :  Navy  Base  Hospital  No.  5,  France,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Minnie  Fout,  216  North  Rural  Street,  Indianapolis, 
Ind. 
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Fowler,   Cecix  Arthur,   seaman,   second  class,   United   States  Naval   Reserve? 
Force. 

Enlisted:  Milwaukee,  Wis.,  July  23,  1918. 

Died  :  New  York,  X.  Y.,  September  21,  1918. 

Cause :  Pneumonia. 

Xext   of   kin:    Father,  Alfred    Fowler,   900   North   Pine   Street,   Ishpeining, 
Mich. 
Fowi. Kit,  Fred  Vincent,  electrician,  third  class  (R),  United  States  Navy. 

Enlisted:  Wilkes-Barre,  Pa.,  April  12,  1917. 

Died  :  Key  West,  Fla.,  March  20,  191S. 

Cause :  Fracture. 

Xext  of  kin  ;  Mother,  Annie  Fowler,  River  Road,  Plainesville,  Pa. 
Fowler,  William  Wallace,  seaman,  second  class,  United  States  Navy, 

Enlisted:  Columbia,  S.  C,  December  15,  1917. 

Died:  U.  S.  S.  Prhtcess  Matioka,  October  ."»,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Sister,  Mrs.  A.  H.  Holt,  222  Webster  Street.  Greenville,  S.  C. 
Fox,  Charles  Wesley,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Albany,  X.  V..  September  25,  1917. 

Died:  Marine  hospital,  Baltimore,  Md.,  February  14.  1918. 

Cause :  Tuberculosis. 

Xext  of  kin:  Mother,  Sarah  Fox,  Graphite,  X.  Y. 
Fox,    Edward   William,    seaman,   second   class,    Cnittd    states   Naval    Reserve 
Force. 

Enlisted:  Indianapolis,  Ind.,  June  17,  1918. 

Died:  Naval  hospital.  Great  Lakes.  HI.,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  George  F.  Fox,  R.  R.  2,  Guilford,  Ind. 
Fox,  Gilbert  Marion,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted:  Cincinnati,  Ohio,  July  0,  1918. 

Died:  Navy  rifle  range,  Camp  Logan,  III..  September  .30,  1918. 

Cause :  Pneumonia,  broncho. 

Xext  of  kin:  Father,  Willard  A.  Fox,  8022  Harvey  Avenue.  Cincinnati,  Ohio. 
Fox,  John  Harry.  Seaman,  United  States  Navy. 

Enlisted:  St.  Louis.  Mo.,  October  19,  1910. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

( 'ause :  Member  of  crew  on  missing  Cyclops. 

Xext  of   kin:   Father.   Adolph    II.    Fox,   915   North   Nineteenth   Street,   St. 
Louis,  Mo. 
Fox,  Kenneth  Albert,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Binghamton,  X.  Y.,  June  4,  1918. 

Died:  Naval  hospital,  Pelham  Kay  Park,  X.  Y..  October  (5.  1918. 

Cause:  Pneumonia,  broncho. 

Xext  of  kin:  Mother,  Emma  Fox.  R.  F.  D.  2,  Nichols,  X.  Y. 
Fox,  William,  machinist's  mate,  first  class,  United  Slates  Navy. 

Enlisted:  Buffalo,  X.  Y.,  June  25,  1917. 

Died:  Naval  air  station,  Miami,  Fla..  October  17,  1918. 

Cause:  Pneumonia,  lobar. 

Xext  of  kin:  Brother,  Alexander  Lisetzky,  Odessa.  Russia. 
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Fox.    Wiijuam   Franklin,   apprentice  seaman,   United   States  Naval    Reserve 
Force. 

Enlisted:  Meridian,  Miss.,  July  23,  1918. 

Died:  Naval  hospital.  New  Orleans,  La..  October  22,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Jerry  M.  Fox,  R.  F.  D.  2,  Slate  Springs,  Miss. 
Fraley,    Guy    Barstow,    chief    quartermaster,    United    States    Naval    Reserve 
Force. 

Enlisted  :  Boston,  Mass.,  April  16,  1917. 

Died  :  Naval  air  station,  Pensacola.  Fla..  August  12,  1918. 

Cause:   Killed  in  airplane  accident. 

Next  of  kin  :  Father,  Charles  J.  Fraley,  Ceneseo,  N.  Y. 

Fkai.ky,  Horpy  Kellky,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  December  2S,  1917. 

Died  :  Naval  hase  hospital  No.  5.  April  15,  1918. 

Cause:  Cerebrospinal  mneingitis. 

Next  of  kin  :  Sister.  Mary  Fraley,  617  East  Cherry  Street,  Columbus,  Ohio. 
Frame,  John  Roy,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Cincinnati,  Ohio.  July  3.  1918. 

Died:  Naval  hospital,  naval  hase,  Virginia,  September  30,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Father,  John  Frame,  R.  R.  No.  5,  Zenia,  Ohio. 
Frame,  Ross  Howard,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Indianapolis,  Ind..  May  31,  1918. 

Died  :  Naval  hospital,  Great  Lakes,  111..  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother.  Lottie  Storey  Frame,  548  Highland  Avenue,  Indian- 
apolis, Ind. 
France,  Ferdinand  John,  quartermaster,  third  class,  United  States  Navy. 

Enlisted:  Albany.  N.  Y.,  November,  15,  1915, 

Died:  U.  S.  S.  Birmingham,  September  23,  1918. 

Cause:  Suicide. 

Next  of  kin :  Mother,  Kathryn  Zellmer,  427  Paige  Street,  Schenectady.  N.  Y. 
Francis,  Ernest  Medeiros,  musician,  first  class,  United  States  Navy. 

Enlisted :  Providence,  R.  I.,  January  7,  1918. 

Died :  U.  S.  S.  Solace,  October  23,  1918. 

Cause:  Meningitis,  cerebrospinal. 

Next  of  kin  :  Mother.  Lea  Medeiros  Francis.  133  Willis  Street,  New  Bedford, 
Mass. 
Francis,  James  Alva,  electrician,  third  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  September  29,  1915. 

Died :  U.  S.  S.  Jacob  Jonex,  December  6,  1917. 

Cause :  Killed  in  action. 

Next  of  kin:  "Wife.  Clara  Francis,  Osgood,  Ind. 
Frank,  George  Ellison,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Dallas.  Tex.,  October  1,  1918. 

Died  :  Baylor  University,  Waco.  Tex.,  naval  unit,  October  15,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  James  D.  Frank,  Onalaska,  Tex. 
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Frank,  Gustave,  chief  master  at  arms,  United  States  Navy, 

Enlisted :  Philadelphia,  Pa.,  February  12,  1918. 

Died :  Receiving  ship  at  Philadelphia,  Pa.,  March  19,  1918. 

Cause :  Rupture  of  aorta. 

Next  of  kin:  Wife,  Agnes  Mary  Frank,  1537  South  Marston  Street,  Phila- 
delphia, Pa. 
Frank,  William  Vincent,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  November  14,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  February  10,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin  :  Father,  James  J.  Frank,  121  Humboldt  Street,  Detroit,  Mich. 
Franke,  Rheinhold  Armien  Otto,  machinist's  mate,  second  class,  United  States 
Navy. 

Enlisted :  Brooklyn,  N.  Y.,  March  30,  1915. 

Died:  U.  S.  S.  Lakemoor,  April  11,  191S. 

Cause:  Lost  life  in  sinking  of  vessel. 

Next  of  kin:  Father,  Richard  Franke,  1549   South   Eleventh  Street,   She- 
boygan, Wis. 
Franklin,  Irving,  electrician,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Fall  River,  Mass.,  March  28,  1917. 

Died :  U.  S.  S.  Kearsarge,  September  19,  1918.    Died  while  on  leave  at  home. 

Cause:  Lobar  pneumonia. 

Next  of  kin  :  Wife,  Mable  Franklin,  77  Eastern  Avenue,  Fall  River,  Mass. 
Franklin,  McDonald,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Raleigh,  N.  C,  July  31,  191S. 

Died :  Naval  hospital.  Norfolk,  Va.,  October  4,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Father,  William  E.  Franklin,  Crossnore,  N.  C. 
Frantz,  Georgk,  so.- man,  second  class,  United  States  Naval  Reserve  Force. 

p]nlisted:  Scranton,  Pa.,  July  2,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  29,  1918. 

Cause:  InfluenK*. 

Next  of  kin:  Mother,  Lizzie  Frantz,  R.  F.  D.  3,  Stroudslmrg,  Pa. 
Frantz,  Selim  DeForrest,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York  City,  N.  Y.,  June  12,  1918. 

Died :  West  Reading,  Pa.,  August  8,  1918. 

Cause :  Drowned. 

Next  of  kin:  Mother,  Mrs.  Milton  G.  Hummel,  H.  V.  D.  1,  Sinking  Springs, 
Pa. 
Franz,  Frederick,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  November  5,  1915. 

Died :  St.  Elizabeths  Hospital,  Washington,  D.  C,  May  30,  1918. 

Cause :  Syphilis  and  dementia  paralytus. 

Next  of  kin :  Sister,  Pauline  Blum,  9  Lotus  Avenue,  Evergreen,  Long  Island, 
N.  Y. 
Frary,   Fay  Judson,   chief  quartermaster    (A).    United   States   Naval   Reserve 
Force. 

Enlisted:  St.  Louis,  Mo.,  August  19,  1918. 

Died:  Dunwoody  Naval  Training  Schools,  Minneapolis,  Minn.,  October  10, 
1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Frank  J.  Frary,  Medina,  N.  Y. 
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Fkansozie,  Cksare  John,  ship's  cook,  fourth  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  May  8,  1918. 

Died:  Willard Parker  Hospital,  New  York,  N.  Y.,  October  4,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Theresa  Fransozie,  26  Clark  Street,  Soruerville,  Mass. 
Fratus,  Frank,  carpenter's  mate,  third  class,  United  States  Navy. 

Enlisted:  Provincetown,  Mass.,  April  6,  1917. 

Died :  U.  S.  S.  Michigan,  July  29,  1918. 

Cause:  Hemorrhage. 

Next  of  kin :  Mother,  Mary  Rose  Fratus,  19  Tremont  Street,  Provincetown, 
Mass. 
Frazes,  Edna  May,  landsman  for  ye<»man   (F),  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  September  10,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  22,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Catherine  Frazes,  446  Ninth  Street,  Brooklyn,  N.  Y. 
Frazier,  Francis  LeeRoy,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Indianapolis,  Ind.,  July  31,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Hugh  Frazier,  R.  R.  38,  Union  City,  Ind. 
Frazier,  Hugh  Arthur,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  May  4,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  15,  1917. 
|    Cause:  Lobar  pneumonia. 

Next  of  kin :  Father,  Charles  R.  Frazier,  Bonami,  La. 
Freader,  George  Francis,  fireman,  third  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  June  7,  1918. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause :  Killed  in  action  by  enemy  submarine. 

Next  of  kin :  Anna  Freader,  573  Boulevard,  Bayonne,  N.  J. 
Freas,   Arthur  William,   yeoman,   first   class,   United   States  Naval   Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  July  11,  1918. 

Died :  Navy  yard,  Philadelphia,  Pa.,  October  10,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Sarah  Millner  Freas,  2112  East  Haines  Street,  Phila- 
delphia, Pa. 
Frechette,  Alphonse  F.,  painter,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Newport,  R.  I.,  May  3,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  25,  1918. 

Cause:  Broncho-pneumonia. 

Next   of   kin :  Mother,    Georgianna    Frechette,   363   Bay    Street,   Taunton, 
Mass. 
Fredenburg,  Benjamin  Fuller,  electrician,  third  class,  United  States  Navy. 

Enlisted:  Providence,  R.  I.,  December  20,  1917. 

Died :  U.  S.  S.  Herman  Frasch,  October  4,  1918. 

Cause :  Lost  life  in  collision. 

Next  of  kin :  Father,  George  Fredenburg,  185  Carpenter  Street.  Providence, 
R.  I. 
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Frederick,  Charles  Hezekiah,  hospital  apprentice,  second  class,  United  States 
Navy. 

Enlisted  :  Birmingham,  Ala.,  May  9,  1917. 

Died  :  Naval  hospital,  Newport.  R.  I.,  June  4,  1917. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Father,  Rohert  M.  Frederick.  Haekleburg,  Ala. 
Fredline,  John  Morris,  gunner's  mate,  second  class.  United  States  Navy. 

Enlisted:  Mare  Island,  Calif.,  July  11,  1914. 

Died:  Mendocino  State  hospital.  Mare  Island,  Calif.,  October  12,  1918. 

Cause:  Dementia  paralytics. 

Next  of  kin  :  Sister,  Margie  Brunt,  .148  North   Wanamaker  Street,-  Phila- 
delphia, Pa. 
Fkkdrickskn,  Louis,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  April  16,  1917. 

Died :  U.  S.  S.  SoutJiery,  June  11,  1917. 

Cause :  Cerebrospinal  meningitis. 

Wxt  of  kin  :  Father,  Ralph  Fredricksen,  340  Fifty-seventh  Street.  Brook- 
lyn, N.  Y. 

Frekrurg,  Frank,  seaman,  second  class,  United  States  Navy. 

Enlisted  :  Minneapolis,  Minn.,  November  4,  1916. 

Died:  Naval  hospital,  Norfolk.  VaM  January  8,  1918. 

Cause:  Myelitis  traverse. 

Next  of  kin  :  Mother,  Minnie  Freeburg,  Grand  Forks,  N.  Dak. 
Freeman,  Alfred  Kay,  fireman,  third  class.  United  States  Naval  Reserve  Force , 

Enlisted :  Cincinnati,  Ohio,  August  12,  191S. 

Died :  Naval  hospital,  Hampton  Roads,  Va„  September  28,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Eva  Dell  James,  Owens,  Ohio. 
Freeman,  Emmett  Arlington,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Oklahoma  City,  Okla.,  December  5,  1917. 

Died:  Naval  station,  Great  Lakes,  111.,  March  11,  1918. 

Cause,  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Hannah  E.  Freeman,  R.  3,  Norman,  Okla. 
Freeman,  Rorert  Jennings,  fireman,  third  class,  United  States  Navy. 

Enlisted  :  Pittsburgh,  Pa.,  November  14,  1917. 

Died:  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin:  Brother,  John  E.  Freeman,  box  162.  West  Brownsville,  Pa. 
French,  Charles,  fireman,  first  class,  Fleet  Reserve. 

Enlisted  :  New  York,  N.  Y.,  October  26.  1916. 

Died  :  U.  S.  S.  Jarob  Jones,  December  6,  1917. 

Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin:  Mother,  Nora  French.  240  East  Fourteenth  Street,  New  York, 
N.  Y. 
French,   Ralph   Waldo,   fireman,   second   class,   United    States   Naval   Reserve 
Force. 

Enlisted  :  New  York,  N.  Y.,  August  1,  1918. 

Died  :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  10,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Mother,  Nora  French,  238  East  Fourteenth  Street,  New  York, 
N.  Y. 
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Fbench,  Ray  Melcom,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Boston,  Mass.,  November  21,  1917. 
Died :  Naval  hospital,  Newport,  R.  I.,  February  5,  1918. 
Cause:  Broncho-pueumonia. 

Next  of  kin :  Father,  Elmer  French,  North  Haverhill,  N.  H. 
Fkench,  Ulysses  Grant,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Poughkeepsie,  N.  Y.,  June  4,  1917. 
Died :  U.  S.  S.  Leviathan,  March  27,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  W.  W.  French,  126  Franklin  Street,  Kingston, 
N.  Y. 
Feettek,  Virgel  Oliver,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted:  Detroit,  Mich.,  July  1,  1918. 

Died :  St.  Joseph's  Hospital,  Providence,  R.  I.,  September  23,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Mother,  Amanda  Rouch  Fretter,  Saginaw,  West  Side,  Mich. 
Frey,  Felix  Festus,  seaman,  second  class.  United  States  Navy. 
Enlisted:  Meridian,  Miss.,  April  30,  1918. 
Died :  Boston,  Mass.,  September  26,  1918. 
Cause :  Influenza  pneumonia. 

Next  of  kin :  Father,  William  Frey,  Mangham,  La. 
Fridd,  Lee  Franklin,  storekeeper,  third  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Buffalo,  N.  Y.,  May  31,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  8,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Christine  Wynona  Fridd,  Lavonia,  N.  Y. 
Fried,  Frank  Carl,  landsman  for  electrician  (R),  United  States  Naval  Reserve 
Force. 
Enlisted :  Kansas  City,  Mo.,  November  15,  1917. 
Died :  Great  Lakes,  111.,  February  5,  191S. 
Cause :  Pneumonia,  broncho. 
Next  of  kin  :  Father,  Frank  Fried,  Mena,  Ark. 
Friedman,  Myron  Samuel,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 
Enlisted :  San  Diego,  Calif.,  July  5,  1918. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  November  10,  1918. 
Cause:  Pneumonia. 

Next  vf  kin :  Father,  Samuel  Friedman,  1575  West  Vernon  Avenue,  Los 
Angeles,  Calif. 
Friedrich,  Arthur,  apprentice  seaman,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  April  24,  1917. 
Died :  Naval  hospital,  Newport,  R.  I.,  May  14,  1917. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Arthur  Friedrich,  202  Grove  Street,  Brooklyn,  N.  Y. 
Friend,   Oshoene  Proctor,  quartermaster,  second  class,  United   States  Naval 
Reserve  Force. 
Enlisted :  Newport,  R.  I.,  May  22,  1917. 
Died:  Naval  hospital,  Philadelphia,  Pa.,  September  29,  191 S. 
Cause:  Influenza. 

Next  of  kin:  Wife,  Florence  B.  Friend,  34  School  Street,  Claremont,  N.  H. 
1744S3— 20 19 
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Fbisbie,  Fbank  Ingoldsby,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Louisville,  Ky.,  July  17,  1918. 

Died:  Cumberland  Street  Hospital,  New  York,  N.  Y.,  September  28,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Alva  Frisbie,  203  East  Thirty-eighth  Street,  Coving- 
ton, Ky. 
Fbitts,  William  Talmage,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  December  21,  1915. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  24,  1918. 

Cause :  Influenza. 

Nest  of  kin :  Mother,  Lula  Fritts,  Conasauga,  Tenn. 
Fbohnee,  Raymond  Ashton,  electrician,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Philadelphia,  Pa..  June  G,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  4,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Helen  Frohner,  2314  North  Van  Pelt  Street,  Philadel- 
phia, Pa. 
Feost,  Ebnest  Mahlon,  seaman,  United  States  Navy. 

Enlisted:  Burlington,  Vt,  April  10,  1917. 

Died:  U.  S.  S.  Missouri,  November  7,  191S. 

Cause :  Died  from  shock  after  being  hit  by  street  car  in  Philadelphia. 

Next  of  kin :  Brother,  George  Edward  Densmore,  Washington,  Vt. 
Fbost,  Leon  Lycubgus,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Portland,  Me.,  April  3,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  April  24,  1917. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Edward  H.  Frost,  R.  F.  D.  2,  Guilford,  Me. 
Fbost,  Mark  W.,  machinist's  mate,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  June  4,  1917. 

Died :  Boston,  Mass.,  October  3,  1917. 

Cause:  Typhoid  fever. 

Next  of  kin :  Wife,  Annie  M.  Frost,  East  Hampstead,  N.  H. 
Fbost,  William  Richaed,  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  April  29,  1915. 

Died :  U.  S.  S.  Ozark,  July  4,  1917. 

Cause:  Acute  peritonitis  and  intestinal  obstruction. 

Next  of  kin :  Father,  George  Francis  Frost,  375  Washington  Avenue,  New- 
ark, N.  J. 
Fbost,  Wyatt  Benjamin,  fireman,  second  class,  United  States  Navy. 

Enlisted :  El  Paso,  Tex.,  June  20,  1917. 

Died:  Hospital,  Vladivostok,  March  20,  1918. 

Cause:  Smallpox. 

Next  of  kin :  Mother,  Mrs.  L.  A.  Frost,  Roscoe,  Tex. 
Fbtjsh,  David  Kenneth,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Indianapolis,  Ind.,  May  1,  191S. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Peter  B.  Frush,  713  West  Broadway,  Logansport, 
Ind. 
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Feye,  Dock  Benjamin,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Columbia,  S.  C,  January  28,  3918. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause :  Killed  by  enemy  submarine. 

Next  of  kin :  Sister,  Minnie  May  Frye,  Conway,  S.  C. 
Fuchs,  Julius  Arnold,  seaman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  May  12,  1917. 

Died :  U.  S.  S.  Neptune,  February  21,  1918. 

Cause:  Struck  by  coal  bucket. 

Next  of  kin :  Father,  Arnold  A.  Fuchs,  4549  Wichita  Avenue,  St.  Louis,  Mo. 
Fuery,  Leo  Michael,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Buffalo,  N.  Y.,  May  9,  1918. 

Died :  U.  S.  S.  Mercy,  October  7,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Thomas  Fuery,  Middleport,  N.  Y. 
Fugita,  Ko,  cabin  steward,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  March  31,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  May  10,  1918. 

Cause :  Nephritis. 

Next  of  kin:  Wife,  Margaret  Fugita,  2643  South  Watt  Street,  Philadel- 
phia, Pa. 
Fuller,  Donald  Preston,  electrician,  second  class   (R.),  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  April  14,  1917. 

Died:  Naval  hospital,  St.  Nazaire,  France,  October  11,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mary  Elizabeth  Halcomb,  Ponds  Creek,  Okla. 
Fuller,  Ernest  Davis,  seaman,  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  June  12,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cam  e :  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Father,  Elmore  Fuller,  Springport,  Mich. 
Fuller,  Fred  Hollister,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  May  1,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  June  27,  1917. 

Cause :  Appendicitis,  acute. 

Next  of  kin :  Father,  Frank  Fuller,  R.  R.  8,  South  Bend,  Ind. 
Fulton,  Harold  Campbell,  chief  gunner's  mate,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  July  24,  1917. 

Died:  Naval  Proving  Grounds,  Indianhead,  Md.,  October  14,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  John  Dean  Fulton,  174  Vanderveer  Place,  Woodhaven, 
Long  Island. 
Funk,  Harold  Conrad,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Cleveland,  Ohio,  June  4,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  3,  1918. 

Cause :  Pueumonia. 

Next   of  kin:  Father,   George   Funk,   1542  Highland   Avenue,   Lakewood, 
Ohio. 
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Funk,  Jessie  Cleon,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  St.  Louis,  Mo.,  June  19,  1918. 

Died :  U.  S.  S.  Solace,  October  4,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother.  Allie  Rose,  Quapaw,  Okla. 
Funk,  Ralph  Hakry,  blacksmith  for  molder.  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  May  11,  1917. 

Died:  U.  S.' S.  Be  Kalb,  November  30,  1917. 

Cause :  Self-inflicted  wound. 

Next  of  kin :  Mother,  Dore  E.  Funk,  US  North  Church  Street,  Waynes- 
boro, Pa. 

Furrer,  Jacob  Charles,  seaman,  >econd  class.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  July  30,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Louisa  Furrer,  2526  Seventh  Avenue,  Altoona,  Pa. 
Gadberry,  William  Dakota,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Chicago,  111.,  May  18,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  July  8,  1917. 

Cause :  Broncho  pneumonia. 

Next  of  kin :  Father,  Andrew  J.  Gadberry,  Wilmington,  111. 
Gaddis,  Hermon  Carlisle,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  Orleans,  La.,  May  17,  191S. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  17,  191S. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Augie  B.  Gaddis,  Pleasant  Hill,  La. 
Gadrow,  Alfred  Henry,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Newport,  R.  I.,  June  5,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  18,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Louis  Gadrow,  Peacedale,  R.  I. 
Gadrow,  Henry  Arthur,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Providence,  R.  I.,  July  27,  1917. 

Died:  Steamship  Rochester,  September  27,  1917. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Alfred  Gadrow,  Manchester  Street,  Crompton,  R.  I. 
Gafner,  Chris,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  St.  Louis,  Mo.,  July  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Henry  Gafner,  934  Garfield  Street,  Springfield,  Mo. 

Gage,  Glen  Arbor,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Birmingham,  N.  Y.,  May  14,  1918. 
Died:  Naval  training  station,  Great  Lakes,  111.,  October  5,  1918. 
Cause:  Pneumonia,  broncho. 
Next  of  kin :  Mother,  Jennie  Vera  Gage,  Jackson  Street,  Greene,  N.  Y. 
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Gahde,  John  Jay,  hospital  apprentice,  second  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  June  24,  1918. 

Died:  Naval  hospital,  Pelharn  Bay  Park,  N.  Y.,  October  11,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:   Wife,  Frida  M.   Gahde,   32  West   Sixty-eighth   Street,  New 
York,  N.  Y. 
Gaieloux,  Feed  Joseph,  seaman,  second  class,   United   Stales  Naval   Reserve 
Force. 

Enlisted :  Milwaukee,  Wis.,  May  4,  1918. 

Died:  Naval  training  station,  Great  Lakes.  111.,  September  27,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:   Father,   Phillip  Gailloux,  1310  First   Street,   Prince  Albert, 
Canada. 
Gain,  Thomas  Edward,  seaman,  second   class,  United   States  Naval   Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  July  11,  1918. 

Died :  Naval  hospital,  Pelharn  Bay  Park,  N.  Y.,  October  10,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Michael  Gain,  234  Fremont  Street,  Peekskill,  N.  Y. 
Gainer,  Austin  Edward,  machinist's  mate,  first  class.  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  April  4,  1918. 

Died:  At  home,  October  30,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Anne  Gainer,  1511  Hatch  Avenue,  Ozone  Park,  Long 
Island,  N.  Y. 
Gaines,  William  Thomas,  engineman,  second  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  September  17,  1915. 

Died :  U.  S.  S.  Mercy,  September  30,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  S.  Gaines,  R.  R.  1,  Bowling  Green,  Ky. 
Galatz,  Joseph,  seaman,  United  States  Navy. 

Enlisted:  Milwaukee,  Wis.,  August  3,  1917. 

Died :  Barry  Accident  Hospital,  Cardiff,  October  14,  1918. 

Cause :  Fractured  skull. 

Next  of  kin :  Father,  Mandal  Galatz,  Marinette,  Wis. 
Galbraith,  Charles  Clifford,  hospital  apprentice,  second  class,  United  States 
Navy. 

Enlisted:  Kansas  City,  Mo.,  May  10,  1918. 

Died:.  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Samuel  O.  Galbraith,  Platte  City,  Mo. 
Galentine,  Chester  Francis,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Oklahoma  City,  Okla.,  May  9,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Mother,  Annie  Galentine,  Skiatook,  Okla. 
Galindez,  Angel,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Naval  station,  Olongapo,  P.  I.,  February  11,  1918. 

Died :  U.  S.  S.  S.  R.  Jones,  May  17,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Aunt,  Amelia  Filancer,  San  Felipe,  P.  I. 
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Gallagher,   Andrew   Jackson   Town,   landsman   for   machinist's   mate    (A), 
United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  December  31,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  February  14,  1918. 

Cause:  Intestinal  obstruction. 

Next  of  kin :  Mother,  Elizabeth  T.  Gallagher,  Philadelphia,  Pa. 
Gallagher,  Francis  Michael,  fireman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  T.,  June  27,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  May  10,  1918. 

Cause:  Syphilis. 

Next  of  kin :  Father,  Patrick  Gallagher,  426  East  Fifty-seventh  Street,  New 
York,  N.  Y. 
Gallagher,  James  Aloysius,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  April  11,  1917. 

Died:  At  home,  October  16,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  John  J.  Gallagher,  380  Sackett  Street,  Brooklyn,  N.  Y. 
Gallagher,  James  Henry,  machinist's  mate,  first  class.  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  June  26,  1917. 

Died :  U.  S.  S.  Mercy,  October  9,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father.  John  J.  Gallagher,  789  Comunipaw  Avenue,  Jersey 
City,  N.  J. 
Gallene,  Llewellyn  Madison,  Jr.,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  December  3,  1917. 

Died:  Naval  station,  Great  Lakes,  111.,  January  28,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Llewellyn  M.  Gallent,  sr.,  Ariel,  Miss. 
Gallman,  Richard  Edwood,  seaman,  United  States  Navy. 

Enlisted:  Columbia,  S.  C,  April  19,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y,  June  16,  1918. 

Cause:  Gangrene. 

Next  of  kin :  Mother,  Jane  Gallman,  R.  8,  Gaffney,  S.  C. 
Gallup,   Raymond   Mancha,    machinist's   mate,    second    class,    United    States 
Naval  Reserve  Force. 

Enlisted:  Norfolk,  Va.,  November  23,  1917. 

Died:  Naval  hospital,  New  London,  Conn.,  September  26,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mary  L.  Gallup,  Fayetteville,  N.  C. 
Galvez,  Alfredo,  mess  attendant,  second  class,  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  December  30,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  21,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Maxino  Galvez,  239  Marteriz  Street,  Cebu,  P.  I. 
Galvin,  Ella  M.,  yeoman    (F).   second   class.  United   States  Naval   Reserve 
Force. 

Enlisted :  Newport,  R.  I.,  July  23,  1918. 

Died :  Naval  hospital,  New  London,  Conn.,  November  11,  1918. 

Cause:  Multiple  injuries. 

Next  of  kin :  Mother,  Julia  Galvin,  103  Covel  Street,  Fall  River,  Mass. 
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Gambbell,  John  Leavell,  leaman,  second  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  April  14,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  May  17,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Ola  O.  Garnbrell,  Drew,  Miss. 
Games,  Frank  Lorne,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Peoria,  111.,  November  22,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  28,  1918. 

Cause:  Scarlet  fever. 

Next  of  kin :  Father,  Lynch  Games,  Latham,  111. 
Gander,  Harold,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Cleveland,  Ohio,  July  30,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  September  30,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  Gander,  R.  F.  D.  7,  Cumberland,  Ohio. 
Ganster,  John,  quartermaster^  second  class,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  March  27,  1917. 

Died :  Naval  air  station,  Dunkirk,  France,  May  18,  1918. 

Cause :  Result  of  injuries  received  in  aeroplane  accident. 

Next  of  kin :  Father,  Harry  W.  Ganster,  Lenox  Avenue,  Govanstown,  Md. 
Gant,  Allen,  chief  quartermaster,  United  States  Naval  Reserve  Force. 

Enlisted :  New  Orleans,  La.,  January  23,  1918. 

Died :  New  Orleans,  La.,  October  17,  1918. 

Cause :    Influenza. 

Next  of  kin:  Wife,  Mrs.  Sadie  N.  Gant,  2333  Valence  Street,  New  Or- 
leans,  La. 
Gantt,  James  Robert  S.,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  April  7,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  April  29,  1917. 

Cause :    Cerebrospinal   fever. 

Next  of  kin :  Father,  Mart  C.  Gantt,  Princeton,  Tex. 
Gapinski,  Michael,  Jr.,  water  tender,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  November  21,  1914. 

Died :  U.  S.  S.  Fanning,  September  22,  1918. 

Cause :  Shot  by  a  shipmate. 

Next  of  kin:  Father,  Michael  Gapinski,  sr.,  1130  Atlantic  Avenue,  Cam- 
den, N.  J. 
Gaeber,  Albert  Milton,  seaman,  second  class,  United  States  Reserve  Force. 

Enlisted:  Milwaukee,  Wis.,  July  8,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause :    Influenza. 

Next  of  kin :  Father,  Fred  Garber,  737  Church  Street,  Berlin,  Wis. 
Garber,  Ernest  Eugene,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  July  26,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  191S. 

Cause :   Influenza. 

Next  of  kin :  Mother,  Clara  F.  Garber,  R.  R.  2,  North  Manchester,  Ind. 
Garber,  Michael,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Wilkes-Barre,  Pa.,  May  2,  1918. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  5,  1918. 

Cause:    Pneumonia. 

Next  of  kin:  Brother,  Harry  Garber,  Glen-Lyon,  Pa. 
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Garcia,  Leopoldo  Esteban,  coxswain,  United  States  Navy. 

Enlisted :  Galveston,  Tex.,  February  11,  1914. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:   On  board  missing  ship. 

Next  of  kin :  Brother,  Julio  Garcia,  San  Diego,  Tex. 
Gard,  Allyn  Jason,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Minneapolis,  Minn.,  May  20,  1918. 

Died :  Royal  hospital,  South  Queensferry,  Scotland,  November  6,  1918. 

Cause :    Pneumonia. 

Next  of  kin :  Mother,  Effie  Gard,  513  East  Miller  Street,  Springfield,  111. 
Gardner,  Earl  Frederick  Rudolph,  seaman,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  St.  Louis,  Mo.,  June  14,  1918. 

Died :  Navy  yard,  Puget  Sound,  Wash.,  September  26,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Dorthia  Gardner,  210  Garden  Street,  Edwardsville,  111. 
Gardner,  Lionel  Hiles,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Grand  Rapids,  Mich.,  April  12,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  1,  1918. 

Cause :  Undetermined. 

Next  of  kin :  Mother,  H.  T.  Baldwin,  1028  Fairmount  Street,  Grand  Rapids, 
Mich. 
Gardner,  Raymond  Harold,  landsman  for  electrician  (R),  United  tSates  Naval 
Reserve  Force. 

Enlisted  :  Minneapolis,  Minn.,  May  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26.  1918. 

Cause:  Influenza. 

Next  of  kin :     Mother,   Amelia   Gardner,  902  West  Twenty-sixth   Street, 
Minneapolis,  Minn. 
Garick,  Carlis  James,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  June  21,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  19,  1917. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin  :  Mother,  Mary  Garick,  Branchville,  S.  C. 
Garland,  Edward  Bowden,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Parkersburg,  W.  Va.,  June  12,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  September  28,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Edward  S.  Bowden,  Santifee,  W.  Va. 
Garlin,  Helmuth  Adolph,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  August  5,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  15,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Amanda  Garlin,  Fayetteville,  Tex. 
Garlinghouse,  Fred  Jerry,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  June  29,  1918. 

Died :  U.  S.  S.  Solace,  October  9,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Rhoda  F.  Garlinghouse,  514  North  Twelfth  Street,  Inde- 
pendence, Kans. 
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Gablock,  Arthur  Hebman,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Chicago,  111.,  May  6,  1918. 

Died :  U.  S.  S.  Chattanooga,  September  28,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Charles  H.  Garlock,  720  Fourth  Avenue,  Clinton,  Iowa. 
Gaemes,  John,  engineman,  second  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  February  23,  1910. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin  :  Sister,  Christiana  Garmes,  Peteluma,  Calif. 
Gabneb.  Eenest  Ovevion,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  November  26,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  January  22,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  James  H.  Garner,  Naylor,  Md. 
Gabneb,  Mack  Elma,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Little  Rock,  Ark.,  July  27,  1918. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  15,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  B.  B.  Garner,  R.  F.  D.  1,  Beebe,  Ark. 
Gabbigus,  Charles  Byfoed,  commissary  steward,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  Orleans,  La.,  May  28,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  30,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  AliL'e  F.  Garrigus,  Marion,  111. 
Gaebity,  James  Obsen,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  December  6,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  20,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Vernie  Garrity,  Gladwin,  Mich. 
Gaesau,  Cael  Eugene,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Syracuse,  N.  Y.,  August  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Mina  Garsau,  Philadelphia,  N.  Y. 
Gabsia,  Jose  Manuel,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  San  Juan,  P.  R.,  June  20,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  6,  1918. 

Cause :  Tuberculosis. 

Next  of  kin :  Half  brother,  Benito  Florez,  Company  F,  Porto  Rico  Regiment 
Gabside,  Haeey  Melvin,  seaman,   second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Newark,  N.  J.,  June  1,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  8,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Mother,  Ollie  Garside,  39S  Washington  Avenue,  Belleville,  N.  J. 
Gabside.  Ralph  Hill,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  May  14,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  September  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Hattie  Garside,  342  Maine  Street,  Calais,  Me. 
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Gabtland,  Robert  Joseph,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Newport,  R.  I.,  April  8,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  23,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mary  Gartland,  12  Cloraine  Street,  Providence,  R.  I. 
Gaevey,  John  Leo,  landsman  for  electrician  (R.),  United  States  Naval  Reserve 
Force. 

Enlisted :  Des  Moines,  Iowa,  October  23,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  March  14,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Elizabeth  Garvev,  Oelwein,  Iowa. 
Gash,  Andrew  Jackson,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Peoria,  111.,  April  16,  1917. 

Died :  Naval  air  station,  Pensacola,  Fla.,  September  22,  1917. 

Cause:  Drowning. 

Next  of  kin :  Father,  Lewis  Gash,  R.  R.  4,  Clinton,  111. 
Gaskill,  David  M.,  commissary  steward,  United  States  Naval  Reserve  Force. 

Enlisted :  Bar  Harbor,  Me.,  April  23,  1917. 

Died :  Navy  base  hospital  No.  5,  Brest,  France,  October  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  D.  W.  Gaskill,  Blackstone,  Mass. 
Gass,  Howard  Levin,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  April  14,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  27,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin:  Mother,  Mrs.  L.  D.  Gass,  119  Pine  Street,  Danville,  111. 
Gates,  Hoeatio  Dwight,  chief  pharmacist's  mate,  Fleet  Naval  Reserve. 

Enlisted:  Milwaukee,  Wis.,  June  18,  1917. 

Died :  Navy  base  hospital  No.  1,  October  27,  1918. 

Cause :  Peritonitis. 

Next  of  kin :  Father,  Horatio  Gates,  355  Oakland  Avenue,  Milwaukee,  Wis. 
Gates,  Irvin  O'Neal,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  October  29,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  1,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mrs.  V.  C.  Gates,  Edgewood,  S.  C. 
Gates,  James  Lewis,  ship  fitter,  second  class,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  December  4,  1914. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  31,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Brother,  Clark  Gates,  608  South  Vallejo  Street,  Stockton, 
Calif. 
Gates,  Phineas  Colliflower,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Peoria,  111.,  June  4,  1918. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Edith  V.  Gates,  908  South  Second  Street,  Springfield, 
111. 
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Gato,  Hakold  Francis,  quartermaster,  third  class,  United  States  Navy. 

Enlisted:  Portland,  Me.,  November  2,  1915. 

Died :  U.  S.  S.  Virginia,  May  21,  1918. 

Cause:  Abscess  of  lung. 

Next  of  kin :  Father,  William  Gato,  38  Maple  Street,  Portland,  Me. 
Gaudian,  Benjamin  Ferdinand,  wardroom  steward,  United  States  Naval  Re- 
serve Force. 

Enlisted :  San  Pedro,  Calif.,  March  15,  1918. 

Died :  Naval  hospital,  League  Island,  Pa.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Dorothy  F.  Gaudian,  105  West  Sixth  Street,  Los  Angeles, 
Calif. 
Gaus,  Charles  Frederick,  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  July  10,  1917. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause :  Lost  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  Oscar  F.  Gaus,  65  Longfellow  Avenue,  Jamaica,  Long 
Island,  N.  Y. 
Gauthier,  William  Daniel,  ship's  cook,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Newport,  R.  I.,  May  29,  1918. 

Died :  U.  S.  S.  Westgate,  October  7,  1918. 

Cause :  Lost  when  vessel  was  sunk. 

Next  of  kin :  Mother,  Emma  Gauthier,  165  Dexter  Street,  Pawtucket,  R.  I. 
Gavigan,    William    John,    seaman,    United    States    Naval    Reserve    Force. 

Enlisted :  Pelham  Bay  Park,  N.  Y.,  March  19,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  30,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  John  Gavigan,  519  West  One  hundred  and  fifty-first 
Street,  New  York,  N.  Y. 
Gavin,  William  Phillip,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Buffalo,  N.  Y.,  April  23,  1918. 

Died :  Willard  Parker  Hospital,  New  York,  October  22,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Margaret  Gavin,  15  Washburn  Avenue,  Franklinville, 
N.  Y. 
Gavitt,  Leslie  Frank,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  New  London,  Conn.,  May  3,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  23, 1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Winnie  Cavitt,  Main  Street,  Niantic,  Conn. 
Gear,  Thomas  Francis,  printer,  second  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  May  8,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  15,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Margaret  Gear,  125  Grand  Street,  Hoboken,  N.  J. 
Geary,  James,  chief  water  tender,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  June  6,  1918. 

Died:  Naval  hospital,  Norfolk,  Va.,  September  9,  1938. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Maria  Geary,  17  Clinton  Avenue,  Middletown,  Conn. 
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Gee,  Chaeley  Bubbick,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Cleveland,  Ohio,  May  24,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  31,  1917. 

Cause:  Poison   (salvarsan). 

Next  of  kin  :  Father,  W.  J.  Gee,  Canfield,  Ohio. 
Geeetsen,  Clarence  Eugene,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  November  26,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Annie  W.  Geertsen,  Union,  Oreg. 
Gehm,  Harry  Leonard,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  December  21,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  April  2,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:   Father,   Harry   Gehm,   417  West  Thirty-sixth  Street,  New 
York,  N.  Y. 
Geiger,  Carl  Anthony,  landsman  for  machinist's  mate    (A),   United   States 
Naval  Reserve  Force. 

Enlisted :  Cincinnati,  Ohio,  July  9,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  IS,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Albert  Geiger,  New  Washington,  Ohio. 
Geisen,   Harry   Jacob,    seaman,   second   class.    United    States   Naval    Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  June  4,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Albert  Geisen,  Minneapolis,  Kans. 
Geisler,  Arnold  Julius,   seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Chicago,  111.,  July  2,  1918. 

Died :  Naval  Academy,  Annapolis,  Md.,  October  9,  1918. 

Cause:  Pneumonia. 

Next  of  kin :   Mother,  Mrs.  Minnie  Geisler,  532  Forest  Avenue,  Wausau, 
Wis. 
Geller,  Meyer,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  May  1,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Father,  Isaac  Geller,  007  Church  Street,  Wilmington,  Del. 
Gemiserling,  LaMar  Everet,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Indianapolis,  Ind..  August  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Elsie  Gemberling,  220  North  Francis  Street,  South 
Bend,  Ind. 
Gendron,  Hormidas,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Providence,  R.  I.,  May  18,  1917. 

Died :  Naval  hospital,  Key  West,  Fla.,  October  14,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :   Father,   Ozevile   Gendron.   63  Hicks   Street,   New   Bedford, 
Mass. 


301 

Gentry,  Murdoch,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  May  12,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  July  1,  1917. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Frances  Gentry,  Buchanan,  Ga. 
Gentry,  Dillard,  landsman  for  machinist's  mate  (A),  United  States  Naval  Re- 
serve Force. 

Enlisted :  Louisville,  Ky.,  May  26,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  L.  Gentry,  R.  F.  D.  3,  Winchester,  Ky. 
Gentry,  Homer,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Athens,  Ga.,  October  1.  191S. 

Died:  University  of  Georgia,  Athens,  Ga.,  October  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  C.  A.  Gentry.  R.  F.  D.  7,  Newnan,  Ga. 
Geoghegan,  Dale  Allen,  landsman  for  musician,  United  States  Naval  Reserve 
Force. 

Enlisted:  Kansas  City,  Mo.,  July  10,  1918. 

Died :  Chippewa  Falls,  Wis.,  September  22,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,   Bessie  B.   Geoghegan,  1737   Summit   Street,   Kansas 
City,  Mo. 
George,  Albert  Henry,  engineman,  second  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  April  25,  1917. 

Died:  Naval  Hospital,  Key  West,  Fla.,  October  19,  1918. 

Cause:  Pneumonia,  lobnr. 

Next  of  kin :  Mother,  Effie  M.  George,  R.  F.  D.  1,  Ellensburg,  Wash. 
George,  Charles,  gunner's  mate,  second  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  December  4,  1916. 

Died :  Naval  hospital,  Fort  Lyon,  Colo.,  August  11,  1918. 

Cause:  Tuberculosis. 

Next  of  kin :  Wife,  Stella  A.  George,  1800  North  Bethel  Street,  Baltimore, 
Md. 
George,  Cost,  chief  boatswain's  mate,  United  States  Naval  Reserve  Force. 

Enlisted :  U.  S.  S.  Cyclops,  May  19,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Father,  Mitchell  George,  Peretasas,  Turkey. 
George,  Garnett  Frank,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Kansas  City,  Mo.,  June  27,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  14,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Ed.  K.  George,  Belton,  Mo. 
Gerdon,    Edward   LeRoy,    apprentice   seaman,    United    States   Naval    Reserve 
Force. 

Enlisted :  Bellingham,  Wash.,  July  16,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Wife,  Juanita  Gerdon,  Sedro-Woolley,  Wash. 
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Gebken,  Clarence  John,  chief  machinist's  mate,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  May  9,  1917. 

Died :  Naval  hospital,  New  London,  Conn.,  March  30,  1918. 

Cause:  Dilatation,  acute  cardiac. 

Next  of  kin :  Father,  John  Gerken,  900  Kings  Highway,  Brooklyn,  N.  Y. 
Gekeity,  Henry  Edward,  chief  printer,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  July  15,  1916. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  25,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  Lawrence  Gerrity,  73  Irving  Street,  South  Framing- 
ham,  Mass. 
Getman,  Clakence  Ashley,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  May  14,  1917. 

Died :  Paterson,  N.  J.,  September  18,  1918. 

Cause:  Poisoning. 

Next  of  kin:  Wife,  Hazel  M.  Getman,  117  North  Fifth  Street,  Paterson, 
N.  J. 
Gibbons,  Joseph  Kent,  carpenter's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Boston,  Mass.,  October  25,  1917. 

Died :  Navy  yard,  Boston,  Mass.,  January  20,  1918. 

Cause :  Diphtheria. 

Next  of  kin :  Mother,  Mary  E.  Gibbons,  66  L  Street,  South  Boston,  Mass. 
Gibbs,  Nelson  Amos,  shipfitter,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  June  6,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H,  April  28,  1918. 

Cause :  Abscess  of  liver. 

Next  of  kin :  Mother,  Sarah  T.  Gibbs,  Highland  Avenue,  Monticello,  N.  Y. 
Gibbs,  Robert,  electrician,  third  class  (R),  United  States  Navy. 

Enlisted :  Boston,  Mass.,  May  11,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause:  Lost  his  life  when  vessel  was  foundered. 

Next  of  kin :  Father,  George  E.  Gibbs,  48  Madison  Avenue,  Greenwood, 
Mass. 
Giberson,  Charles  Millard,  seaman,  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  November  3,  1917. 

Died :  Philadelphia,  Pa.,  November  9,  1918. 

Cause:  Accidental  drowning. 

Next  of  kin  :  Mother,  Mary  L.  Giberson,  305  West  Grand  Boulevard,  Detroit, 
Mich. 
Giblin,  Thomas  Jefferson,  quartermaster,  first  class,  United   States  Naval 
Reserve  Force. 

Enlisted :  Boston,  Mass.,  August  7,  1917. 

Died :  Royal  naval  hospital,  Plymouth,  England,  October  23,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Elizabeth  Giblin,  103  Princeton  Street,  East  Boston, 
Mass. 
Gibney,  John  Lewis,  machinist's  mate,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  January  2,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  10,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Ida  R.  Gibney,  81  Kenilworth  Place,  Brooklyn,  N.  Y. 
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Gibson,  Barnie  Hague,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  April  11,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  February  11,  1918. 

Cause:  Pneumonia,  lobar. 

Nest  of  kin :  Mother,  Tempa  Gibson,  R.  No.  2,  Box  88,  Texarkana,  Tex. 
Gibson,   Charles  Edward,   apprentice  seaman,   United   States  Naval   Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  January  18,  1918. 

Died :  U.  S.  S.  St.  Louis,  June  6,  191S. 

Cause :  Abscess  of  brain. 

Next  of  kin :  Mother,  Elizabeth  Gibson,  220  Ivanhoe  Street,  Ernsworth,  Pa. 
Gibson,  George  Dow,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Brooklyn,  N.  Y.,  August  5,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  25,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Christine  G.  Gibson,  523  Fifty-ninth  Street,  Brooklyn, 
N.  Y. 
Gibson,  Jurd  Roy,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  June  19,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  23,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Kate  Gibson,  Maryville,  Tenn. 
Gidel,  Don  Otis,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Des  Moines,  Iowa,  June  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  June  9,  1918. 

Cause :  Result  of  burns. 

Next  of  kin :  Mother,  Mary  A.  Gidel,  Rockwell,  Iowa. 
Gideon,  Oscar  Wesley,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  May  8,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  R.  F.  Gideon,  Granbury,  Tex. 
Gieseman,  Walter  Louis,  landsman  for  electrician  (R),  United  States  Naval 
Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  May  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Henry  W.  Gieseman,  R.  F.  D.  1,  Williamstown,  Kans. 
Giffin,  Bernard  Vance,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  December  10,  1917. 

Died :  Naval  hospital  No.  5,  Brest,  France,  September  26,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mary  Giffin,  413  Montrose  Street,  Salina,  Kans. 
Giffin,  George  Lester,  seaman,  second  class,   United  States  Naval  Reserve 
Force. 

Enlisted:  Boston,  Mass.,  June  4,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  14,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Elbridge  N.  Giffin,  Monson,  Mass. 
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Gifford,  Julian  Willis,  storekeeper,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Great  Lakes,  111.,  June  7,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Disease. 

Next  of  kin :  Grandmother,  Emily  Gifford,  137  Chestnut  Street,  New  Bed- 
ford, Mass. 
Giffoed,  Leonard  Henry,  electrician,  third  class,  United  States  Naval  Reserve 
Force  (G). 

Enlisted:  Tuckerton  Radio  Station,  N.  J.,  November  21,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  July  24,  1918. 

Cause:  Fracture,  left  illium. 

Next  of  kin :  Mother,  Esther  Gifford,  Tuckerton,  N.  J. 
Gifford,  William  Thomas,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  July  16,  1914. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Cousin,  Etta  Williamson,  Vicksburg,  Miss. 
Gil,  Antonio,  musician,  first  class,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  October  14,  1915. 

Died :  Naval  hospital,  Canacao,  P.  I.,  February  23,  1918. 

Cause :  Valvular  disease,  chronic  cardiac. 

Next  of  kin :  Wife,  Dorothea  Gil,  Santa  Cruz,  P.  I. 
Gilbert,  Alex,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  August  8,  191S. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Fannie  Gilbert,  208  East  One  hundred  and  second 
Street,  New  York,  N.  Y. 
Gilbert,  George  Ernest,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  August  20,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  1,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin:  Father,  George  E.  Gilbert,  744  McDonough  Street,  Brooklyn, 
N.  Y. 
Giles,  Coda  Lon,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Nashville,  Tenn.,  May  4,  1918. 

Died:  New  Orleans,  La.,  October  8,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Elizabeth  Giles,  Route  1,  Edgemoor,  Tenn. 
Giles,  Elige  Monroe,  fireifian,  first  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  May  31,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  26,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Fannie  Giles,  R.  R.  2,  Malakoff,  Tex. 
Gilfillan,  Harley  Jerome,  engineman,  second  class,  United  States  Navy. 

Enlisted:  Peoria,  111.,  June  15,  1917. 

Died :  U.  S.  submarine  chaser  No.  219,  October  9,  1918. 

Cause :  Explosion  on  board  ship. 

Next  of  kin :  Mother,  Minnie  B.  Gilfillan,  Wyoming,  111. 
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Gill,  David,  engineman,  second  class,  United  States  Navy. 

Enlisted:  Newark,  N.  J.,  May  31,  1917. 

Died :  U.  S.  S.  Mercy,  October  6,  1918. 

Cause :  Broncho  pneumonia. 

Next  of  kin  :  Father,  Robert  Gill,  1059  East  Twenty-second  Street,  Paterson, 
N.  J. 
Gill,  Goldsby  King,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted:  Birmingham,  Ala.,  June  26,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  March  28,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Uncle,  Robert  D.  Mills,  R.  3,  B:rmingham,  Ala. 
Gill,  James,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  New  York,  N.  Y.,  March  12,  1918. 

Died :  Naval  hospital,  New  York,  N.  Y.,  October  15,  1918. 

Cause :  Broncho  pneumonia. 

Next  of   kin:   Father,   Richard    F.   Gill,   200   Madison    Avenue,    Flushing, 
Long  Island,  N.  Y. 
Gillan,  Hugh  Michel,  seaman,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  April  17,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Joseph  Gillan,  2550  Ann  Street,  Philadelphia,  Pa» 
Gillane,  Hubert  Joseph,  seaman,  second  class,  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  December  12,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  March  10,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,   John   Gillane,   637   South   Carrollton  Avenue,   New 
Orleans,  La. 
Gillespie,  Claude  Loeely,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  June  21,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  November  24,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Sister,  Ellen  Gillespie,  Sinton,  Tex. 
Gillespie,  John  Thomas,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  November  23,  1917. 

Died:  U.  S.  S.  Alabama,  August  8,  1918. 

Cause  :  Result  of  injuries. 

Next  of  kin  :  Mother,  Mary  E.  Gillespie,  3231  Perry  Avenue,  Kansas  City,  Mo. 
Gillespie,   Lobing,   quartermaster,   first  class,   United    States   Naval   Reserve 
Force. 

Enlisted :  Chicago,  111.,  November  9,  1917. 

Died:  Naval  hospital,  Charleston,  S.  C,  October  12,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Pauline  Gillespie,  Valparaiso,  Ind. 
Gillespie,  William  James,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  February  7,  191S. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  22,  1918. 

Cause:  Pneumonia,  lob  r. 

Next  of  kin :  Mother,  Louise  Gillespie  Ott,  2252  Ogden  Avenue,  Chicago,  111. 
1744S3— 20 20 
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Gillett,  Burton  Chesley,  baker,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Peoria,  111.,  May  28,  1018. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Fred  B.  Gillett,  904*  Rogers  Street,  Danville,  111. 
Gillies,  Russell  Harvard,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Detroit,  Mich.,  July  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Anna  E.  Gillies,  Cass  City,  Mich. 
Gilliland,  Gordon  Oliver,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Birmingham,  Ala.,  June  3,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  Burnell  V.  Gilliland,  Cleveland,  Ala. 
Gillilan,  William  Vernon,  seaman,  United  States  Navy. 

Enlisted:  Cincinnati,   Ohio,  October  22,  1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  September  27,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Charles  Gillilan,  Station  G,  Columbus,  Ohio. 
Gillispie,  Alvin  Elmo,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  December  12,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  5,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Cedio  S.  Gillispie,  R.  31,  Middleton,  Ga. 
Glllispie,  Elcana  Johnston,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Richmond,  Va.,  January  9,  1918. 

Died:  U.  S.  S.  Utah,  March  3,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  David  Gillispie,  Goodwins  Ferry,  Va. 
Gillispie,  Eugene  Francis,  seaman,  second  class,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  November  26,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin:  Father,  Frank  Gillispie,  330  East  One  hundred  and  fiftieth 
Street,  New  York,  N.  Y. 
Gilmer,  Ira  Whitfield,  seaman,  second  class,  United  Stated  Navy. 

Enlisted:  Oklahoma  City,  Okla.,  August  3,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  March  29,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Sister,  Carrie  Farrar,  Haynesville,  La. 
Gilmore,  Robert  Gatchall,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  New  York,  N.  Y.,  February  27,  1918. 

Died:  Naval  training  station,  Pelham  Bay  Park,  N.  Y.,  May  30,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Rev.  F.  A.  Gilmore,  Elizabeth,  N.  J. 
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Gilmoee,  William  Ellsworth,  fireman,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Detroit,  Mich.,  August  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  15,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Sarah  Gilmore,  R.  F.  D.  2,  Monroe,  Mich. 
Ginther,  Frederick  George,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  May  14,  1918. 

Died :  Cherrystone  Naval  Hospital,  Cape  Charles,  Va.,  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next   of  kin:  Father,    George   C.    Ginther,   925    Pottsville    Street,    Potts- 
ville,  Pa. 
Giorno,  Ralph,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  New  London,  Conn.,  April  26,  1918. 

Died :  Naval  hospital,  New  London,  Conn.,  September  23,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Rose  Giorno,  22  Pearl  Street,  Westerly,  R.  I. 
Girardeau,  Hamlin  Towney,  plumber  and  fitter,  United  States  Navy. 

Enlisted:  Charleston,  S.  C,  July  27,  1917. 

Died :  Receiving  ship  at  New  York,  September  24,  1918. 

Cause :  Appendicitis  and  pneumonia. 

Next  of  kin:  Mother,  Margaret  M.   Walker,  1832  Pearl   Street,  Jackson- 
ville, Fla. 
Glronda,  Giovanni,  mess  attendant,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Navy  yard,  Boston,  Mass.,  December  10,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  January  31,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :    Dominick  Gironda,  Messina,  Italy. 
Givens,  Samuel  Fitzmaurice,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Naval  Home,  Philadelphia,  Pa.,  April  2,  1918. 

Died:  Naval  hospital,  Cape  May,  N.  J.,  April  27,  191S. 

Cause:  Consolidation  at  base  of  both  lungs. 

Next  of  kin:  Wife,  Sally  E.  Givens,  2013  North  Broad  Street,  Philadel- 
phia, Pa. 
Gjertsen,  Benjamin,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  May  11,  1917. 

Died :  U.  S.  S.  Perry,  November  13,  1917. 

Cause:  Fell  overboard  and  drowned. 

Next  of  kin :  Father,  Knudt  Gjertsen,  4310  Drake  Avenue,  Chicago,  111. 
Glander,  Louis. Arthur  William,  seaman,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Albany,  N.  Y.,  May  17,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  15,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Anna  C.  Glander,  258  Wahconah  Street,  Pittsfield,  Mass. 
Glascock,  William  Mahone,  carpenter's  mate,  third  class,  United  States  Navy. 

Enlisted :  Washington,  D.  C,  December  11,  1917. 

Died :  Naval  hospital,  naval  base,  Virginia,  October,  24,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Abner  L.  Glascock,  Millwood,  Va. 
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Glau,  Joseph  Harry,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Los  Angeles,  Calif.,  June  8,  1918. 
Died:  Naval  hospital,  New  London,  Conn.,  September  28,  1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Rosa  Glau,  519  East  Yampa  Street,  Colorado  Springs, 
Colo. 
Gleason,  Arthur  Henry,  seaman,  United  States  Naval  Reserve  Force. 
Enlisted :  New  York,  N.  Y.,  July  13,  1918. 

Died:  Naval  training  camp,  Pelham  Bay  Park,  N.  Y.,  October  19,  1918. 
Cause :  Influenza. 

Next  of  kin :  Wife,  Marion  A.  Gleason,  271  Sixth  Avenue,  Brooklyn,  N.  Y. 
Gleich,  Richard  Norman,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Cincinnati,  Ohio,  April  14,  1917. 
Died  :  U.  S.  S.  Cuyama,  December  11,  1917. 
Cause :  Fell  from  foremast. 

Next  of  kin :  Father,  Jacob  Gleich,  558  City  Park  Avenue,  Columbus,  Ohio. 
Glennon,  John,  chief  boatswain's  mate,  United  States  Navy. 
Enlisted :  Annapolis,  Md.,  February  6,  1917. 
Died :  U.  S.  S.  Cherokee,  February  26,  1918. 
Cause :  Lost  his  life  when  vessel  was  foundered. 

Next  of  kin :  Sister.  Elizabeth  Cope,  345  Rivington  Street,  New  York,  N.  Y. 
Glennon,  Percy  Victor,  electrician,  third  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Benton  Harbor,  Mich.,  February  17,  1918. 
Died :  Naval  hospital,  Norfolk,  Va.,  March  4,  1918. 
Cause :  Pleurisy. 

Next  of  kin :  Aaron  J.  Glennon,  841  Odgen  Avenue,  Benton  Harbor,  Mich. 
Glover,  George  Creecy,  seaman,  United  States  Navy    (general  court-martial 
prisoner). 
Enlisted :  New  York,  N.  Y.,  July  24,  1917. 
Died :  Naval  hospital,  Portsmouth,  N.  H.,  September  25, 1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Cecelia  Glover,  124  One  hundred  and  twenty-seventh 
Street,  New  York,  N.  Y. 
Glowka,  Anthony,  fireman,  third  class,  United  States  Navy. 
Enlisted  :  Philadelphia.  Pa.,  April  20, 1917. 
Died  :  Navy  collier  Cyclops,  June  14, 1918. 
Cause :  On  board  missing  ship. 

Next  of  kin:  Father,  Steven  Glowka,  2919  Belfrade  Street,  Philadelphia, 
Pa. 
Glynn,  John  Joseph,  yeoman,  third  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Chicago,  111.,  June  13,  1918. 

Died  :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  John  P.  Glynn,  210  Eleventh  Street,  Cairo,  111. 
Glynn,  John  Mathew,  machinist's  mate,  first  class,  United  States  Navy. 
Enlisted :  Des  Moines.  Iowa,  December  14,  1917. 
Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 
Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 
Next  of  kiu :  Sister,  Ellen  Hoeck,  2119  Scott  Street,  Davenport,  Iowa. 
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Gobelet,  Obed  Dubart,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  June  15,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  20,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Golda  G.  Gobelet,  407  Long  Street,  Jackson,  Tenn. 
Godduhn,  Arnold  Walter,  coxswain,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  May  18,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  September  24,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  George  A.  Godduhn,  Kaplan  and  DeGraw  Avenues, 
Jamaica,  N.  Y. 
Godshall,  Fred,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  November  7,  1917. 

Died :  Philadelphia,  Pa.,  April  15,  1918. 

Cause :  Pleurisy. 

Next  of  kin :  Mother,  Adda  Godshall,  4646  Hazel  Avenue,  Philadelphia,  Pa. 
Godwin,  Henry  Curtis,  fireman,  third  class,  United  States  Navy- 
Enlisted  :  Montgomery,  Ala.,  April  11,  1917. 

Died :  Naval  hopsital,  Norfolk,  Va.,  February  19,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  James  H.  Godwin,  Ozark,  Ala. 
Goehmann,  Clarence  A.,  quartermaster,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Cleveland,  Ohio,  December  10,  1917. 

Died :  Union  Hospital,  Puerto  Limon,  March  17,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Katherine  Goehmann,  513  East  Sixth  Street,  Erie,  Pa. 
Goerz,  Frederick  Charles,  fireman,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  April  6,  1917. 

Died :  U.  S.  S.  Casco,  October  20,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Otto  Goerz,  3505  Broadway,  New  York,  N.  Y. 
Goetting,  Robert  Carl,  landsman  for  electrician  (G),  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  August  3,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  28,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lilly  Revell  Goetting,  Buena  Vista,  Ga. 
Goetz,  Carl,  chief  gunner's  mate,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  October  14,  1914. 

Died :  U.  S.  S.  Pentucket,  December  30,  1917. 

Cause:  Fell  overboard  and  was  drowned. 

Next  of  kin :  Father,  Fred  Goetz,  24  Lindhurst  Street,  Rochester.  N.  Y. 
Goetz,  Louis,  chief  gunner's  mate,  United  States  Navy. 

Enlisted:  Buffalo,  N.  Y.,  January  19,  1915. 

Died :  Steamship  Florence  H.,  April  17,  1918. 

Cause :  Explosion  on  board  ship. 

Next  of  kin :  Wife,  Emma  T.  Goetz,  9  Beverly  Road,  Buffalo,  N.  Y. 
Goff,  William  Alexander,  oiler,  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  March  IS,  1915. 

Died :  U.  S.  S.  Brooklyn,  September  2,  1917. 

Cause:  Drowned. 

Next  of  kin :  Son  and  daughter,  William  M.  Goff  and  Margruett  E.  Goff, 
Nashville,  Tenn. 
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Gogginr,  James  Lawrence,  landsman  for  quartermaster   (A.),  United  States 
Navy. 

Enlisted :  New  Haven,  Conn.,  April  5,  1917. 

Died :  Naval  air  station,  Porto  Corsino,  Italy,  August  11,  1918. 

Cause:  Killed  in  seaplane  accident. 

Next  of  kin:  Father,  John  Joseph  Goggins,  9  Cottage  Street,  New  Haven, 
Conn. 
Going,  Fred  Malloy,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  St.  Louis,  Mo.,  July  23,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  28,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  James  L.  Going,  Dennis,  Okla. 
Goins,  Milton,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  December  31,  1917. 

Died :  Naval  training  station,  Great  Lakes,  111.,  May  6,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Eugenia  Goins,  Lawrenceburg,  Tenn. 
Golden,  Patrick  Bernard,  chief  master  at  arms,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  November  28,  1913. 

Died :  Naval  training  station,  Great  Lakes,  111.,  November  10,  1917. 

Cause:  Suicide. 

Next  of  kin :  Brother,  Mitchell  J.  Golden,  43  West  Street,  Fitchburg,  Mass. 
Golding,  Frederick  Burkner,  storekeeper,  third  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  February  23,  1915. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  boarding  missing  ship. 

Next  of  kin :  Father,  Robert  Golding,  Silver  City,  N.  Mex. 
Goldklang,  Jack  Daniel,  landsman  for  electrician  (G.),  United  States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  June  24,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  9,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  Maurice  Goldklang,  264  Vernon  Avenue,  Brooklyn, 
N.  Y. 
Goldman,  Philip,  quartermaster,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  August  4,  1917. 

Died :  Off  coast  of  Belgium,  July  7,  1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  Julius  Goldman,  234  East  One  hundred  and  sixteenth 
Street,  New  York,  N.  Y. 
Goldstein,  Arthur,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Portland,  Me.,  April  8,  1918. 

Died :  Naval  hospital,  Newport,  R.  L,  September  24,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Goldie'L.  Goldstein,  183  Thurber  Avenue,  Providence 
R.  I. 
Goldstein,  Nathan,  apprentice  seaman,  United  States  Navy. 

Enlisted:  New  York,  N.  Y..  July  12,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  September  23,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Mayer  Goldstein,  42  Washington  Avenue,  Pleasantville, 
N.  Y. 
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Goldstein,  Samuel,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  April  23,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Mother,  Yetta  Goldstein,  641  Jackson  Street,  Philadelphia,  Pa. 
Goldstine,  Morris  Louis,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Chicago,  111.,  July  10,  1918. 

Died :  Naval  hospital,  New  York,  N.  Y.,  November  7,  1918. 

Cause:  Fractured  skull. 

Next  of  kin  :  Father,  Abe  Goldstine,  1338  South  Springfield  Avenue,  Chicago, 
111. 
Goldstoff,  Jacob,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  June  4,  1918. 

Died:  Naval  training  camp,  Pelham  Bay  Park,  N.  Y.,  October  10,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Sarah  Goldstoff,  187  Manhattan  Avenue,  Brooklyn, 
N.  Y. 
Goldthwaite,  Edward,  seaman,  signalman,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  April  19,  1917. 

Died:  Steamship  Divinsk,  June  18,  1918. 

Cause :  Lost  when  boat  was  torpedoed  and  sunk. 

Next  of  kin  :  Mother,  Margaret  Golthwaite,  Jeffrys  Court,  Manchester,  Mass. 
Goldwater,  Samuel  Barclay,  chief  electrician  (R.),  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  May  18,  1915. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  13,  1918. 

Cause:  Influenza. 

Next  of  kin:  Sister,  Hulda  G.  Black,  2260  Eighty-third  Street,  Brooklyn, 
N.  Y. 
Golle,  William  John,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  October  18,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  Julius  Golle,  118  South  Twenty-fourth  Street,  Camden, 
N.  J. 
Golphin,  Eugene  Prince,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  October  19,  1917. 

Died :  U.  S.  S.  Manchuria,  May  17,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Sister,  Ellen  Golphin,  1539  South  Nineteenth  Street,  Philadel- 
phia, Pa. 
Gonzales,  Quintin  Z.,  musician,  first  class,  United  States  Navy. 

Enlisted:  Santo  Domingo  City,  Dominican  Republic,  August  11,  1916. 

Died :  U.  S.  S.  Texas,  November  23,  1917. 

Cause:  Myocarditis,  acute. 

Next  of  kin :  Wife,  Dicenta  de  Lara,  143  L  Jaena  Street,  Carridaa,  Philip- 
pine Islands. 
Good,  John  Stewart,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Nashville,  Tenn.,  June  18,  1918. 

Died :  New  Orleans,  La.,  November  4,  1918. 

Cause:  Accidentally  drowned  in  Mississippi  River. 

Next  of  kin :  Mother,  Annie  L.  Good,  Hotel  Good,  Morristown,  Tenn. 


Goode,  Lokne  Alexander,  seaman,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  August  6,  1915. 

Died :  U.  S.  S.  Tjisenbang,  September  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Bertha  Eldredge,  San  Antonio,  Tex. 
Gooding,   James  Wolcott,   apprentice  seaman,   United   States  Naval   Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  June  6,  1918. 

Died :  Naval  hospital,  Cape  May,  October  2,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Grace  K.  Gooding,  Millersburg,  Pa. 
Goodman,  Clayton  Marselle,  seaman,  United  States  Navy. 

Enlisted :  Chicago,  111.,  March  7,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Mother,  Jessie  Wright,  Hancock  Street,  Rockford,  111. 
Goodman,  Victor  Sherman,  gunner's  mate,  third  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Newport,  R.  I.,  December  10,  1917. 

Died :  At  home,  October  1,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Mary  J.  Goodman,  18  Spring  Garden  Street,  Paw- 
tucket,  R.  I. 
Goodrich,  Charles  A.,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  November  24,  1913. 

Died :  U.  S.  S.  Chauncey,  November  19,  1917. 

Cause :  Drowned. 

Next  of  kin :  Father,  J.  M.  Goodrich,  Ottawa,  Kans. 
Goodrow,  Willis  Martin,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  March  22,  1915. 

Died :  U.  S.  S.  Roican,  January  13,  1918. 

Cause :  Killed  in  explosion  on  board  ship. 

Next  of  kin:  Father,  Joseph  Goodrow,  287  Ellsworth  Street,  Bridgeport, 
Conn. 
Goodson,  John  Latham,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  San  Diego,  Calif.,  June  12,  1918. 

Died :  Naval  training  camp,  San  Pedro,  Calif.,  August  10,  1918. 

Cause :  Result  of  gunshot  wound. 

Next  of  kin:  Mother,  1111  West  Adams  Street,  Phoenix,  Ariz. 
Goodspeed,  James  Pearson,  chief  quartermaster,  United  States  Naval  Reserve 
Force. 

Enlisted :  Washington,  D.  C,  June  12,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  October  7,  1918. 

Cause :  Meningitis,  cerebrospinal. 

Next  of  kin :  Mother,  Jane  P.  Goodspeed,  344  West  Seventy-second  Street, 
New  York,  N.  Y. 
Goodwin,  Kenneth  Maddocks,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Johnstown,  Pa.,  July  4,  1918. 

Died:  Cambria  Hospital,  Johnstown,  Pa.,  September  2, 1918. 

Cause:  Killed  in  railroad  accident. 

Next  of  kin :  Father,  Edward  P.  Goodwin,  115  South  Walnut  Street,  Blairs- 
ville,  Pa. 
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Goonan,  James,  chief  gunners'  mate,  United  States  Navy. 

Enlisted :  Mare  Island,  Calif.,  July  25,  1916. 

Died :  U.  S.  S.  F-l,  December  17,  1917. 

Cause :  Drowned  at  sea. 

Next  of  kin:  Mother,  Mrs.  Minnie  McClain,  735  Atlantic  Avenue,  Lima, 
Ohio. 
Gordhamer,  Francis  Marian,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Minneapolis,  Minn.,  July  10,  191S. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  6,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Sigrig  Gordhamer,  Kerkhoven,  Minn. 
Gordon,   Edward  Carl,   seaman,   second   class,   United    States   Naval   Reserve 
Force. 

Enlisted :  Los  Angeles,  Calif.,  June  21,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  13,  1918. 

Cause:  Syphilis. 

Next  of  kin :  Mother,  Anna  Gordon,  394S  Clay  Street,  San  Francisco,  Calif. 
Gordon,  Edward  Leroy,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Bellingbam,  Wash.,  July  16,  1918. 

Died:  Naval  training  camp,  Seattle,  Wash.,  October  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Juanita  Gordon,  Sedro-Wooley,  Wash. 
Gordon.  Geokge  Allen,  seaman,   second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Peoria,  111.,  June  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  George  W.  Gordon,  Cross  Plains,  Ind. 
Gordon,  Grant  Wilson,   landsman  for  machinist's  mate    (A),   United   States 
Navy. 

Enlisted:  Detroit,  Mich.,  December  10,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  February  13,  1918. 

Cause :  Scarlet  fever. 

Next  of  kin :  Mother,  Mary  E.  Gordon,  Courtisville,  Mich. 
Gordon,   James  Francis,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Williamsport,  Pa.,  May  27,  1918. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  September  27,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mary  O'Hara  Gordon,  Locust  Gap,  Pa. 
Gordon,  Raymond  Lydane,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Washington,  D.  C,  December  13,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  20,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  Elmer  E.  Gordon,  115  E  Street  SE.,  Washington,  D.  C. 
Gordon,  William  Reif,  mess  attendant,  first  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Philadelphia,  Pa.,  November  22,  1917. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  October  14,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Amelia  Gordon,  2835  Pratt  Street,  Philadelphia,  Pa. 
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Gorman,  John  Francis,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  June  5,  1017. 

Died :  U.  S.  S.  South  Carolina,  February  20,  1018. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Peter  J.  Gorman,  59  Grand  Street,  Jersey  City,  N.  J. 
Gorman,   Loyd   Jefferson,    seaman,    second   class,   United    States   Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  March  22,  1918. 

Died :  Naval  hospital,  New  York,  N.  Y.,  May  23,  1918.  > 

Cause:  Endocarditis,  chronic. 

Next  of  kin :  Father,  Tbomas  J.  Gorman,  39  West  One  hundred  and  twenty- 
ninth  Street,  New  York,  N.  Y. 
Gorny,  John  Edward,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Buffalo,  N.  Y.,  April  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin:   Mother,  Mrs.   Stanislowa  Gorny,  354  Lovejoy  Street,  Buf- 
falo, N.  Y. 
Gorton,  Hobart,  carpenter's  mate,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Milwaukee,  Wis.,  May  11,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause : Influenza. 

Next  of  kin  :  Father,  Laurantine  Gorton,  box  5G,  Jim  Falls,  Wis. 
Goss,  Joseph  Otto,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  July  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  19,  191S. 

Cause:  Influenza. 

Next  of  kin :  Father,  Henry  Goss,  1134  Mulberry  Street,  Louisville,  Ky. 

Gottlieb,  Ike  Hahn,  chief  machinist's  mate,  United  States  Naval  Reserve  Force. 
Force. 

Enlisted :  New  Orleans,  La.,  June  3,  191S. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  13,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Rebecca  H.  Gottlieb,  Baton  Rouge,  La. 
Gough,  Earnest  Marvin,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Richmond,  Va.,  November  14,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  9,  1917. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Elsie  J.  Gough,  Gladys,  Va. 
Gould,  Ellis  Elliace,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Detroit,  Mich.,  July  20,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Margaret  T.  Gould,  Park  Lane,  Mich. 
Gould,  Ray  Emet,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  August  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Anna  Gould,  609  First  Street,  Merrill,  Wis. 
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GtOUld,  Walter  Jay,  water  tender,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  November  24,  1917. 
Died:  Naval  base  hospital,  Brest,  France,  March  15,  1918. 
Cause:  Pneumonia. 

Nest  of  kin :  Father,  James  Gould,  Boulder,  Colo. 
■Gouveia,  Manuel,  Jr.,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Pearl  Harbor,  Hawaii,  April  28,  1917. 
Died:  U.  S.  S.  Schurs,  June  12,  1918. 
Cause:  Killed  in  collision. 

Next  of  kin :  Father,  Manuel  Gouveia,  Honolulu,  Hawaii. 
Gove,  Harold  Frederick,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Boston,  Mass.,  May  IS,  1918. 
Died :  U.  S.  S.  Pensacola,  October  19,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  Archie  O.  Gove,  Mount  Sunapee,  N.  H. 
Gove,  William  Franklin,  apprentice  seaman,  United  States  Navy. 
Enlisted :  Kansas  City,  Mo.,  August  5,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  39,  1918. 
Cause :  Influenza. 

Next  of  kin :  Father,  John  A.  Gove,  4449  Genesee  Street,  Kansas  City,  Mo. 
Gozzett,  Edward  Ray,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
\    Enlisted :  New  York,  N.  Y.,  April  12,  1917. 
Died :  U.  S.  S.  Alcedo,  November  5,  1917. 
Cause:  Drowned. 

Next  of  kin  :  Father,  Edward  J.  Gozzett,  199  "Van  Deventer  Avenue,  Astoria, 
Long  Island,  N.  Y. 
Grace,  John  Michael,  fireman,  first  class.  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  July  16,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  October  11,  1918. 
Cause :  Pneumonia. 

Next  of  kin:  Father,  Michael  J.  Grace,  159  Smith  Street,  Brooklyn,  N.  Y. 
Grace,  Theodore  Nicholis,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 
Enlisted :  Buffalo,  N.  Y.,  July  24.  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  7,  1918. 
Cause:  Influenza. 

Next  of  kin:  Father,  Thomas  R.  Grace,  S5  West  Fifth  Street,  Dunkirk, 
N.  Y. 
Grace,  William  Richard,  apprentice  seaman,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  July  13,  1018. 
Died :  Naval  hospital.  Newport,  R.  I.,  September  17,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Thomas  Grace,  217  Fulton  Street,  Union  Hill,  N.  J. 
Graddy,  Clive  Dewy,  seaman.  United  States  Navy. 
Enlisted :  Atlanta,  Ga.,  April  18,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  On  board  missing  ship. 
Next  of  kin:  Mother,  Lillie  Graddy,  Bartow,  Fla. 
Graden,  James  Wallace,  apprentice  seaman.  United  States  Navy. 
Enlisted :  Des  Moines,  Iowa,  July  39,  1918. 
Died:  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 
Cause: Influenza. 
Next  of  kin :  Mother,  Lillie  Graden,  route  2,  Bridgewater,  Iowa. 
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Gbadnitzer,  Rxjdolph  E.,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  July  30,  1918. 

Died :  Naval  hospital,  Newport,  It.  I.,  September  17,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  Gradnitzer,  9  Elliott  Street,  Easthampton,  Mass. 
Gkady,  Joseph  Axoysius,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Cincinnati,  Ohio,  June  4,  191S. 

Died :  Naval  air  station,  Pauillac,  France,  October  7,  1918. 

Cause  :  Dilation,  acute  cardiac. 

Next  of  kiu :  Father,  Michael  J.  Grady,  1053  Oehler  Street,  Cincinnati,  Ohio. 
Grady,  Joseph  Francis,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  April  15,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  April  26,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Elizabeth  Grady,  R.  F.  D.  33,  Union  Springs,  N.  Y. 
Graef,  Carl  Rudolph,  gunner's  mate,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Erie,  Pa.,  May  29,  1917. 

Died:  Naval  hospital,  Brooklyn,  N.  Y..  September  29,  191S. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Margaret  Graef,  290G  Myrtle  Street,  Erie,  Pa. 
Graff,  Carl  Fred,  seaman,  United  States  Navy. 

Enlisted :  Chicago,  111.,  May  14,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  September  26,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Elizabeth  Graff,  5342  South  Aberdeen  Street,  Chi- 
cago, 111. 
Graff,  Edwin  Walter,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  July  30,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  7,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Anna  L.  Graff,  239  Lancaster  Avenue,  Lancaster,  Pa 
Graff,  Peter,  chief  water  tender,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  November  8,  1916. 

Died :  Receiving  ship  at  New  York,  N.  Y.,  July  22,  1918. 

Cause:  Hemorrhage. 

Next  of  kin :   Mother,  Carolina  Graff,   114  Kingsland  Avenue,  Brooklyn, 
N.  Y. 
Grafiljs,  Eugene,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  William-port,  Pa.,  May  15,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  Van  Grafius,  Montoursville,  Pa. 
Gragg,  Ernest  H.,  seaman,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  February  20,  1917. 

Died :  S.  S.  Rochester,  November  3,  1917. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  U  boat. 

Next  of  kin:  Mother,  Geng  Gragg,  515  Gragg  Street,  Corpus  Christi,  Tex. 
Graham,  Earl  Ransom,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Milwaukee.  Wis.,  May  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Hattie  Milner,  Baraboo,  Wis. 
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Graham,  Elliott  Esmond,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Des  Moines,  Iowa,  July  18,  1918. 

Died :  New  York,  N.  Y.,  September  20,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Carrie  E.  Graham,  R.  1,  Manchester,  Iowa. 
Gbaham,  Gerald  George,  yeoman,  first  class,  United  States  Navy. 

Enlisted:  Milwaukee,  Wis.,  May  3,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin:  Father,  George  F.  Graham,  37G  LaFayette  Place,  Milwaukee, 
Wis. 
Graham,  Guy  Warren,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Detroit.  Mich.,  May  27,  1918. 

Died:  Naval  hospital,  Great  Lakes,  III.,  October  8,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Anna  May  Graham,  Millington,  Mich. 
Graham,  Harry,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  January  26,  1916. 

Died :  U.  S.  S.  George  Washington,  January  3,  1918. 

Cause:  Drowned. 

Next  of  kin:  Father,  Edward  Graham,  Cincinnati,  Ohio. 
Graham,  Jack  Davis,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Meridian,  Miss.,  June  12,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Thomas  M.  Graham,  R.  F.  D.  2,  box  38,  Chunky,  Miss. 
Graham,    Joseph    Benson,    quartermaster,    first   class,    United    States   Naval 
Reserve  Force. 

Enlisted:  Newport,  R.  L,  April  28,  1917. 

Died :  U.  S.  S.  Muscatine,  August  20,  1918. 

Cause:  Meningitis. 

Next  of  kin:  Father,  William  T.  Graham,  30  East  Forty-second  Street,  New 
York,  N.  Y. 
Graham,  Joseph   Wilson,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  July  22,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Catherine  L.  Graham,  2928  Petty  Street,  Philadel- 
phia, Pa. 
Graham,  Roscoe  Wooderd,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Denver.  Colo.,  May  17,  1918. 

Died :  Naval  hospital,  New  London,  Conn.,  October  9,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Fay  M.  Graham,  2715  California  Street,  Denver,  Colo. 
Graham,  Walter  Riley,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Roanoke,  Va.,  June  18,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  29,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  J.  Graham,  Lucasville,  Ohio. 
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Graham,  William  Curtis,  pharmacist's  mate,  second  class,  United  States  Navy., 

Enlisted:  Jackson,  Miss.,  May  15,  1917. 

Died :  In  France,  October  4,  1918. 

Cause:  Killed  in  action. 

Next  of  kin :  Father,  John  C.  Graham,  R.  F.  D.  7,  Quitman,  Miss. 
Grahs,  Harry  Adams,  water  tender,  United  States  Navy. 

Enlisted:  Los  Angeles,  Calif.,  November  4,  1916. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  2,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Matilda  H.  Grahs,  1728  North  Street,  Logansport,  Ind 
Grainger,  Walter,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  April  9,  1917. 

Died :  U.  S.  S.  Prometheus,  July  18,  1917. 

Cause :  Drowned. 

Next  of  kin :  Father,  W.  F.  Grainger,  box  89,  It.  6,  Birmingham,  Ala. 
Grander,  Frederick  Russell,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  June  10,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ella  Grander,  455  Church  Street,  Royersford,  Pa. 
Grandkowski,  Ale  Dan,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Milwaukee,  Wis.,  June  25,  1918. 

Died :  Great  Lakes,  111.,  October  8,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Anton  Grandkowski,  Grand  Rapids,  Wis. 
Granger,  Edwin   Stewart,  yeoman,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Richmond,  Va.,  April  8,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  2,  1918. 

Cause :  Pneumonia. 

Next  of  kin:   Mother,   Emily   Granger,  309  North   Meadow   Street,  Rich- 
mond, Va. 
Grannis,  James  Kidwell,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Norfolk,  Va.,  July  20,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  October  1,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Kate  Grannis,  R.  F.  D.  5,  Fayetteville,  N.  C. 
Grantham,  James  Howell,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted :  Jackson,  Miss.,  May  15,  1917. 

Died :  In  France,  November  1,  1918. 

Cause:  Killed  in  action. 

Next  of  kin :  Father,  John  F.  Grantham,  Lucedale,  Miss. 
Grantham,  John  Likens,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  May  7,  1918. 

Died :  U.  S.  S.  Comfort,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Garry  L.  Grantham,  Indiahoma.  Okla. 
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Geantz,  Emu,  Carl,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Milwaukee,  Wis.,  July  20,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Frank  Grantz.  Daggett,  Mich. 
Grauman,  Julius  Ernest,  seaman,  United  States  Navy. 

Enlisted :  New  York.  N.  Y.,  December  28,  1914. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  September  24,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Elizabeth  Grauman,  Asbury,  N.  J. 
Graves,  Charles  Garnett,  water  tender,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  July  16.  1915. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Father,  Samuel  Graves,  Carrollton,  111. 
Graves,  Charles  Joseph,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  December  13.  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Mother,  Mary  Graves,  53  Clay  Street,  Worcester,  Mass. 
Graves,  Clarence  Martin,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Detroit.  Mich.,  July  30.  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Harriet  Graves,  route  2,  Bay  Port,  Mich. 
Graves,  Edgar  Earl,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  February  26,  1916. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Robert  E.  Graves,  box  13,  Abbott.  Ark. 
Graves,  Henry  Hugh,  yeoman,  second  class,  United  States  Navy. 

Enlisted :  Jackson,  Miss.,  January  12,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  James  K.  Graves,  222  Minerva  Street,  Jackson,  Miss. 
Graves,  Michael  Charles,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Louisville,  Ky.,  June  26,  1918. 

Died :  U.  S.  S.  Solace,  October  10,  1918. 

Cause:  Pneumonia,  lobar. 

Next   of   kin:  Father,   Orlando   C.   Graves,   526   South   Vine   Street,    Sey- 
mour, Ind. 
Graves,  Russell  Chester,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Detroit,  Mich.,  May  21,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Irene  K.  Graves,  Bay  Port,  Mich. 
Gray,  Archibald,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  December  13,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  March  10,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Archibald  Gray,  645  West  One  hundred  seventy-first 
Street,  New  York,  N.  Y. 
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Geay,  Lawrence,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  San  Francisco,  Calif.,  July  20,  1917. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  15,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mary  A.  Gray,  818  D  Street,  Marysville,  Calif. 
Gray,  Otto  Benton,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted:  Peoria,  111.,  May  26,  1917. 

Died :  Naval  training  station,  Great  Lakes,  111.,  March  10  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Dora  Gray,  Marva,  111. 
Gray,  Peter  Joseph,  seaman,  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  January  7,  1916. 

Died :  U.  S.  S.  Mercy,  October  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  lyn :  Sister,  Mrs.  Mary  W.  Bowers,  85  Whittenton  Street,  Taunton, 
Mass. 
Gray,  Richard  James,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Chicago,  111.,  July  29,  1916. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Frances  Gray,  1324  North  Crawford  Avenue,  Chi- 
cago, 111. 
Gray,  Walter  S.,  engineman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Norfolk,  Va.,  May  16,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Mother,  Mrs.  Walter  Gray,  418  Thirty-first  Street,  Norfolk,  Va. 
Greasley,  Mark  Wineield,  boatswain's  mate,  first  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  October  5,  1914. 

Died :  U.  S.  S.  Baltimore,  May  22,  1917. 

Cause :  Drowned. 

Next  of  kin:  Father,  Edmond  Greasley,  1518  Page  Street,  Philadelphia, 
Pa. 
Greathouse,  Lloyd,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  April  2,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  21,  1917. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Nettie  Greathouse,  R.  F.  D.  1,  Oakland,  Ky. 
Green,  Benjamin,  ship's  cook,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  December  13,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  191S. 

Cause:  Lost  when  vessel  was  foundered. 

Next  of  kin :  Brother,  Charles  Green,  219  Sands  Street,  Brooklyn,  N.  Y. 
Green,  Carl  E.,  blacksmith,  second  class,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  July  12,  191S. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  19,  191S. 

Cause,  Influenza. 

Next  of  kin :  Mother,  Clarica  G.  Brunson,  Woodcross,  Utah. 
Green,  Clifton   Parsons,  landsman  for  quartermaster,  United  States  Naval 
Reserve  Force. 

Enlisted :  Boston,  Mass.,  July  3,  191S. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Frances  P.  Green,  16  Auburn  Street,  Waltham,  Mass. 
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Green,  Flem,  mess  attendant,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted  :  Washington,  D.  C,  April  13,  1918. 

Died:  Naval  hospital,  Washington,  D.  C,  October  22,  1918. 

Cause:  Influenza  and  pneumonia. 

Next  of  kin :  Father,  Clem  Green,  Hurt,  Va. 
Green,  Gustaf  Oscar,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  May  21,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause:  Killed  in  battle  with  enemy  submarine. 

Next  of   kin :  Mother,   Amanda    Green,   254   Girard   Avenue,   Minneapolis, 
Minn. 
Green,   Henry  Eugene,   seaman,  second  class,  United   States  Naval   Reserve 
Force. 

Enlisted :  Peoria,  111.,  June  24,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Sister,  Lassie  G.  Deweese,  Emberton,  Ky. 
Green,   Lawrence  Asa,   seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enlisted  :  Salt  Lake  City,  Utah,  June  3,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  19,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Ethel  M.  Green,  2100  South  First  West,  Salt  Lake 
City,  Utah. 
Greenbeeg,  Simon,  electrician,  first  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa..  May  19,  1915. 

Died :  U.  S.  S.  F-l,  December  17,  1917. 

Cause :  Drowned  at  sea. 

Next  of  kin :  Mother,  Sophia  Greenberg,  358  Cypress  Avenue,  Bronx,  N.  Y. 
Greene,  Clifton  Eugene,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Dalles,  Tex.,  July  10,  1917. 

Died :  U.  S.  S.  Brooklyn,  March  20,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Father,  Charles  Greene,  Mount  Calm,  Tex. 
Greene,  David  Harris,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Atlanta,  Ga.,  August  13,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  September  26,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Lyda  J.  Greene,  822  Eleventh  Street,  Augusta,  Ga. 
Greene,  George  Leonard,  quartermaster,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Portland,  Me.,  April  23,  1917. 

Died :  Kingston  Hospital,  Brooklyn,  N.  Y.,  October  10,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Bertha  W.  Greene,  South  Brewer,  Me. 
Greene,  Walter  Maurice,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  January  7,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Lillie  H.  Greene,  Ratcliff,  Tex. 
174483—20 21 
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Greengrass,   Raymond,   seaman,   second   class,   United    States  Naval   Reserve 
Force. 
Enlisted :  Buffalo,  N.  Y.,  May  1,  1918. 

Died:  Naval  hospital,  Portsmouth,  Va.,  September  13,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin :  Father,  Earl  Greengrass,  Addison,  Ky. 

Green  well,  George  Hobe,  painter,  third  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Louisville,  Ky.,  July  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 
Cause:  Influenza. 
Next  of  kin:  Sister,  Josephine  Burnett,   1316  Preston   Street,  Louisville, 

Greer,  Austin  Charles,  fireman,  second  class,  United  States  Navy. 
Enlisted :  Brooklyn,  N.  Y.,  April  9,  1917. 
Died :  U.  S.  S.  Worden,  January  14,  1918. 
Cause:  Nephritis,  acute. 

Next  of  kin:  Father,  Austin  Greer,  Woodside  Avenue,  Elmhurst,  Long 
Island,  N.  Y. 

Gregory,  Edward  Henry,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enlisted :  Kansas  City,  Mo.,  July  17,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 
Cause :  Influenza. 

Next  of  kin  :  Mother,  Mabel  S.  Gregory,  Alton,  Kans. 
Gregory,  James  Richard,  baker,  second  class,   United   States  Naval  Reserve 

Force. 
Enlisted:  Boston,  Mass.,  June  15,  1918. 
Died:  Machias,  Me.,  September  28,  1918. 
Cause :  Pneumonia. 
Next  of  kin :   Wife,  Annie  E.  Gregory,   1761  Washington   Street,  Boston, 

Mass. 
Gregory,  Schuyler,  coppersmith,  United  States  Navy. 
Enlisted :  Indianapolis,  Ind.,  March  30,  1917. 
Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 
Cause :  Killed  in  action  with  enemy  submarine. 
Next  of  kin:  Wife,  Alma  Gregory,  185i  Eighth  Avenue  North,  Nashville, 

Tenn. 
Greig,  William  Brien,  landsman  for  electrician,  United  States  Navy. 
Enlisted:  Newark,  N.  J.,  May  15,  1917. 
Died :  Naval  hospital,  New  York,  N.  Y.,  June  9,  1917. 
Cause:  Pneumonia,  lobar. 
Next  of  kin :  Mother,  Sarah  T.  Greig,  641  Cookman  Avenue,  Asbury  Park, 

N.  J. 

Gresham,  Paul  Edwin,  seaman,  second  class,   United   States  Naval  Reserve 
Force. 
Enlisted :  St.  Louis,  Mo.,  July  10,  1918. 
Died :  Great  Lakes,  111.,  October  5,  1918. 
Cause :  Pneumonia,  broncho. 
Next  of  kin :  Mother,  Louise  B.  Gresham,  R.  F.  D.  4,  Hartville,  Mo. 
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Geidee,  Roy  Ulrick,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  December  9,  1917. 

Died:  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed  by  U-boat. 

Next  of  kin :  Father,  Charles  B.  Grider,  Bridgeport,  Ala. 
Gbiep,  Bertens  August,  chief  boatswain's  mate,  United  States  Navy. 

Enlisted:  Great  Lakes,  111.,  February  7,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  16,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mathilda  Griep,  2348  Roscoe  Street,  Chicago,  111. 
Griffin,  Edward  Lenwood,  fireman,  third  class,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  December  14,  1917. 

Died:  U.  S.  S.  Westover,  July  11,  1918. 

Cause:  Lost  when  ship  was  torpedoed  and  sunk. 

Next  of  kin :  Mother,  Rosa  Griffin,  Fowler,  Calif. 
Griffin,  George  Alex,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  January  4,  1915. 

Died :  Naval  hospital,  Norfolk,  Va.,  February  17,  1918. 

Cause:  Tuberculosis. 

Next  of  kin :  Father,  W.  A.  Griffin,  Marietta,  Tex. 
Griffin,  Howard  James,  yeoman,  second  class,  United  States  Navy. 

Enlisted:  Staten  Island,  N.  Y.,  March  28,  1918. 

Died:  U.  S.  S.  Comfort,  October  2,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:   Mother,  Ellen  C.   Griffin,   701  McMillan   Street,   Cincinnati, 
Ohio. 
Griffin,  James  Lawrence,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Cleveland,  Ohio,  July  11,  1918. 

Died :  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Anna  Griffin,  113  Washington  Avenue,  Niles,  Ohio. 
Griffin,  Jeremiah,  ship's  cook,  first  class,  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  October  28,  1917. 

Died :  Naval  hospital  Hampton  Roads,  Va.,  August  16,  1918. 

Cause:  Nephritis. 

Next  of  kin :  Wife,  Marie  Griffin,  355  East  Bute  Street,  Norfolk,  Va. 
Griffin,  Leander  Clifton,  fireman,  second  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  May  20,  1918. 

Died :  U.  S.  S.  Mercy,  October  18,  1918. 

Cause:  Cerebrospinal  meningitis. 

Next  of  kin :  Father,  Daniel  Griffin,  Lafourche,  La. 
Griffin,  Oscar  Lee,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  December  10,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  14,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Brother,  G.  E.  Griffin,  Montalba,  Tex. 
Griffith,  David  Bruce,   seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enlisted :  San  Diego,  Calif.,  July  26,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  November  5,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Ernestine  R.  Griffith,  R.  D.  2,  Tucson,  Ariz. 
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Griffith,  Mark  Amos,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  April  2,  1917. 

Died :  U.  S.  S.  Utah,  October  29,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Martha  Burlison,  Route  1,  Olustee,  Okla. 
Grifith,  Robert  Ridgley,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Washington,  D.  C,  February  27,  1917. 

Died :  U.  S.  S.  Kansas,  February  16,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Elizabeth  A.  Grifith,  916  Fifth  Street  SE.,  Washing- 
ton, D.  C. 
Grisgby,  Earl,  gunner's  mate,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  May  7,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin  :  Mother,  Amanda  Grigsby,  New  Palestine,  Ind. 
Grigsby,  Mebane,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Nashville,  Tenn.,  July  30,  1918. 

Died :  Los  Angeles,  Calif.,  October  10,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Jim  O.  Grigsby,  R.  2,  Thompson  Station,  Tenn. 
Grillo,  Jimmy  Mike,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Los  Angeles,  Calif.,  April  27,  1917. 

Died :  Naval  training  station,  San  Francisco,  Calif.,  October  4,  1918. 

Cause :  Atrophy  of  liver,  acute,  yellow. 

Next  of  kin:  Mother,  Grace  Grillo,  P.  O.  Box  284,  Pittsburg,  Calif. 
Grimes,  Francis,  seaman,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  December  12,  1916. 

Died:  Steamship  Pawnee,  April  7,  1918. 

Cause:  Accidental  shooting. 

Next  of  kin :  Father,  William  Grimes,  Rood  House,  111. 
Grimm,  Herman  Charles,  electrician  third  class    (G),  United  States  Naval 
Reserve  Force. 

Enlisted :  Newark,  N.  J.,  June  1,  1918. 

Died :  Naval  Hospital,  Pelham  Bay  Park,  N.  Y.,  October  12,  1918. 

Cause :  Pneumonia,  broncho. 

Next   of   kin:  Father,   Herman   Grimm,   123   Nineteenth   Avenue,    Irving- 
ton,  N.  J. 
Grinnell,  Clifton  Stephens,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  July  20,  1915. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action  with  enemy  submarine. 

Next   of   kin:    Father,    George   B.    Grinnell,    192    Fountain    Street,    Paw- 
tucket,  R.  I. 
Grisak,  Martin  John,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Pittsburgh.  Pa.,  May  5,  1917. 

Died :  U.  S.  S.  Von  Steuben,  April  17,  1918. 

Cause:  Blood  poisoning. 

Next  of  kin:  Anna  Mary  Grisak,  Dubois,  Pa. 
Griswold,  William  Henry,  apprentice  seaman,  United  States  Na^y. 

Enlisted:  New  Haven,  Conn.,  May  11,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  June  10,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  William  Griswold,  Southold,  Long  Island,  N.  Y. 
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Grizzell,  Wade  Cleava,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  December  15,  1917. 

Died :  Naval  training  station,  Great  Lakes,  111.,  February  6,  1918. 

Cause :  Septicemia. 

Next  of  kin :  Motber,  Victoria  Grizzell,  Vickery,  Tex. 
Groat,    John    Ellery,    seaman,    second    class,    United    States    Naval    Reserve 
Force. 

Enlisted :  Syracuse,  N.  Y.,  March  15,  1918. 

Died:  Naval  hospital,  New  York,  N.  Y.,  September  29,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Cora  Groat,  37  Guy  Park  Avenue,  Amsterdam,  N.  Y. 
Grobengieser,   Frank  John,  seaman,   second  class,  United   States  Naval  Re- 
serve Force. 

Enlisted :  St.  Louis,  Mo.,  May  13,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  5,  3918. 

Cause:  Influenza. 

Next  of  kin :  Father,  August  Val  Grobengieser,  Altamont,  111. 
Groff,  Irvin  Walter,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:   Philadelphia,  Pa.,   July  30,  191S. 

Died :  Puget  Sound,  Wash.,  October  7,  1918. 

Cause :    Influenza. 

Next  of  kin :  Mother,  Anna  L.  Groff,  239  Lancaster  Avenue,  Lancaster,  Pa. 
Groh,  Herbert  Elmer,  machinist's  mate,  first  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Baltimore,  Md.,  May  9,  1917. 

Died :  Naval  air  station,  Cape  May,  N.  J.,  October  8,  1918. 

Cause :  Lost  at  sea  in  a  seaplane. 

Next  of  kin :  Mother,  Margaret  A.  Groh,  Pasadena,  Md. 
Grombacher,  Edward  Asher,  seaman,  second  class,  United  States  Naval  Re- 
serve   Force. 

Enlisted:  New  York,  N.  Y.,  May  12,  1917. 

Died:  U.  S.  submarine  chaser  No.  215,  October  21,  1918. 

Cause :   Broncho-pneumonia. 

Next  of  kin :  Mother,  Caroline  M.  Grombacher,  28  Bloomfield  Avenue,  Pas- 
saic,   N.    J. 
Grooms,  Gordon  Percy,  seaman,  second  class,   United   States  Naval  Reserve 
Force. 

Enlisted :  Charleston,  S.  C,  April  19,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  February  9,  1918. 

Cause:   Infaret  of  lung. 

Next  of  kin :  Uncle,  Robert  Grooms,  167  Cummings  Street,  Charleston,  S.  C. 
Grosboll,  Harry  Paul,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Peoria,  111.,  May  27,  1918. 

Died :  U.  S.  S.  Comfort,  October  14,  1918. 

Cause :    Influenza. 

Next  of  kin :  Father,  Peter  P.  Grosboll,  Petersburg,  111. 
Gross,  Alfred  Henry,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  April  11,  1917. 

Died :  U.  S.  S.  Mercy,  October  3,  1918. 

Cause :    Pneumonia,    broncho. 

Next  of  kin:  Father,  William  O.  Gross,  1181  Cleveland  Street,  Baltimore, 
Md. 
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Gkoss.  Frank  Anthony,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Buffalo,  N.  Y.,  June  15,  191S. 

Died :  Naval  hospital,-  Great  Lakes,  111.,  September  28,  1918. 

Cause :    Influenza. 

Next  of  kin :  Father,  Anthony  F.  Gross,  114  Dodge  Street,  Buffalo,  N.  Y. 
Gkote,  Edward  August,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted:   Peoria,  111.,   June  14,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  20,  1918. 

Cause :   Influenza. 

Next  of  kin :  Father,  Fred  H.  W.  Grote,  1400  West  Fourth  Street,  Sedalia, 
Mo. 
Grounds,  George  Lester,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  April  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause:    Influenza. 

Next  of  kin:  Aunt,  Mrs.  Martha  E.  Carr,  Pimento,  Ind. 
Grover,  Frank  Bell,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  December  19,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  27,  1918. 

Cause:  Endocarditis,  acute. 

Next  of  kin :  Mother,  Sadie  Grover,  Spokane,  Wash. 
Grover,  Leo  William,  fireman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  November  6,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  March  24,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Peter  Grover,  32  Watts  Street,  Maiden,  Mass. 
Groves,  Benjamin  H.,  chief  gunner's  mate,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  November  3,  1915. 

Died:  Steamship  Nyansa,  April  16,  1918. 

Cause :  Result  of  explosion  of  shell. 

Next  to  kin :  Father,  David  Groves,  199  Dean  Street,  New  Bedford,  Mass. 
Groves,   Gordon  James,  seaman,   second  class,  United   States  Naval   Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  May  17,  1917. 

Died :  U.  S.  submarine  chaser  No.  209,  August  27,  1918. 

Cause:  Died  when  submarine  chaser  No.  209  was  fired  upon  by  mistake. 

Next  of  kin :  Mother,  Joanna  Hynson,  421  Queen  Street.  Alexandria,  Va. 
Groves,   Robert  Pettus,   yeoman,   third   class,   United   States   Naval   Reserve 
Force. 

Enlisted:  Charleston,  S.  C,  April  17,  1917. 

Died :  Naval  hospital,  Philadalphia,  Pa.,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Cousin,  Watkins  M.  Vaughn,  190  Queens  Street,  Charleston, 
S.  C. 
Grow,  Gerald  Branch,  landsman  for  yeoman,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  April  17,  1917. 

Died:  Naval  hospital,  Newport,  R.  I.,  May  27,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lou  Grow,  Colquitt,  Ga. 
Grozier,  Edgar  Snow,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  May  12,  1917. 

Died :  U.  S.  S.  Georgia,  December  9,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  F.  Grozier,  North  Truso,  Mass. 
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Geubb,  Richaed  Uriah,  pharmacist's  mate,  third  class,  United  States  Navy. 

Enlisted:  Mare  Island,  Calif.,  May  4,  1917. 

Died:  In  France,  July  20,  1918. 

Cause:  Killed  in  action. 

Next  of  kin :  Mother,  Elizabeth  Grubb,  2309  San  Jose  Avenue,  Alameda, 
Calif. 
Grudowski,  Stanley  Anton,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Chicago,  111.,  July  24,  1918. 

Died :  U.  S.  S.  Mercy,  September  28,  1918. 

Cause:  Pneumonia. 

Next    of    kin :    Mother,    Josephine    Grudowski,   2227   North    Robey    Street, 
Chicago,  111. 
Gruman,  William,  fireman,  first  class  United  States  Navy. 

Enlisted :  Marinette,  Wis.,  May  6,  1916. 

Died :  Base  No.  20  Military  Hospital,  Bayonne,  September  24,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Adolph  Gruman,  1817  Tenth  Street,  Marinette,  Wis. 
Guanga,  Emilio,  pharmacist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Olongapo,  P.  I.,  December  14,  1914. 

Died :  Olongapo,  P.  I.,  October  29,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Celestina  K.  Guanga,  202  Harris  Street,  Olongapo,  P.  I. 
Guarin,  Joseph  Arthur,  landsman  for  electrician,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  March  9,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  June  9,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mary  Guarin,  Cascade,  N.  H. 
Guarnieri,  John  Salvador,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Cleveland,  Ohio,  August  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24, 1918. 

Cause :  Influenza. 

Next  of  kin:   Mother,  Natalina  Guarnieri,   120  Harmon   Street,  Warren, 
Ohio. 
Gubler,  Henry,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  Haven,  Conn.,  July  19,  1918. 

Died :  New  York,  N.  Y.,  October  16,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Minnie  Gubler,  R.  R.  3,  Bethany,  Conn. 
Guerin,  Ivan  Hugh,  fireman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Los  Angeles,  Calif.,  June  4,  1918. 

Died :  Naval  training  camp,  San  Pedro,  Calif.,  November  9,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Ella  M.  Guerin,  2216  East  Second  Street,  Los  Angeles, 
Calif. 

Guernsey,  Floyd  Hawes,  landsman  for  yeoman,  United  States  Naval  Reserve 
Force. 
Enlisted :  Louisville,  Ky.,  July  22,  1918. 
Died  :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 
Cause:  Influenza. 
Next  of  kin :  Mother,  Lallia  Guernsey,  general  delivery,  Madison,  Ind. 
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Guest,   Frank  Joseph,   seaman,   second  class,   United   States   Naval   Reserve 
Force. 
Enlisted :  Buffalo,  N.  Y.,  July  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 
Cause :  Influenza. 
Next  of  kin :  Father,  Joseph  Guest,  144  Vincennes  Street,  Buffalo,  N.  Y. 
Guisinger,  Austin  P.,  engineman,  second  class,  United  States  Navy. 
Enlisted :  Cincinnati,  Ohio,  June  4,  1918. 
Died :  U.  S.  S.  Kroonland,  September  11, 1918. 
Cause :  Pneumonia,  lobar. 

Next   of  kin:  Sister,   Frances   M.    Guisinger,   101   West   Columbia   Street, 
Springfield,  Ohio. 
Guiterman,  Henry  Rosenwald,  apprentice  seaman,  United  States  Naval  Re- 
serve Force. 
Enlisted :  Pelham  Bay  Park,  N.  Y.,  August  8,  1918. 
Died :  Naval  training  station,  Great  Lakes,  111.,  October  4, 1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  Milton  G.  Guiterman,  58  Central  Park  west,  New 
York,  N.  Y. 
Gujtl,  Quirico  Gordoncillo,  cabin  cook,  United  States  Navy. 
Enlisted :  Staten  Island,  N.  Y.,  December  21,  1917. 
Died :  Naval  hospital,  New  York,  N.  Y.,  March  18,  1918. 
Cause :  Valvular  disease,  chronic  cardiac. 
Next  of  kin :  Brother,  Sopronio  Gujil,  Jaro  Iloilo,  Panay,  P.  I. 
Gultiano,  Eustaquio,  mess  attendant,  first  class,  United  States  Navy. 
Enlisted :  Cavite,  P.  I.,  February  14,  1916. 
Died :  U.  S.  S.  Solace,  October  11,  1918. 
Cause:  Broncho-pneumonia. 

Next  of  kin  :  Father,  Reymoundo  Gultiano,  Anda  Bohol,  P.  I. 
Gunderson,  Charles  George,  seaman,  second  class,  United  States  Navy. 
Enlisted :  New  York.  N.  Y.,  May  15,  1917. 
Died :  Steamship  Florence  H.,  April  17,  1918. 
Cause :  Killed  in  an  explosion  on  board  ship. 

Next  of  kin:  Mother,  Susan  Merrilus,  77  West  One  hundred  and  second 
Street,  New  York,  N.  Y. 
Gunderman,  George  Charles,  Jr.,  machinist's  mate,  second  class,  United  States 
Naval  Reserve  Force. 
Enlisted :  New  York,  N.  Y.,  June  22,  1917. 
Died :  U.  S.  submarine  chaser  No.  209,  August  27,  1918. 
Cause :  Killed  when  submarine  chaser  No.  209  was  fired  upon  by  mistake. 
Next  of  kin :  Father,  George  Gunderman,  2246  Eighty-second  Street,  Brook- 
lyn, N.  Y. 
Gunn,  Benjamin  Harvey,  apprentice  seaman,  United   States  Naval  Reserve 
Force. 
Enlisted :  Kansas  City,  Mo.,  July  24,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 
Cause:  Influenza. 
Next  of  kin :  Wife,  Ethel  W.  Gunn,  624  Cleveland  Avenue,  Wichita,  Kans. 
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Gunn,  Genevieve  Alice,  landsman  for  yeoman   (F),  United  States  Naval  Re- 
serve Force. 

Enlisted:  New  London,  Conn.,  September  16,  1918. 

Died :  Naval  hospital,  New  London,  Conn.,  October  3,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Catherine  Gunn,  99  Connecticut  Boulevard,  East  Hart- 
ford, Conn. 
Gunnison,  Harry  F.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Portland,  Greg.,  July  2,  1917. 

Died :  Receiving  ship  at  New  York,  March  16,  1918. 

Cause :  Diphtheria. 

Next  of  kin :  Mother,  Sophia  Gunnison,  Aurora,  Nebr. 
Gunter,  Hugh  Wiley,  chief  water  tender,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  September  7,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  July  17,  1918. 

Cause :  Multiple  injuries. 

Next  of  kin :  Father,  Samuel  Gunter,  Gassaway,  Tenn. 
Guntsch,  Caesar  Oswald,  seaman,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  July  16,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  February  1,  1918. 

Cause :  Fracture  of  left  tebia. 

Next  of  kin :  Mother,  Anna  Pomeranka,  Oak  Harbor,  Ohio. 
Gurney,  Kenneth  Bruce,  landsman  for  electrician  (G),  United  States  Navy. 

Enlisted :  Providence,  R.  I.,  December  14,  1917. 

Died :  Naval  hospital.  New  York,  N.  Y.,  March  11,  1918. 

Cause :  Diphtheria. 

Next  of  kin :  Father,  William  Gurney,  South  Street,  Marion,  Mass. 
Gustafson,  Ernest  Waidamek,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  December  3,  1917. 

Died :  U.  S.  S.  Solace,  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Carolina  Gustafson,  230  South  Quaker  Lane,  West 
Hartford,  Conn. 
Gustafson,  Melsor  Eugene,  hospital  apprentice,  second  class,  United  States 
Naval  Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  May  10,  191S. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Mary  Gustafson,  231  West  One  hundred  and  ninth 
Plnce.  Chicago,  111. 
Gutska,  John,  fireman,  third  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  December  6,  1917. 

Died:  Naval  hospital,  Newport,  R.  I.,  March  12,  1918. 

Cause:  Appendicitis,  acute. 

Next  of  kin  :  Wife,  Mrs.  Ida  Gutska,  99  Valley  Street,  Bristol,  Conn. 
Guttridge,  Algen  Hysle,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Puget  Sound,  Wash.,  November  30,  1914. 

Died :  U.  S.  S.  Chauncey,  November  19,  1917. 

Cause :  Lost  his  life  when  vessel  was  sunk. 

Next  of  kin :  Father,  William  H.  Guttridge,  Cullison,  Kans. 
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Gwin,  Ralph  Collins,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  May  31,  191S. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  William  Henry  Gwin,  Edgerton,  Mo. 
Haaehaus,  Edwin  Fred,  landsman  for  quartermaster  (A),  United  States  Naval 
Reserve  Force. 

Enlisted :  St.  Louis,  Mo.,  May  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Lena  Haarhaus,  2119  Chippewa  Street,  St.  Louis,  Mo. 
Habar,  Henry  Francis,  engineman,  second  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  May  31,  1918. 

Died :  Naval  hospital  No.  5,  October  4,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Frank  Habar,  453  Forty-eighth  street,  Brooklyn,  N.  Y. 
Haberlein,  Harry  Louis,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Pittsburgh,  Pa.,  April  30,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  John  Haberlein,  Allison  Park,  Allegheny  County,  Pa. 
Hackenburg,  Albert  Ray,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  February  15,  1918. 

Died :  At  home,  March  9,  1918. 

Cause:  Acute  alcoholism. 

Next  of  kin :  Mother,  Jessie  Hackenburg,  Millmont,  Pa. 
Hackett,  Roger,  fireman,  third  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  December  6,  1917. 

Died :  U.  S.  S.  Nopatin,  August  7,  1918. 

Cause :  Burns. 

Next  of  kin:  Mother,   Mrs.   Barbara   Hackett,   28  Academy    Street,   New 
Haven,  Conn. 
Hackney,  Joe,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  May  8,  1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  February  9,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Ella  Hackney,  Bluff  City,  Ark. 
Haddad,   Michael  Said,   seaman,  second  class,   United   States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  December  7,  1917. 

Died :  Naval  training  camp,  Bumkin  Island,  Mass.,  February  17,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin:  Friend,  Mary  McLaughlin,  34  West  Walnut  Park,  Roxbury, 
Mass. 
Hadley,  Harvey  Lockards,  landsman  for  machinist's  mate  (A),  United  States 
Navy. 

Enlisted :  Portland,  Oreg.,  December  7,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  April  8,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Lizzie  Hadley,  Sheridan,  Oreg. 


331 

Hadlock,  Oscar  Chaplin,  electrician,  third  class  (G),  United  States  Navy. 

Enlisted:  Boston,  Mass.,  February  16,  1914. 

Died :  U.  S.  S.  Allen,  May  9,  1917. 

Cause:  Fractured  skull. 

Next  of  kin :  Father,  William  Hadlock,  Yarmouthville,  Me. 
Haffey,  James  Hiram,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  April  18,  1917. 

Died :  U.  S.  S.  Mercy,  March  23,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Lula  Haffey,  Cape  Horn,  Wash. 
Hagen,  Geokge  Washington,  yeoman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Minneapolis,  Minn.,  May  13,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Lena  Laura  Hagen,  route  1,  Glencoe,  Minn. 
Hagen,  John  William,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  December  13,  1917. 

Died  :  Home,  September  29,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mary  A.  Hagen,  26  Savin  Hill  Avenue,  Dorchester, 
Mass. 
Hager,  Edward  Cornelius,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Duluth,  Minn.,  August  20,  1917. 

Died :  Base  Hospital  No.  5,  Brest,  France,  September  29,  1918. 

Cause:  Died  from  shock. 

Next  of  kin :  Father,  Andrew  Hager,  814  Third  Avenue  East,  Duluth,  Minn. 
Hager,  George  Branscomb,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  June  27,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause:  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Brother,  Ernest  Lamar  Hager,  44  North  Dunlap  Street,  Mem- 
phis, Tenn. 
Hagins,  John  Dalphard,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  St.  Louis,  Mo.,  July  23,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Millie  Hulton  Hagins,  Lamar,  Mo. 
Hahn,  Arthur  Anthony,  seaman,  second  class,  United  States  Navy. 

Enlisted :  La  Crosse,  Wis.,  July  2,  1917. 

Died :  U.  S.  S.  Prairie,  April  29,  1918. 

Cause :  Result  of  accident. 

Next  of  kin :  Father,  Joseph  Hahn,  600  Mill  Street,  La  Crosse,  Wis. 
Haight,  Carl  Jasper,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Detroit,  Mich.,  May  25,  1918. 

Died :  U.  S.  S.  Hisko,  October  17,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Libbie  Almira  Haight,  Barryton,  Mich. 
Haight,  Lloyd  Burt,  baker,  second  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  June  25,  1917. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause:  Result  of  destruction  of  vessel. 

Next  of  kin :  Wife,  Margaret  Haight,  Trenton,  Utah. 
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Hain,  Stanley  Eli-wood,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  December  14,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  February  1,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Charles  B.  Hain,  Blair,  Nebr. 
Haines,  Alexander,  baker,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Boston,  Mass.,  December  12,  3917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Wife,  Ina  J.  Haines,  121  Plymouth  Road,  Maiden,  Mass. 
Haines,   Charles   Wallace,  hospital  apprentice,  second  class,  United   States 
Navy. 

Enlisted :  Peoria,  111.,  May  3,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  June  6,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  H.  W.  Haines,  Rockport,  111. 
Haines,   Howard  William,   apprentice  seaman,   Unitd   States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  June  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  Donnell  C.  Haines,  Laurel  Springs,  Camden,  N.  J. 
Hainley,  Wilbur  Raymond,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Indianapolis,  Ind.,  June  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  John  Hainley,  Martinsville,  111. 

Haire,  Earl   S.,   machinist's  mate,   first  class,   United   States   Naval   Reserve 
Force. 

Enlisted  :  Duluth,  Minn.,  June  2,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  December  24,  1917. 

Cause :  Poison. 

Next  of  kin :  R.  H.  Haire,  718  East  First  Street,  Duluth,  Minn. 
Haisten,  William  Claud,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  April  25,  1917. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  May  21,  1917. 

Cause :  Meningitis. 

Next  of  kin :  Mother,  Alline  Haisten,  La  Grande,  Oreg. 
Hake,  James  Bernard,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  June  9,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Benjamin  B.  Hake,  532  Nicholson  Street,  Richmond, 
Va. 
Hale,  Albert,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Peoria,  111.,  July  26,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Missoura  Frances  Hale,  R.  R.  No.  2,  Cisne,  111. 
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Hale,  Everett  C,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Newport,  R.  I.,  May  21,  1917. 

Died :  Naval  hospital,  New  London,  Conn.,  September  21,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Ernest  Hale,  14  Burton  Street,  New  Haven,  Conn. 
Hale,  Lonnie  Dean,  seaman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  July  30,  1917. 

Died :  U.  S.  S.  Cheyenne,  October  18,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Mother,  Ella  Harwood,  Carterville,  Mo. 
Hale,  Lonnie  Hakle,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  December  13,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  19,  1918. 

Cause :  Bronchial  pneumonia. 

Next  of  kin  :  Mother,  Nettie  Hall,  Vinemont,  Ala. 
Hale,  Wilbern  Riley,  shipwright,  United  States  Navy. 

Enlisted :  El  Paso,  Tex.,  July  3,  1917. 

Died :  Curtiss  Aeroplane  &  Motor  Corporation,  Buffalo,  N.  Y.,  January  6, 
1918. 

Cause :  Result  of  accident. 

Next  of  kin :  Mother,  Cora  Hale,  Temple,  Ariz. 
Halfacke,  Sherman,  fireman,  third  class,  United  States  Navy. 

Enlisted  :  Nashville,  Tenn.,  May  31,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  1,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Hally  Petty  Halfacre,  Route  2,  Bloomington  Springs, 
Tenn. 
Halford,  James  Thompson,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Boston,  Mass.,  April  23,  1917. 

Died:  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause:  Lost  life  when  ship  was  sunk  by  enemy  submarine. 

Next  of  kin :  Mother,  Mary  I.  Halford,  194  Maple  Avenue,  Hartford,  Conn. 
Hall,  Cecil,  seaman,  United  States  Navy. 

Enlisted*:  Parkersburg,  W.  Va.,  July  3,  1917. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause :  Died  from  injuries  received  in  explosion. 

Next  of  kin :  Father,  Henry  Hall,  840  Rigley  Avenue,  Charleston,  W.  Va. 
Hall,  Edward  Emerson,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  September  6,  1913. 

Died :  U.  S.  S.  F-l,  December  17,  1917. 

Cause :  Lost  when  U.  S.  S.  F-l  was  sunk. 

Next  of  kin :  Wife,  Mabel  Marie  Hall,  330  Forty-first  Street,  West  Seattle, 
Wash. 
Hall,  James  Orbin,  fireman,  second  class,  United  States  Navy. 

Enlisted  :  Cincinnati,  Ohio,  April  19,  1917. 

Died  :  Navy  collier  Cyclops,  June  14,  191S. 

Cause :  Member  of  crew  on  missing  vessel. 

Next  of  kin  :  Father,  James  T.  Hall,  Pardee,  Va. 
Hall,  John,  mess  attendant,  third  class,  United  States-  Navy. 

Enlisted :  Philadelphia,  Pa.,  November  27,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  December  29,  1917. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Wife,  Carrie  Hall,  121  Park  Avenue,  Jacksonville,  Fla. 
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Hall,   John   Hansford,  seaman,   second   class,   United   States  Naval  Reserve 
Force. 

Enlisted :  Norfolk,  Va.,  June  6,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  5, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Lola  Martin  Hall,  Ordinary,  Va. 
Hall,  John  Marshall,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  August  10,  1917. 

Died :  Naval  training  station,  Great  Lakes,  111.,  December  6,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  M.  Hall,  Leona,  Tex. 
Hall,  Joseph  Edward,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  November  26,  1917. 

Died :  Receiving  ship,  Boston,  Mass.,  December  31,  1917. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Henry  Edward  Hall,  192  Sherman  Avenue,  Meriden, 
Conn. 
Hall,  Lester  Minor,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  April  11,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  16,  1917. 

Cause :  Spinal  fever. 

Next  of  kin:  Mother,  Nettie  M.  Hall,  Chelsea,  Mich. 
Hall,  Lindsey  D.,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  April  29,  1916. 

Died :  Naval  hospital,  Chelsea,  Mass.,  March  21,  1918.  . 

Cause :  Pneumonia,  labor. 

Next  of  kin  :  Father,  Joe  B.  Hall,  Garfield,  Ga. 
Hall,  Raymond,  shipwright,  United  States  Naval  Reserve  Force. 

Enlisted :  Minneapolis,  Minn.,  June  15,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Gertrude  Hall,  Maple  Plain,  Minn. 
Hallack,  Frank  Thomas,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Cincinnati,  Ohio,  July  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Adelaide  Frances  Hallack,  3503  Wabash  Street,  Los  Angeles, 
Calif. 
Halleran,  Norman  Aubrey,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  December  11,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  Kin :  Father,  Daniel  C.  Halleran,  315  Main  Street,  Independence, 
Mo. 
Hallett,  Elbert,  Jr.,  landsman  for  machinist's  mate  (A),  United  States  Naval 
Reserve  Force. 

Enlisted:  New  York,  N.  Y.,  April  3,  1918. 

Died :  Naval  hospital,  Great  Lake*,  111.,  October  1,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  Elbert  Hallett,  163  Amity  Street,  Flushing,  N.  Y. 
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Hallett,  Vernon  D.,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  December  13,  1917. 

Died :  Naval  Hospital,  Norfolk,  Va.,  January  29,  1918. 

Cause :  Pleurisy. 

Next  of  kin :  Mother,  Nina  B.  Hallett,  Waterloo,  Ind. 
Hali.iday,  Newton  Schurz,  seaman,  second  class,  N.  N.  V. 

Enlisted:  Chicago,  111.,  September  1,  1917. 

Died :  Naval  Station,  Great  Lakes,  111.,  April  6,  191S. 

Cause :  Tuberculosis  ;  pneumonia,  acute. 

Next  of  kin :  Father,  Newton  R.  Halliday,  4401  Keokuk  Avenue,  Chicago. 
111. 
Halligan,   John   Edward,   landsman    for   quartermaster    (A),    United    States 

Naval  Reserve  Force. 

Bnlisted:  Boston,  Mass.,  January  12,  1918. 

Died:  Naval  air  station,  Pensacola,  Fla.,  September  28,  1918. 

Cause :  Pneumonia,  broncho.    . 

Next  of  kin :  Cousin,  Agnes  Ask,  10  Heinrich  Street,  Waverly,  Mass. 
Halseth,  Andrew  Martin,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  April  25,  1917. 

Died :  Base  hospital,  Brest,  France,  November  5,  1917. 

Cause :  Concussion  of  brain. 

Next  of  kin :  Mother,  Melina  Halseth,  Bemidji,  Minn. 
Halsey,  Robert  Anderson,  apprentice  seaman,  United   States  Naval  Reserve 
Force. 

Enlbted:  Detroit,  Mich.,  July  23,  1918. 

Died :  Naval  Hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause :  Influenza. 

Next    of    kin :  Wife,    Marjorie    Helen    Halsey,    2679    Woodward    Avenue, 
Highland  Park,  Mich. 
Halstead,  Cliff  Frank,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Eureka,  Calif.,  May  14,  1918. 

Died :  Base  dis  pensary,   San  Francisco,  Calif.,  October  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Lottie  Kenney,  Rolph,  Calif. 
Halstead,  Harold  Norman,  landsman  for  quartermaster    (A),  United   States 
Navy. 

Enlisted :  Montgomery,  Ala.,  March  31,  1917. 

Died :  United  States  Aeronautical  Attachment  No.  1,  Toulon,  France,  July 
31,  1917. 

Cause :  Ins  anity.   - 

Next  of  kin :  Father,  Francis  A.  Halstead,  118  Bortime  Street,  Somerville, 
N.  J. 
Halverson,  John,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  December  2S,  1911. 

Died:  U.  S.  S.  Maryland,  September  28,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Carrie  Halverson,  Forest  City,  Iowa. 
Halverson,  Reynold  Joseph,  coxswain,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  April  27,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  October  1,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Carrie  Halverson,  1723  Lowry  Avenue  NE.,  Minne- 
apolis, Minn. 
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Halvekstadt,  Isaac  Franklin,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Omaha,  Nebr.,  June  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin:   Father,  Frank  V.  Halverstadt,  947   South  Street,  Lincoln, 
Nebr. 
Haman,  Henry  George,  seaman,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  November  21,  1914. 

Died :  U.  S.  S.  Chauncey,  November  19,  1917. 

Cause:  Lost  life  when  ship  sank. 

Next  of  kin :  Father,  Burt  W.  Haman,  18  Knoerl  Avenue,  Buffalo,  N.  Y. 
Hambrick,  Feank  Henry,  shipfitter,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  May  28,  1917. 

Died :  Naval  headquarters,  Paris,  France,  April  18,  1918. 

Cause :  Fractured  skull. 

Next  of  kin :  Joseph  Early  Hambrick,  Dallas,  Tex. 
Hamer,  Edward  Riley,  oiler,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  March  2,  1915. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  25,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Susan  A.  Hamer,  Ridley,  Pa. 
Hamer,  Paul  Milvin,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  March  12,  1917. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  April  26,  1917. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Carrie  G.  Hamer,  Downey,  Calif. 
Hamilton,   Andrew   Clifford,    landsman   for   electrician    (G),   United    States 
Navy. 

Enlisted :  Boston,  Mass.,  June  14,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  26,  191S. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Hugh  Hamilton,  9  Sheldon  Street,  East  Milton,  Mass. 
Hamilton,  Edgar  William,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Seattle,  Wash.,  February  23,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  9,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Hamilton,  R.  F.  D.,  box  103,  Yakima,  Wash. 

Hamilton,  Emmett  Wayne,  fireman,  third  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  December  15,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  22,  191S. 

Cause:  Influenza. 

Next  of  kin :  Father,  Wright  Hamilton,  route  1,  Blackwater,  Mo. 
Hamilton,  James  Henry,  mess  attendant,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Fernandina,  Fla.,  June  1,  1918. 

Died :  U.  S.  S.  Solace,  October  4,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Pearl  Hamilton,  288  Division  Street,  Fernandina,  Fla. 
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Hamilton,  Louis  Francis,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Portland,  Me.,  May  29,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  16,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Alice  Edna  Hamilton,  Chebeaque  Island,  Me. 
Hamilton,  Patrick  Leo,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Louisville,  Ivy.,  June  6,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ellen  Hamilton,  Whitesville,  Ky. 
Hamilton,  William  Hall,  water  tender,  United  States  Navy. 
.     Enlisted :  Dallas,  Tex.,  January  17,  1914. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  John  E.  Hamilton,  Dombey,  Okla. 
Hamlett,  Francis  Aloysius,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  February  4,  1916. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  17,  1918. 

Cause :  Influenza. 

Next  of  kin:   Father,   Frederick  Hamlett,   614   Sixty-first   Street,   Brook- 
lyn, N.  Y. 
Hammel,  William  Nichols,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  January  4,  1916. 

Died:  Naval  hospital,  Puget  Sound,  Wash.,  June  5,  1917. 

Cause :  Arthritis,  acute. 

Next  of  kin:  Brother,  Henry  Hammel,  Preston,  111. 
Hammer,  Jas.  Martin,  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  April  16,  1917. 

Died :  Lincoln  Hospital,  New  York,  N.  Y.,  December  15,  1917. 

Cause :  Poisoned  by  illuminating  gas. 

Next  of  kin :  Father,  Thos.  Hammer,  388  East  One  Hundred  and  Thirty- 
sixth  Street,  New  York,  N.  Y. 
Hammon,  William  Adolph,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  July  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next    of   kin :    Father,    William    Walker    Hammon,    4921    North    Warnock 
Street,  Philadelphia,  Pa. 
Hammond,  Harry  Vincent,  hospital  apprentice,  first  class,  United  States  Navy, 

Enlisted :  Cincinnati,  Ohio.  June  4,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  10,  191S. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :   Sister,  Mary  Wisenberger,   19  Greenlaw  Avenue,  Colorado, 
Ohio. 
Hammond,  James  Tyler,  landsman  for  electrician   (R),  United  States  Naval 
Reserve  Force. 

Enlisted :  Washington,  D.  C,  July  17,  1918. 

Died :  Naval  hospital,  naval  base,  Norfolk,  Va.,  October  8,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Mother,  Beatrix  Hammond,  Frankfort,  Mich. 
1744S3— 20 22 


338 

Hammond,  Johnston  Lee,  landsman  for  yeoman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Louisville,  Ky.,  July  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Elizabeth  Hammond,  Pleasureville,  Ky. 
Hammons,  Willie  Thomas,  Jr.,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Louisville,  Ky.,  May  20,  1918. 

Died :  Royal  hospital,  Queensferry,  Scotland,  October  31,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Cora  Elmore  Mansfield,  133  Estill  Avenue,  Richmond, 
Ky. 
Hamner,  Ruftjs  Chester,  engineman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  January  2,  1918. 

Died :  U.  S.  S.  Middlesex,  September  18,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Martelia  Hamner,  Knox  City,  Tex. 
Hampel,  William  Herman,  oiler,  United  States  Navy. 

Enlisted :  Milwaukee,  Wis.,  April  15,  1910. 

Died :  U.  S.  S.  Chauncey,  November  19,  1917. 

Cause :  Lost  when  vessel  was  sunk. 

Next  of  kin :  Father,  Charles  Hampel,  Randville,  Mich. 
Hampton,  Loyd  John,  water  tender,  United  States  Navy. 

Enlisted :    Richmond,  Va.,  December  23,  1916. 

Died:  U.  S.  S.  Chemung,  December  12,  1917. 

Cause :  Result  of  fire  on  board  vessel. 

Next  of  kin :  Mother,  Mary  J.  Gilley,  Bamboo,  N.  C. 
Hanby,  Joseph  Chandler,  apprentice  seaman,  United   States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  July  19,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin :  Uncle,  Joseph  Ignatius,  1621  Union  Street,  Wilmington,  Del. 
Hanckel,  Richardson  Miles,  quartermaster,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Charleston,  S.  C,  April  17,  1917. 

Died :  Naval  hospital,  naval  base,  Gibraltar,  October  11,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Francis  Stewart  Hanckel,  6  Thomas  Street,  Charles- 
ton, S.  C. 
Hancock,  Fred,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  December  12,  1917. 

Died:  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause:  Lost  when  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Jane  Mary  Hancock,  Renton,  Wash. 
Handley,  Herbert  Lee,   seaman,   second  class,  United  States  Naval  Reserve 
Force. 

Enlisted  :  Raleigh,  N.  C,  July  6,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  21,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  James  M.  Handley,  R.  F.  D.  3,  Goldsboro,  N.  C. 
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Haney,  Golden  Herbert,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  July  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  2,  1918. 

Cause: Influenza. 

Next  of  kin :  Father,  Wilson  Marion  Haney,  route  6,  Topeka,  Kans. 
Hanft,  Ben,  machinist's  mate,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  16,  1917. 

Died :  Pelham  Bay  Park,  N.  Y.,  March  15,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Morris  Hanft,  188  Clymar  Street,  Brooklyn,  N.  Y. 
Hanigan,  Chester  Garfield  M.,  chief  pharmacist's  mate,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  August  25,  1915. 

Died :  Naval  headquarters,  Paris,  March  31,  1918. 

Cause :  Dilation  of  stomach. 

Next  of  kin  :  Sister,  Mrs.  Harry  Wagner,  Sixth  and  Hellam  Streets,  Wrights- 
ville,  Pa. 
Hanish,   Edward  Carl,   seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enlisted :  Milwaukee,  Wis.,  July  2,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Frank  Hanish,  Phillips,  Wis. 
Hankins,   Cecil  Loyd,   landsman   for   machinist's   mate    (A),   United   States 
Naval  Reserve  Force. 

Enlisted :  Omaha,  Nebr.,  July  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  1,  1917. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Elizabeth  Mary  Hankins,  Wentworth,  S.  Dak. 
Hanley,  Daniel  Sylvester,  bugler,  United  States  Naval  Reserve  Force. 

Enlisted :  Pelham  Bay  Park,  N.  Y.,  Jm«e  11,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  14,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Thomas  Hanley,  400  West  Twenty-ninth  Street,  New 
York,  N.  Y. 
Hanley,  Edward  Joseph,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  July  5,  1917. 

Died :  U.  S.  S.  Charleston,  March  12,  1918. 

Cause:  Drowned. 

Next  of  kin :   Mother,  Susan  Hanley,  Lewis  and  Ashland   Streets,  Phila- 
delphia, Pa. 
Hanlin,  Jesse  Samuel,  yeoman,  third  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  April  24,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Alice  Hanlin,  212  Holderness  Street,  Atlanta,  Ga. 
Hann,  Alvin  Fairbank,  boatswain's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Baltimore,  Md.,  May  22,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause:  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  Jacob  Hann,  jr.,  Catonsville,  Md. 
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Hannibal,  Axbeet  Herman,  apprentice  seaman,  United  States  Navy. 
Enlisted :  St.  Louis,  Mo.,  July  29,  1918. 
Died :  Navy  yard,  Mare  Island,  Calif.,  October  18,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Augusta  A.  Hannibal,  2043  East  Fair  Avenue,   St. 
Louis,  Mo. 

Hansen,  Carl  Jorgan,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  January  29,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  May  G,  1917. 

Cause :  Suppurative  pleurisy. 

Next  of  kin :  Mother,  Mrs.  Kanna  Lund,  box  207,  Snyder,  Nebr. 
Hansen,  Frederick  H,  boatswain's  mate,  second  class,  United  States  Naval 
Reserve  Force. 
Enlisted :  New  York,  N.  Y.,  January  29,  1918. 
Died:  U.  S.  S.  Herman  Frasch,  October  4,  1918. 

Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin  :  Mother,  Julia  Hansen,  16  Fifth  Street,  Weehawken,  N.  J. 
Hansen,  Hans,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  P:i.,  August  31,  1915. 

Died :  U.  S.  S.  Penaacola,  April  7,  1918. 

Cause :  Heart  failure. 

Next  of  kin :  Brother,  Arck  Hansen,  Stavanger,  Norway. 
Hansen,  Harry  Morris,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  April  23,  1917. 

Died :  St.  Catherine's  Hospital,  Brooklyn,  N.  Y.,  October  13,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin  :  Father,  Abel  Hansen,  Metuchen,  N.  J. 
Hansen,  Herbert  Constantious,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  August  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Atlanta  Hansen,  2415  West  Sixth  Street,  Duluth,  Minn. 
Hansen,  Victor  Delbert,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Detroit,  Mich.,  April  30,  191S. 

Died :  Naval  hospital,  League  Island,  Philadelphia,  Pa.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Sophia  C.  Hansen,  R.  F.  D.  No.  2,  Greenville,  Mich. 

Hansett,  Stanley  Alexander,  seaman,  United  States  Navy. 

Enlisted:  Albany,  N.  Y.,  January  11,  1917. 

Died :  U.  S.  S.  Solace,  February  4,  1918. 

Cause :  Hemorrhage. 

Next  of  kin :  Mother,  Elberta  Hansett,  R.  F.  D.  6,  Schenectady,  N.  Y. 
Hanshaw,  Witliam  Oscar,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Si.  Louis,  Mo.,  May  22,  1918. 

Died :  Naval  air  station,  Miami,  Fla.,  October  20,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Ellen  Hanshaw,  Urbana,  Mo. 
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Hanson,  Alfred  Herman,  musician,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  May  21,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  1,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin:   Mother,  Hannah  Hanson,  121  Hesper  Street,  East  Sangua, 
Mass. 
Hanson,  Charles  Rosselu,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Minneapolis,  Minn.,  July  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Elizabeth  Hanson,  Wabash,  Minn. 
Hanson,  Harold  Anton  Johan,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Chicago,  111.,  June  10,  1918. 

Died  :  Mountain  Side  Hospital,  Montclair,  N.  J.,  October  1, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Amanda  Anderson  Hanson,  402  Eleventh  Street,  Rock- 
ford,  111. 
Hanson,  Helmer,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  April  20,  1917. 

Died :  Naval  hospital,  League  Island,  March  10,  1918. 

Cause :  Result  of  abscess. 

Next  of  kin :  Mother,  Lena  Hanson,  Kingsville,  Tex. 
Hanson,  Henry  Peter,  machinist's  mate,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Seattle,  Wash.,  September  1,  1917. 

Died :  Naval  training  station,  San  Diego,  Calif.,  May  5,  1918. 

Cause:  Drowning. 

Next  of  kin  :  Hans  Peter  Hanson,  544  North  Seventy-seventh  Street,  Seattle, 
Wash. 
Hanson,  Lloyd  Christopher,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  January  23,  1917. 

Died :  U.  S.  S.  Shaw,  October  9,  1918. 

Cause :  Lost  life  in  collision. 

Next  of  kin :  Mother,  Cora  May  Hanson,  Oregon  City,  Oreg. 
Hanson,  William  McKinley,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Milwaukee,  Wis.,  June  28,  1918. 

Died  :  Naval  hospital,  Naval  base,  Virginia,  October  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Anna  Hanson,  Mindore,  Wis. 
Haran,  Thomas  Terrance,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  June  11,  1917. 

Died :  U.  S.  S.  South  Carolina,  July  27,  1918. 

Cause:  Drowning. 

Next  of  kin :  Brother,  Patrick  J.  Hanson,  2709  Tilden  Avenue,  Brooklyn, 
N.  Y. 
Harbaum,  Wesley  William,  machinist's  mate,  first  class   (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  St.  Louis,  Mo.,  June  25,  1918. 

Died :  U.  S.  S.  Pocahontas,  September  29,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lizzie  Harbaum,  Warrenton,  Mo. 
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Harbert,  Carl  Einer,  landsman  for  electrician  (R),  United  States  Naval  Re- 
serve Force. 

Enlisted :  Great  Lakes,  111.,  December  7,  1917. 

Died:  Naval  station,  Great  Lakes,  111.,  March  11,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Frederick  Herbert,  Kenosha,  Wis. 
Hardaway,  Carey  Joseph,  landsman  for  yeoman,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  June  4,  1917. 

Died :  U.  S.  S.  Salem,  September  29,  1918. 

Cause:  Missing   from    motor   boat   which   was   returning   to   vessel   with 
liberty  party. 

Next  of  kin :  Mother,  Anna  H.  Hardaway,  40  Salbide  Avenue,  Newman,  Ga. 
Hardee,  Willie  Foster,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  June  6,  1917. 

Died:  Naval  hospital,  Gibraltar,  October  30,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  George  Hardee,  Hammond,  S.  C. 
Hardesty,  Percy  Raymond,  electrician,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Norfolk,  Va.,  August  21,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  January  4,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Addie  Hardesty,  Newport,  N.  C. 
Hardin,  Charlie  Elbert,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  June  5,  1917. 

Died:  Naval  hospital,  Fort  Lyons,  Colo.,  March  15,  1918. 

Cause :  Tuberculosis. 

Next  of  kin :  Father,  Joseph  A.  Harris,  Dunnville,  Ky. 
Harding,  Charles  Wesley,  water  tender,  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  November  4,  1914. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  5,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Lucy  J.  Harding,  McLouth,  Kans. 
Harding,  John  Wesley,  yeoman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  July  5,  1916. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause:  Drowning. 

Next  of  kin:  Mother,  Laura  Worrel  Johnson,  509  Prince  Street,  Borden- 
town,  N.  J. 
Hardman,  John  Stanley,  hospital  apprentice,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Newport,  R.  I.,  May  9,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  September  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Ida  M.  Hardman.  309  Pine  Street,  Trinidad,  Colo. 
Hardman,  Milton  Reid,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enlisted:  Des  Moines,  Iowa,  July  24,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 
Cause :  Scarlet  fever. 
Next  of  kin :  Mother,  Mollie  Hardman,  Route  1,  Wapello,  Iowa. 


Hardwick,  Lewis  Herburt,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  August  11,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  191S. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Wife,  Myrtice  Stacy  Hardwick,  82  Browns  Avenue,  Atlanta, 
Ga. 
Hardy,  Edward  Ober,  seaman,  second  class,  United  States  Navy. 
'   Enlisted :  Kansas  City,  Mo.,  November  27,  1916. 

Died :  Naval  training  station,  Great  Lakes,  111.,  June  4,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Nellie  Ober  Bren,  616  Johnstown  Avenue,   Saline, 
Kans. 
Hardy,  Lambreth,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  July  7,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause :  Killed  in  action. 

Next  of  kin :  Father,  James  P.  Hardy,  Sarepta,  Miss. 
Hardyman,  Willis  Charles,  fireman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  August  14,  1915. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Charles  II.  Hardyman,  624  Spruce  Street,  Quincy,  111. 
Hare,  Harold  Nelson,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  June  25,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Walter  Hare,  Fairbury,  Nebr. 
Hargis,  Ben  Earl,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  May  5,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  May  28,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Emma  Lue  Hargis,  Achille,  Okla. 
Hargrove,  Frank  Elmer,  landsman  for  machinist's  mate   (A),  United  States 
Naval  Reserve  Force. 

Enlisted:  Milwaukee,  Wis.,  May  23,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  July  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Hiram  H.  Hargrove,  Waterloo,  Iowa. 
Hargrove,  Wapley,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  July  23,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  John  William  Hargrove,  Farmington,  Ky. 
Harlan,  George  Clark,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  July  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  George  William  Harlan,  Ottersville,  Mo. 
Harless,  Roy  Clarence,  landsman  for  yeoman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Louisville,  Ky.,  July  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Rhoda  Harless,  1019  Eleventh  Street,  Huntington,  W.  Va. 
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Harley,  Joseph  Eakl,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Charleston,  S.  C,  April  7,  1917. 

Died :  U.  S.  S.  Winslow,  January  11,  1918. 

Cause :  Lost  overboard. 

Next  of  kin :  Mother,  Mary  Alice  Harley,  Allendale,  S.  C. 
Harman,  Albert  Turner,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Oklahoma  City,  Okla.,  December  8,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  3,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Edna  May  Harman,  Paoli,  Okla. 
Harman,  John  Randolph,  yeoman,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Washington,  D.  C,  August  6,  1918. 

Died :  Washington,  D.  C,  October  23,  1918. 

Cause :  Influenza  and  pneumonia. 

Next  of  kin :  Mother,  Eugina  Edwards  Harman,  1900  Florida  Avenue  NW., 
Washington,  D.  C. 
Harmon,  William  Gerdes,  electrician,  second  class  (R),  United  States  Navy. 

Enlisted:  Birmingham,  Ala.,  June  2,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  when  vessel  sunk. 

Next  of  kin :  Father,  William  Claiborne  Harmon,  1756  Lee  Avenue  West, 
East  Birmingham,  Ala. 
Harold,  David  Abe,  mess  attendant,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Meridian,  Miss.,  May  7,  1918. 

Died :  Navy  Base  Hospital  No.  5,  November  1,  1918. 

Cause:  Pleurisy. 

Next  of  kin :  Wife,  Edith  Harold,  3  Long  Place,  Vicksburg,  Miss. 
Haroth,  Frank,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Brooklyn,  N.  Y.,  May  23,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  5,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Adelaide  Haroth,  62  Boyd  Avenue,  Jersey  City,  N.  J. 
Harp,  George  Myron,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  June  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Carrie  Harp,  R.  F.  D.  4,  Roadhouse,  111. 
Harper,  Howard  Webster,  son  man,  second  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  June  6,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  March  11,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Cordelia  Yoke,  Normangee,  Tex. 
Harper,  Ulric  Samuel,  seaman,  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  April  18,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Millie  Harper,  Toddville,  S.  C. 
Harper,  Wiltjam  Fred,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  April  5,  1917. 

Died :  New  York,  N.  Y.,  October  17,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Father,  Robert  L.  Harper,  Sendrift,  Tex. 
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Harrelson,  John,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Chicago,  111.,  July  12,  1918. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  September  30,  1918. 

Cause :  Influenza. 

Next  of  kin :  Sister,  Hazel  Sullivan,  Randolph,  111. 
Harriman,  Howard  Joseph,  musician,  second  class,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  November  8,  1917. 

Died :  Naval  operating  base,  Hampton  Roads,  Va.,  January  12,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Jacob  Harriman,  434  East  Randolph  Street,  Balti- 
more, Md. 
Harrington,   Edd   Leon,   fireman,    third   class,    United    States  Naval   Reserve 
Force. 

•Enlisted:  Meridian,  Miss.,  July  19,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  24,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Edd  Harrington,  Woodland,  Miss. 
Harrington,  Virgil  Edgar,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  March  29,  1917. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause:  Died  when  vessel  sunk. 

Next  of  kin :  Mother,  Belle  Harrington,  Ashland,  Okla. 
Harrington,  William  Eugene,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Raleigh,  N.  C,  July  2,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Mrs.  R.  L.  Isball,  Lenoir,  N.  C. 
Harris,  Albert  Russel,  fireman,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Indianapolis,  Ind.,  May  20,  1918. 

Died :  U.  S.  S.  Mercy,  October  14,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mary  Harris,  R.  R.  1,  Santa  Claus,  Ind. 
Harris,  John  Daniel,  machinist's  mate,  first  class  (A),  United  States  Navy. 

Enlisted:  Raleigh,  N.  C,  July  28,  1917. 

Died :  Naval  aeronautic  station,  Pensacola,  Fla.,  October  9,  191S. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Anthony  D.  Harris,  Warrenton,  N.  C. 
Harris,  John  Henry,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Little  Rock,  Ark.,  June  4,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  J.  E.  Harris,  Gillham,  Ark. 
Harris,  John  Marshall,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Fresno,  Calif.,  August  28,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  29,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Mattie  Harris,  Nipinnawasee,  Calif. 
Harris,  Kirk  Munroe,  electrician,  third  class  (R),  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  January  22,  1913. 

Died :  Naval  hospital,  Canacao,  P.  I.,  July  2,  1917. 

Cause :  Fracture  of  temporal  bone. 

Next  of  kin :  Father,  John  B.  Harris,  Denton,  Nebr. 
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Harris,  Paul  John,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Cincinnati.  Ohio,  December  10,  1917. 

Died :  U.  S.  S.  San  Diego,  July  19,  1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  John  W.  Harris,  2522  Hackberry  Street,  Cincinnati, 
Ohio. 
Harris,  Thomas  Baldwin,  musician,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  April  25,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  December  22,  1917. 

Cause:  Diabetes. 

Next  of  kin :  Mother,  Mary  Alice  Harris,  Oran,  Mo. 
Harris,  Samuel  Elmo,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  November  19,  1917.  , 

Died:  Naval  hospital,  Norfolk,  Va.,  January  5,  1918. 

Cause :  Pemphigus. 

Next  of  kin :  Mother,  Eugene  Harris,  Ashland  City,  Tenn. 
Harrison,  Claude  Russel,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  July  15,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  G,  191S. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Ida  M.  Harrison,  175  Gary  Street,  Spartanburg,  S.  C. 
Harrison,  Clifford  Myros,  machinst's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Milwaukee,  Wis.,  February  23,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Irvin  Harrison,  R.  2,  Reedsburg,  Wis. 
Harrison,  Earnest,  mess  attendant,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  June  11,  1917. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Uncle,  Henry  Pool,  Tyler,  Ala. 
Harrison,  Harvey,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  May  7,  1918. 

Died:  U.  S.  S.  Westover,  July  11,  1918. 

Cause:  Drowned. 

Next  of  kin:  Dora  Harrison,  mother,  Noblesville,  Ind. 
Harrison,  Mark  Jenings,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  May  1,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  20,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Henry  Harrison,  574  Third  Street,  San  Francisco, 
Calif. 
Harrison,  Riley  Byron,  landsman  for  machinist's  mate,  United  States  Naval 
Reserve  Force. 

Enlisted :  St.  Louis,  Mo.,  July  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Lea  the  J.  Harrison,  Savannah,  Tenn. 
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Harrison,  Rupert  Asa,  yeoman,  second  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  April  13,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Mother,  Lulu  Harrison,  308  West  Adams  Street,  McAlester, 
Okla. 
Harrison,  William  James,  landsman  for  electrician  (R.),  United  States  Naval 
Reserve  Force. 

Enlisted:  Cincinnati,  Ohio,  April  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Sister,  Anna  Harrison,  2637  Melrose  Avenue,  Cincinnati,  Ohio. 
Harry,  Virgil  Hughes,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Pittsburgh,  Pa.,  May  15,  1918. 

Died :  U.  S.  S.  Alabama,  October  11,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  W.  Harry,  Mercer,  Pa. 
Hart,  Bret,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  April  9,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  15,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Henrietta  Raulerson  Hart,  Mascotta,  Fla. 
Hart,  Carleton  Rae,  electrician,  first  class  (G.),  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  October  5,  1914. 

Died :  Naval  hospital,  League  Island,  Pa.,  March  11,  1918. 

Cause :  Pneumonia. 

Next  of  kin:   Father,   Barnet  Hart,   231  North  Hobart   Street,   Philadel- 
phia, Pa. 
Hart,  Iva  Thompson,  gunner's  mate,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Houston,  Tex.,  June  11,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  October  18,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Eli  S.  Hart,  Kountze,  Tex. 
Hart,  John  Joseph,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Buffalo,  N.  Y.,  April  14,  1916. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  5,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Sister,  Lillian  Root,  482*  Hawley  Street,  Rochester,  N.  Y. 
Hart,   Joseph   Edward,   seaman,   second   class,   United   States   Naval   Reserve 
Force. 

Enlisted :  Boston,  Mass.,   December  5,   1917. 

Died:  Boston,  Mass.,   September  21,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Mary  C.  Hart,  22  Victoria  Street,  Dorchester,  Mass. 
Hart,  Leonard  Andrew,  ship  fitter,  second  class,  United  States  Navy. 

Enlisted:  Cleveland,   Ohio,   June  2,  1917. 

Died :  U.  S.  S.  Pittsburgh,  October  22,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Grace  L.  Hart,  2125  Shirley  Avenue,  Revere,  Mass. 
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Hart,  Lyman  Lee,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Grand  Rapids,  Mich.,  July  30,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  28,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Una  Hart,  Hart,  Mich. 
Hart,  Ralph   Eugene,   landsman   for  yeoman,   United   States  Naval   Reserve 
Force. 

Enlisted :  Detroit,  Mich..  July  3,  191S. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  191S. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Charlotte  Emily  Hart,  1415  Carleton  St.,  Port  Huron, 
Mich. 
Hart,  William  Frank,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Newark,  N.  Y.,  May  7,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  February  11,  191S. 

Cause:  Valvular  disease. 

Next  of  kin:  Sister,  Catherine  Walsh,  4  Mill  Road,  Jersey  City,  N.  J. 
Hart,  William  James,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  New  Haven,  Conn.,  May  14,  191S. 

Died:  Marine  hospital,  Stapleton,  Staten  Island,  N.  Y.,  October  12,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Jennie  Janet  Hart,  115  Smalley  Street,  New  Britain, 
Conn. 
Hartle,  Orrin  Francis,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Naval  Home,  Philadelphia,  Pa.,  December  13,  1917. 

Died :  Naval  aviation  forces,  foreign  service,  August  17,  1918. 

Cause :  Killed  in  aeroplane  accident. 

Next  of  kin:  Father,  Michael  Hartle,  4045  Cabinet  Street,  Pittsburgh,  Pa. 
Hartley,  Thomas  Bowman,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  November  19,  1917. 

Died:  U.  S.  S.  Pittsburgh,  October  18.  1918. 

Cause :   Broncho-pneumonia. 

Next  of  kin :  Wife,  Lillian  Alice  Hartley,  121  Sixth  Avenue  SW.,  Puyallup, 
Wash. 
Hartley,  William  Henry,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  November  21,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  8,  1918. 

Cause :    Influenza. 

Next  of  kin :  Wife,  Catherine  Hartley,  202  Fresno  Street,  Revere,  Mass. 
Hartman,  George  Clyde,  electrician,  first  class,  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  June  9,  1916. 

Died:  U.  S.  S.  Manley,  March  19,  1918. 

Cause:  Result  of  injuries  received  in  explosion  on  vessel. 

Next    of   kin:    Mother,    Laura    Hartman,    1514    West   Thirteenth    Street, 
Columbus,  Nebr. 
Hartman,  Lester  Orin,  fireman,  first  class,  United  States  Navy. 

Enlisted:   Omaha,  Nebr.,  July  5,  1916. 

Died:  U.  S.  S.  Manley,  March  19,  1918. 

Cause:  Killed  in  explosion  on  board  ship. 

Next  of  kin:  Father,  Oliver  W.  Hartman,  1514  West  Thirteenth  Street, 
Columbus,  Nebr. 
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Habtman,  Rufus  Polk,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Scranton,  Pa.,  March  26,  1918. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  4,  1918. 

Cause :    Pneumonia. 

Next  of  kin :  Mother,  Alimina  Hartman,  Benton,  Pa. 
Habtnett,  Arthur  Augustine,  seaman,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  December  15,  1916. 

Died :  U.  S.  S.  Ozark,  November  3,  1918. 

Cause :    Pneumonia. 

Next  of  kin :  Mother,  Lillian  M.  Hartnett,  109  Warren  Street,  Charlestown, 
Mass. 
Habtnett,   John,   Jr.,   chief  boatswain's  mate,  United   States  Naval   Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  April  21,  1917. 

Died :  Naval  Hospital  No.  5,  September  17,  1918. 

Cause :    Pneumonia,   lobar. 

Next  of  kin :  Father,  John  Hartnett,  sr.,  80  St.  James  Place,  Brooklyn, 
N.Y. 
Hartshorn,  Llewellyn  P.,  hospital  apprentice,  first  class,  United  States  Naval 
Reserve   Force. 

Enlisted:  Hoquaim,  Wash.,  July  12,  1917. 

Died:  Dunwoody  Institute,  Minneapolis,  Minn.,  April  1,  1918. 

Cause :    Libar    pneumonia. 

Next  of  kin :  Father,  John  L.  Hartshorn,  709  Bluff  Avenue,  Hoquaim,  Wash. 
Habtt,  Harold  Joseph,  carpenter's  mate,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Detroit,  Mich.,  May  20,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Rebecca  A.  Harty,  112  Grand  Avenue,  Allegan,  Mich. 
Harvey,  Aubrey  Eulon,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  August  20,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  November  15,  1917. 

Cause :    Acute   appendicitis. 

Next  of  kin :  Father,  Abner  Browr  Harvey,  Cumberland  Furnace,  R.  F.  D. 
2,   Tenn. 
Harvey,  George  Goodsell,  hospital  apprentice,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  San  Francisco,  Calif.,  November  22,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  20,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother.  Tilly  A.  Barton,  1525  First  Street,  Sacramento,  Calif. 
Harvey,  Le  Roy  Pearce,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  May  13,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  29,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Minnie  Pearce  Harvey,  503  McCabe  Avenue,  Bradley 
Beach,  N.  J. 
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Harvie,  Leo  Shott,  boatswain's  mate,  first  class,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  January  5,  1915. 
Died :  Naval  aviation  forces  in  France,  March  2,  1918. 
Cause :  Killed  in  seaplane  accident. 
Next  of  kin :  Mother,  Belle  Harvie,  Erlinger,  Ind. 
Harwood,  John  Edgae,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Louisville,  Ky.,  March  26.  1918. 
Died :  U.  S.  S.  Brant,  October  22,  1918. 
Cause:  Drowned. 

Next  of  kin:  Mother,  Lucy  Effie  Harwood,  Berea,  Ky. 
Hasenaueb,  Carl  Clarence,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enlisted:  Buffalo,  N.  Y.,  April  18,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 
Cause :  Influenza. 
Next  of  kin :  Father,  Rochus  Hasenauer,  321  Emerson  Street,  Rochester, 

N.  Y. 
Hasingek,   Richard   Coyle,   quartermaster,   third   class,   United   States  Naval 

Reserve  Force. 
Enlisted:  Philadelphia,  Pa.,  April  22,  1917. 
Died :  U.  S.  submarine  chaser  No.  209,  August  27,  1918. 
Cause :  Lost  life  when  submarine  chaser  was  sunk. 
Next  of  kin :  Mother,  Emma  Esther  Hasinger  McGorley,  810  Pine  Street, 

Wilmington,  Del. 
Haskell,  Phillips,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted:  Boston,  Mass.,  December  7,  1917. 
Died :  Quarantine  station,  Gallops  Island,  September  29,  1918. 
Cause:  Pneumonia. 
Next  of  kin:  Wife,  Ruth  B.  Haskell,  163  Washington  Street,  Gloucester, 

Mass. 
Haskett,  Leonard  Alonzo,  Jr.,  boatswain's  mate,  second  class,  United  States 

Naval  Reserve  Force. 
Enlisted :  Philadelphia,  Pa.,  April  7,  1917. 
Died:  Submarine  chaser  No.  209,  August  27,  1918. 
Cause:  Lost  life  when  submarine  chaser  No.  209  was  sunk. 
Next  of  kin :  Mother,  Agnes  M.  Haskett,  801  South  Allison  Street,  Philadel- 
phia, Pa. 
Hasler,  Fred  Bernard,  machinist's  mate,  second  class,  United   States  Naval 

Reserve  Force. 
Enlisted:  New  London,  Conn.,  April  3,  1918. 
Died:  Naval  hospital,  New  London,  October  3,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Bernard  Hasler,  Taftville,  Conn. 
Hatch,  Charles  Sidney,  chief  yeoman,  United  States  Navy. 
Enlisted :  Boston,  Mass.,  February  24,  1916. 
Died :  Naval  hospital,  Fort  Lyons,  Colo.,  August  21,  1918. 
Cause:  Tuberculosis. 

Next  of  kin :  Father,  Calvin  A.  Hatch,  Berwick,  Me. 
Hatch,  Hyatt  Clair,  Jr.,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enlisted :  Philadelphia,  Pa.,  May  20,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 
Cause:  Influenza. 
Next  of  kin :  Mother,  Edith  Armstrong  Hatch,  Atlanta,  N.  Y. 
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Hatcher,  Joseph  Merrian,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Richmond,  Va.,  June  4,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  5,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Mother,  Dillie  Hatcher,  405  Clay  Street,  Richmond,  Va. 
Hatcher,  Warren  Johnson,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  March  26,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  24,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Austin  Hatcher,  R.  No.  3,  Berkley,  Va. 
Hathaway,  Herbert  Edward,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  June  20,  1917. 

Died :  Naval  hospital,  New  York,  March  5,  1918. 

Cause :  Meningitis. 

Next  of  kin  :  Father,  William  Hathaway,  854  Lockbourne  Avenue,  Columbus, 
Ohio. 
Hatton,  Isaac  Franklin,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted :  Portsmouth,  N.  H.,  January  25,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  March  19,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Isaac  T.  Hatton,  Elmer,  Okla. 
Hauck,  Dewey  Hopson,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio.  December  11,  1916. 

Died :  U.  S.  S.  Charleston,  October  3, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Stepmother,  Elizabeth  F-  Hauck,  92  Main  Street,  Aurora,  111. 
Havel,  Edward,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  June  6,  1918. 

Died :  Navy  rifle  range,  Peekskill,  N.  Y.,  October  25,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Barbara  Havel,  box  92,  Algoma,  Wis. 
Havens,  Henry  Boardman,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Rochester,  N.  Y.,  June  30,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  March  15,  1918. 

Cause:  Suppurative  pleurisy. 

Next  of  kin :  Father,  Charles  Havens,  25  Murray  Street,  Newark,  N.  J. 
Hawkins,  Edward,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  November  26,  1917. 

Died:  U.  S.  S.  Minneapolis,  March  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Agnes  Hawkins,  229  East  Third  Street,  Frankfort,  Ky. 
Hawkins,  Frank  Augusta,  ship's  cook,  third  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  July  11,  1917. 

Died:  Naval  training  station,  Great  Lakes,  111.,  July  21,  1918. 

Cause:  Fracture  of  skull. 

Next  of  kin :  Father,  Nathan  Hawkins,  Roane,  Tex. 
Hawkins,  Gordon  Ernest,  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  June  10,  1917. 

Died :  Submarine  chaser  No.  271,  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Nannie  Hawkins,  R.  F.  D.  1,  Woodlawn,  Tenn. 
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Hawkins,  Leonard  Hillson,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  22,  1917. 

Died :  U.  S.  S.  Delaware,  July  26,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Father,  John  Hawkins,  277  Minniford  Avenue,  City  Island, 
N.  Y. 
Hawkins,  Orville  Perry,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Milwaukee,  Wis.,  June  30,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  April  18,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  C.  Hawkins,  1005  Woodlawn  Avenue,  Middle- 
town,   Ohio. 
Hawley,  Harold,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Chicago,  111.,  May  1,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  17,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Minnie  Smith  Anderson,  1260  Victor  Avenue,  Chi- 
cago, 111. 
Hawley,  John  Carolan,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Chicago,  111.,  July  20,  1918. 

Died :  Hinton,  W.  Va.,  September  23,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Katherine  Helen  Hawley,  box  74,  Gilberts,  111. 
Hawley,   John  Maurice,  fireman,   third  class,  United   States  Naval  Reserve 
Force. 

Enlisted:     Detroit,  Mich.,  July  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mattie  Bender  Hawley,  Hart,  Mich. 
Hawthorne,  John  Parker,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  New  York,  N.  Y.,  April  10,  1917. 

Died :  U.  S.  S.  Rutoma,  S.  P.  No.  78,  March  26,  1918. 

Cause :  Lost  overboard. 

Next  of  kin:  Father,  Abram  Hawthorne,  122  Hague  Street,  Jersey  City, 
N.   J. 
Hayes,   Bertha  Ryan,   yeoman,   second   class,   United   States   Naval   Reserve 
Force. 

Enlisted :  Washington,  D.  C,  April  29,  1918. 

Died :  Georgetown  University  Hospital,  Washington,  D.  C,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Lillie  Webb  Hayes,  717  Tenth  Street  SE.,  Washing- 
ton, D.  C. 
Hayes,  James  Edward,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Chicago,  111.,  August  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Laurence  Joseph  Hayes,  869  Linden  Avenue,  Win- 
netka,  111. 


353 

IDyes,  Jesse  James,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  May  9,  1918. 

Died:  Naval  hospital,  Great  Lakes,  III.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Green  Berry  Hayes,  Pleasant  Hill,  Mo. 
Hayes,  Raymond  Theodore,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Cincinnati,  Ohio,  July  15,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  20,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Hattie  Gildow  Williams,  Utica,  Ohio. 
Haynes,  Eveket  Wann,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Little  Rock,  Ark.,  August  3,  1918. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  J.  T.  Haynes,  Williford,  Ark. 
Haynes,  Taylob  Nunley,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Birmingham,  Ala.,  June  4,  1918. 

Died :  U.  S.  S.  Nevada,  October  28,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Father,  Green  Cory  Haynes,  Ashland,  Ala. 
Hays,  James  A.  Gakfield,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Parkersburg,  W.  Va.,  June  25,  1918. 

Died:  Naval  hospital,  Naval  Base,  Va.,  September  28,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Christopher  C.  Hays,  Salem,  W.  Va. 
Hays,  Walter  Joseph,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  May  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  19,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  John  William  Hays,  8  South  Jefferson  Avenue,  St. 
Louis,  Mo. 
Haytas,  John  Michael,  landsman  for  machinist's  mate    (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Cleveland,  Ohio,  July  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  HI.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Andrew  Haytas,  1042  East  Seventy-first  Street,  Cleve- 
land, Ohio. 
Hayward,  Ernest  Eugene,  engineman,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Baltimore,  Md.,  April  29,  1918. 

Died :  Norfolk,  Va.,  June  20,  1918. 

Cause:  Suicide,  poison  by  carbon  monoxide. 

Next  of  kin :  Mrs.  Elnore  Hayward,  Kalkasks,  Mich. 
Hayworth,  Lester  Kenneth,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  April  17,  1917. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  May  7,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Uncle,  Guy  Hayworth,  Mathews,  Ind. 

174483—20 23 
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Hazlett,  Clarence  Avery,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted  :  Louisville,  Ky.,  August  7,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Nest  of  kin :  Brother,  Allen  Hazlett,  Rush,  Ky. 
Head,  Newton  Roy,  seaman,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  January  29,  1915. 

Died :  Armed  guard,  steamship  Finland,  October  28,  1917. 

Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Mother,  Virginia  E.  Head,  Cleveland,  Ga. 
Headley,  Leonard  Edwin,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted  :  Baltimore,  Md.,  June  4,  1917. 

Died :  Norfolk,  Va.,  February  28,  1918. 

Cause :  Acute  indigestion. 

Next  of  kin  :  Father,  Louis  E.  Headley,  Cowart,  Va. 
Healy,  Patrick  Joseph,  storekeeper,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  March  7, 1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Brother,  Andrew  F.  Healy,  10  Beacon  Avenue,  Holyoke,  Mass. 
Heaney,  Francis  Joseph,  machinist's  mate,  second  class  (A),  United  States 
Naval  Reserve  Force. 

Enlisted:  San  Francisco,  Calif.,  June  5,  3918. 

Died :  Naval  hospital,  Gulfport,  Miss.,  October  8,  1918. 

Cause:  Influenza  and  broncho-pneumonia. 

Next  of  kin:  Father,  Francis  J.  Heaney,  374  Twenty -second  Avenue,  San 
Francisco,  Calif. 
Heap,  Bert,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  December  7,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause:  Lost  life  in  battle  with  enemy  submarine. 

Next  of  kin :  Mother,  Abby  Heap,  East  Ninth  Street,  San  Bernardino,  Calif. 
Heard,  Claude  Harwood,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Mare  Island,  Calif.,  December  22,  1916. 

Died :  U.  S.  S.  Shaw,  October  9,  191S. 

Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Brother,  Perry  Heard,  Marshall,  Tex. 
Hearn,  Thomas,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Great  Lakes,  111.,  April  18,  1917. 

Died :  U.  S.  S.  Marietta,  October  17,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  M.  A.  Hearn,  6422  Wayne  Avenue,  Chicago,  111. 
Heater.  John  William,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  November  27,  1917. 

Died :  U.  S.  A.  C.  T.  Ticondcroga,  September  30,  1918. 

Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Father,  James  F.  Heater,  Dawson,  Nebr. 
Heath,  Leon,  fireman,  second  class,  United  States  Navy. 

Enlisted  :  Minneapolis,  Minn.,  November  19,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5, 1918. 

Cause :  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Clara  Heath,  R.  F.  D.  2,  Hinckley.  Minn. 
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Hbath,  Samuel,  chief  water  tender,  United  States  Navy. 
Enlisted :  San  Francisco,  Calif.,  January  5,  1917. 
Died :  Navy  recruiting  station,  Greenville,  S.  C,  November  26,  1917. 
Cause:  Killed  in  auto  accident. 

Next  of  kin :  Aunt,  Margaret  McAllister,  4738  Bishop  Street,  Chicago,  111. 
Hkckel,  Wilbur  Stanley,  painter,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Cincinnati,  Ohio,  May  1,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 
Cause:  Influenza. 

Next  of  kin :  Laura  Heckel,  2828  Erie  Avenue,  Cincinnati,  Ohio. 
Heckert,  William  Paul,  apprentice  seaman,  United  States  Navy. 
Enlisted :  Pittsburgh,  Pa.,  June  17,  1918. 

Died :  Quarantine  station,  Gallops  Island,  September  23,  1918. 
Cause :  Lobar  pneumonia. 

Next  of  kin :  Father,  William  H.  Heckert,  Bakerston,  Pa. 
Hbdges,  William  Henry,  seaman,  second  class,  United   States  Naval  Reserve 
Force. 
Enlisted  :  Philadelphia,  Pa.,  April  25,  1917. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  August  27,  1917. 
Cause:  Meningitis,  cerebro. 

Next  of  kin :  Mother,  Elizabeth  Hedges,  5549  Pulaski  Avenue,  Philadelphia, 
Pa. 
Hedglin,  Floyd  Herbert,  apprentice  seaman,  United  States  Navy. 
Enlisted :  Omaha,  Nebr.,  December  27,  1917. 
Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 
Cause :  Lost  life  when  vessel  was  sunk. 
Next  of  kin :  Father,  Bert  R.  Hedglin,  Eddyville,  Nebr. 
Hedlund,  Leonard,  fireman,  third  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Chicago,  111.,  July  11,  1918. 

Died :  Willard  Parker  Hospital,  New  York,  N.  Y.,  October  23,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Harry  D.  Hedlund,  2458  Blaine  Place,  Chicago,  111. 
Heend,  Benjamin,  landsman  for  electrician  (R.),  United  States  Naval  Reserve 
Force. 
Enlisted:  Chicago,  111.,  May  21,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 
Cause :  Influenza. 

Next  of  kin :  Father,  Abel  Heend,  816  Sixty-first  Street,  Chicago,  111. 
Heerman,  Arthur  Francis,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  New  York,  N.  Y.,  May  5,  1917. 
Died:  U.  S.  S.  Montauk,  February  12,  1918. 
Cause:  Lost  overboard. 

Next  of  kin :  Mother,  Anless  Elizabeth  Heerman  Brown,  67  Eleventh  Street, 
Whitestone,  Long  Island,  N.  Y. 
Heese,  Henry  Erwin,  carpenter's  mate,   second  class,   United   States  Naval 
Reserve  Force. 
Enlisted:  Milwaukee,  Wis.,  June  24,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 
Cause:  Influenza. 
Next  of  kin :  Wife,  Olga  Heese,  207  Perry  Street,  Fort  Atkinson,  Wis. 
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Heffran,  Ross  Raymond,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  March  22,  1918. 

Cause:  Broncho-pneumonia. 

Died :  Naval  hospital,  Great  Lakes,  111.,  April  23,  1918. 

Next  of  kin  :  Mother,  Sarah  Heffran,  602  North  First  Street,  Rockford,  111. 
Hefferman,  John  Francis,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  March  8,  1918. 

Died:  Naval  hospital,  Brooklyn,  N.  Y.,  September  30,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Mother,  Katherine  Hefferman,  44  Jackson  Avenue,  Rutherford, 
N.  J. 
Hegna,  Clifford  Oliver,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  July  4,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  November  20,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Hegna,  Hayfield,  Minn. 
Heid,  William  Henry,  seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enlisted :  New  Haven,  Conn.,  June  25,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  10,  1918. 

Cause:  Broncho- pneumonia. 

Next  of  kin:  Father,  John  Hacob  Heid,  527  Carroll  Avenue,  Bridgeport, 
Conn. 
Heidenreich,  Walter  Edgar,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Puget  Sound,  Wash.,  July  25,  1918. 

Died :  Seattle,  Wash.,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Marguarite  Heidenreich,  Friday  Harbor,  Wash. 
Heidenreich,  William  Frederick,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Pittsburgh,  Pa.,  February  23,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  June  26,  1918. 

Cause:  Endocarditis,  acute. 

Next  of  kin  :  Father,  John  Heidenrich,  Jefferson  Street,  Follansbee,  W.  Va. 
Heil,  Rorert  Emmett,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  New  York,  N.  Y..  August  10,  1917. 

Died :  Receiving  ship  at  Philadelphia,  Pa.,  August  26,  1917. 

Cause :  Suicide. 

Next  of  kin  :  Mother,  Mary  Heil,  63  Maple  Avenue,  Rosebank,  Staten  Island, 
N.  Y. 
Heimkretter,  George  Frederick,  seaman,  second  class,  United   States  Naval 
Reserve  Force. 

Enlisted :  Cincinnati,  Ohio,  July  26,  1918. 

Died :  Naval  hospital,  League  Island,  Pa.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Sister-,  Mary  Heimkreiter,  2363  Ohio  Avenue,  Cincinnati,  Ohio. 

Heinen,  Leo  Alfred,  seaman,  United  States  Navy. 
Enlisted:  Minneapolis,  Minn.,  April  25,  1917. 
Died:  Naval  hospital,  Norfolk,  Va.,  October  11,  1918. 
Cause:  Broncho-pneumonia. 
Next  of  kin :  Father,  John  Heinen,  620  Ottawa  Avenue,  St.  Paul,  Minn. 


357 

Heissenbuttel,  Martin  Philip,  machinist's  mate,  first  class,  United  States 
Naval  Reserve  Force. 

Enlisted :  Charleston,  S.  C,  April  16,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  E.  Heissenbuttel,  135  Queen  Street,  Charleston, 
S.  C. 
Heitman,  Gleason  Henry,  landsman  for  electrician  (R),  United  States  Naval 
Reserve  Force. 

Enlisted :  Peoria,  111.,  February  14,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Olive  Martha  Heitman,  R.  R.  No.  2,  Nauvoo,  111. 
Helbee,  Gottlieb,  baker,  first  class,  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  May  28,  1915. 

Died :  Naval  hospital,  Las  Animas,  Colo.,  June  9,  1917. 

Cause:  Tuberculosis. 

Next  of  kin :  Sister,  Rosa  Helber,  1929  Piesen  Street,  Baltimore,  Md. 
Hellums,  Jacob  Leslie,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  December  12,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  February  12,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Joe  P.  Hellums,  Belton,  Tex. 
Helton,  Garrett  Moneow,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  December  11,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  24,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Clemens  W.  Helton,  Zybach,  Tex. 
Hempel,  Herman  John,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  December  13,  1917. 

Died  :  South  Charity  Infirmary  and  County  Hospital,  Cort  Bristol,  England, 
October  10,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  George  J.  Hempel,  Bartlett,  Tex. 
Hempel,  Norman  A.,  Coxswain,  United  States  Naval  Reserve  Force. 

Enlisted :  Norfolk,  Va.,  May  16,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Mother,  Rose  Hempel,  41  B  Street,  South  Norfolk,  Va. 
Henbershott,  Ernest  Cecil,  yeoman,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  December  7,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Lowell  Hendershott,  453  South  Eleventh  Street,  Salina, 
Kans. 
Henberson,  Ebwin  Leon,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  August  2,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  March  1,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  H.  E.  Henderson,  Clarendon  Hills,  111. 
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Henderson,  Jack,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  June  4,  1917. 

Died :  Receiving  ship,  Puget  Sound,  August  28,  1917. 

Cause :  Choleceptitis,  acute. 

Next  of  kin :  Mother,  Mrs.  James  Henderson,  Spring  Creek,  Mont. 
Henderson,  Jefferson  Laughlin,  landsman  for  electrician  (R),  United  States 
Navy. 

Enlisted:  Nashville,  Tenn.,  December  15,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  January  16,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Uncle,  Frank  Hubbard,  Dundee,  Miss. 
Henderson,  John  Franklin,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Richmond,  Va.,  June  3,  191S. 

Died:  Receiving  ship,  Norfolk,  Va.,  July  24,  1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  David  B.  Henderson,  Rugby,  Va. 
Henderson,   Nels  Edward,   machinist's   mate,   first  class    (A),    United   States 
Navy. 

Enlisted :  Minneapolis,  Minn.,  December  14,  1917. 

Died:  Naval  air  station,  Rockaway  Beach,  Long  Island,  October  15,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Jennie  Henderson,  Duhamel,  Alberta,  Canada. 
Hendricks,  Linwood  Vann,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  April  24,  1917. 

Died :  Manila,  P.  I.,  November  2,  191S. 

Cause :  Stab  wound  by  native  while  ashore. 

Next  of  kin :  Father,  John  B.  Henderson,  436  Ovelly  Street,  Danville,  Va. 
Hendrickson,  Arthur  R.,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Flushing,  N.  Y.,  June  18,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  May  16,  1918. 

Cause:  Empyema. 

Next  of  kin :  Mother,  Ella  Hendrickson,  Great  Neck,  Long  Island,  N.  Y. 
Hendrickson,  Carl  Herbert,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Portland,  Oreg.,  June  7,  1918. 

Died:  Naval  training  camp,  Seattle,  Washington,  October  11,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Emma  Hanson,  Orion,  Alberta,  Canada. 
Hendrickson,  John  Henry,  pharmacist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Charleston,  S.  C,  April  11,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  September  30,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Wife,  Margaret  Hendrickson,  208  King  Street,  Charleston, 
S.  C. 
Hendrickson,  Joseph  Henry,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  July  27,  1915. 

Died :  U.  S.  S.  Michigan,  October  30,  1917. 

Cause :  Due  to  exhaustion  from  overexposure. 

Next  of  kin :  Father,  Albert  C.  Hendrickson,  611  Jessop  Place,  York,  Pa, 
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Hendkix,  Akch,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  October  30,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  191S. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Elizabeth  Hendrix,  R.  F.  D.  1,  Colbert.  Ga. 
Hendkyx,  Hokatio  Hekbert,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Omaha,  Nebr.,  June  5,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  1,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Louis  J.  Hendry^,  Kearney,  Nebr. 
Henius,  Cyril,  machinist's  mate,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Newport,  R.  I.,  July  17,  1917. 

Died :  Base  Hospital  No.  4,  September  22,  1918. 

Cause:  Result  of  multiple  injuries. 

Next  of  kin :  Father,  Arthur  Henius,  3  Reservoir  Avenue,  Providence,  R.  I. 
Henley,  John,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  November  27,  1914. 

Died :  No.  3  Hospital,  Leith,  Scotland,  November  2,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Wife,  Etta  Henley,  Rossville,  Ga. 
Hennesey,  Jeremiah  Stephen,  coxswain,  United  States  Naval  Reserve  Force. 

Enlisted:  New  York,  N.  Y.,  May  25,  1917. 

Died :  Willard  Parker  Hospital,  New  York,  N.  Y.,  October  13,  191S. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mary  Hennesey,  1209  Woodycrest  Avenue,  New  York. 
Hennessy,  Thomas  Anthony,  yeoman,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  May  7,  1917. 

Died:  U.  S.  S.  Mercy,  October  19,  1918. 

Cause:  Cerebrospinal  meningitis. 

Next  of  kin :  Father,  Thomas  Hennessy,  Haverford,  Pa. 
Henrich,  Walter  Joseph,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  April  29,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  11,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Lucy  Henrich,  7S1  Dawson  Street,  New  York,  N.  Y. 
Henry,  Ben  Jackson,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  June  5,  1917. 

Died :  Naval  hospital,  Portsmouth,  Va.,  May  7,  1918. 

Cause:  Mastoiditis,  acute. 

Next  of  kin :  Brother,  J.  A.  Henry,  Hermitage,  Ark. 
Henry,  James  William,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  April  28,  1917. 

Died :  Armed  guard  S.  S.  Finland,  October  28,  1917. 

Cause :  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Rose  Henry,  43  Reynolds  Avenue,  Harrison,  N.  J. 
Henry,  John  Flournoy,  Jr.,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  March  17,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  April  24,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  John  F.  Henry,  510  South  Twentieth   Street,  Fort 
Smith.  Ark. 
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Henry,  Thomas  J.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  April  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Adelaide  M.  Henry,  Munda,  N.  Y. 
Henry,  William  Thomas,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted,  Philadelphia,  Pa.,  April  19,  1918. 

Died :  Naval  hospital  Cape  May,  N.  J.,  October  10,  1918. 

Cause:  Influenza. 

Next  of  kin:   Mother,  Mary  Hanna  Henry,  804  Taney   Street,   Philadel- 
phia, Pa. 
Henrye,  Emile  Jacob,  fireman,  third  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  December  6,  1917. 

Died :  U.  S.  S.  Nopatin,  July  8,  1918. 

Cause:  Anthrax. 

Next  of  kin  :  Father,  Joseph  Henrye,  51  Bowers  Street,  Holyoke,  Mass. 
Henschel,  Arthur  Joel,  carpenter's  mate,  third  class,  United   States  Naval 
Reserve  Force. 

Enlisted :  Des  Moines,  Iowa,  June  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Eva  Henschel,  55  Center  Place,  Dubuque,  Iowa. 
Hensletgh,  William  Edgar,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Chicago,  111.,  July  25,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  November  3,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Edgar  Hensleigh,  R.  R.  2,  Page  County,  Iowa. 
Hensley,  Rex,  boatswain's  mate,  first  class,  United  States  Navy. 

Enlisted :  Yorktown,  Va.,  February  24,  1918. 

Died :  U.  S.  S.  Solace,  October  20,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Mark  S.  Hensley,  Marshall,  N.  C. 
Hensley,  Walter  Beatty,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Indianapolis,  Ind.,  August  3,  1918. 

Died :  Nnval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Margaret  Wendell  Hensley,  3908  Byron  Avenue,  In- 
dianapolis, Ind. 
Heppner.  Louis  Charles,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Great  Lakes,  111.,  June  17,  1918. 

Died :  Naval  hospital,  Annapolis,  Md.,  October  12,  1918. 

Cause:  Pneumonia  following  influenza. 

Next  of  kin :  Mother,  Minnie  Heppner,  2140  Ewing  Avenue,  Evanston,  III. 
Herbert,  Richard  John,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Syracuse,  N.  Y.,  May  31,  1918. 

Died :  55  Standart  Avenue,  Auburn,  N.  Y.,  October  10,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ellen  Herbert,  55  Standart  Avenue,  Auburn,  N.  Y. 
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Herbert,  Thomas  James,  gunner's  mate,  first  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  January  13,  1915. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin:  Father,  James  Herbert,  1216  Hull  Street,  Baltimore,  Md. 
Herbert,  W.  Roy,  oiler,  United  States  Naval  Reserve  Force. 

Enlisted:  U.  S.  S.  Cyclops,  May  19,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  George  M.  Herbert,  88  Poplar  Avenue,  Berkeley,  Va. 
Herdman,  Albert  Van  Hulton,  coxswain,  United  States  Navy. 

Enlisted:  Newport,  R.  I.,  January  7,  1915. 

Died :  U.  S.  S.  Hartley,  March  19,  1918. 

Cause:  Result  of  explosion  on  board. 

Next  of  kin :  Sister,  Ruth  Herdman,  4052  Broadway.  New  York,  N.  Y. 
Herlehy,  John  James,  master-at-arms,  first  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  July  26.  1915. 

Died :  U.  S.  S.  Connecticut,  August  22,  1917. 

Cause:  Drowned. 

Next  of  kin :  Wife,  Madeline  Herlehy,  Brookville,  Pa. 
Herlevtch,  Ferdinand  Joseph,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Detroit,  Mich.,  July  13,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Marie  Burich  Herlevich,  Dodgeville,  Mich. 
Hernandez,  Enrique,  steerage  cook.  United  States  Navy. 

Enlisted :  Washington.  D.  C,  August  11.  1917. 

Died  :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Son,  Patricio  Hernandez,  Bantay,  Uocos  Sur,  P.  I. 
Heroux,  Joseph  Adolphe,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  January  31,  1917. 

Died :  U.  S.  S.  Chauncey,  November  19,  1917. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Emma  J.  Bachellerie,  230  East  Soto  Street,  Los  An- 
geles, Calif. 
Herr.  Hugo  Julius,  quartermaster,  second  class  (A),  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  December  15.  1917. 

Died :  No.  30  General  Hospital,  Calais,  October  13,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Adolph  L.  Herr,  206  Magnolia  Avenue,  Aldan,  Pa. 
Herras,  Stamatios,  machinist's  mate,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Norfolk,  Va.,  January  4,  1918. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Mrs.  Herras,  Chios,  Greece. 
Herriman,  Henry  Robert,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Detroit,  Mich.,  July  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause : Influenza. 

Next  of  kin :  Mother,  Alice  Herriman,  327  Bay  Street,  Petoskey,  Mich. 
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Herring,  Clyde  Luther,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  April  3,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa..  April  24,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  James  R.  Herring,  2406  Center  Street,  Houston,  Tex. 
Herring,  Dewey  Hobson,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  July  16,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  James  E.  Herring,  411  North  Seventh  Street,  Rich- 
mond, Va. 

Herring,   James   Ligon,  landsman   for   machinist's   mate    (A),   United   States 
Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  July  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Sallie  Herring,  Fayville,  111. 
Herrington,  Clinton  Elmore,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Louisville,  Ky.,  July  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Jimmie  Morris  Herrington,  Woodburn,  Ky„ 
R.  R.  2,  box  34. 

Herrmann,  John  H.,  machinist's  mate,  first  class   (G),  United  States  Naval 
Reserve   Force. 

Enlisted :  Brooklyn,  N.  Y„  June  20,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  12,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Mother,  Katherine  Herrmann,  241  Sixteenth  Street,  Brooklyn, 
N.  Y. 
Herron,  Francis  William  Melven,  machinist's  mate,  second  class  (A),  United 
States  Naval  Reserve  Force. 

Enlisted :  Los  Angeles,  Calif.,  July  7,  1918. 

Died :  Naval  training  camp,  Gulfport,  Miss.,  October  17,  1918. 

Cause:   Influenza,  broncho-pneumonia. 

Next  of  kin :  Wife,  Edna  Herron,  post-office  box  326,  Winslow,  Ariz. 
Herskowitz,    Julius,    yeoman,    second   class,   United    States    Naval    Reserre 
Force. 

Enlisted:  New  York,  N.  Y.,  May  6,  1918. 

Died:  At  home,  October  18,  1918. 

Cause :    Pneumonia. 

Next  of  kin  :  Father,  Adolf  Herskowitz,  772  Park  Avenue,  Brooklyn,  N.  Y. 
Heskett,  Earl  Clifton,  seaman,  second  class,  United  States  Naval  Reserre 
Force. 

Enlisted:  Kansas  City,  Mo.,  July  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :   Influenza. 

Next  of  kin :  Mother,  Elizabeth  Caulden  Heskett,  Malta  Bend,  Mo. 
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Heslep,  Walter  James,  oiler,  United  States  Navy. 
Enlisted :  San  Pedro,  Calif.,  October  30,  1915. 
Died :  Royal  Italian  Naval  Hospital,  Naples,  December  15,  1917. 
Cause:  Fractured  skull  and  organic  heart  disease. 

Next  of  kin :  Brother,  Carl  Heslep,  1105  Laguna  Street,  San  Francisco, 
Calif. 
Hespe,  Charles  Christian,  storekeeper,  third  class,  United  States  Naval  Re- 
serve Force. 
Enlisted :  New  York,  N.  T.,  July  2,  1918. 
Died:  Home,   October  14,  1918. 
Cause :   Pneumonia. 

Next  of  kin :  Wife,  Frieda  Anna  Hespe,  Fulton  Street  and  Maxweber  Ave- 
nue, Hollis,  Long  Island,  N.  Y. 
Hess,  Alonzo  Lee,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted:  Peoria,  111.,  June  4,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111..  September  26,  1918. 
Cause :   Influenza. 

Next  of  kin :  Wife,  Dollie  Eileen  Hess,  Oakley,  111. 
Hester,  Harvey,  seaman,  second  class,  United  States  Naval  Reserve  Force, 
Enlisted:  Atlanta,  Ga.,  June  3,  1918. 
Died :  Naval  hospital,  Charleston,  S.  C,  October  IS,  1918. 
Cause:   Broncho-pneumonia. 

Next  of  kin :  Mother,  Addie  Belle  Moore  Hester,  Route  B,  Cairo,  Ga. 
Hester,  Robert  Lacy,  landsman  for  machinist's  mate  (A),  United  States  Navy. 
Enlisted :  Raleigh,  N.  C,  December  13,  1917. 
Died :  Naval  training  station,  naval  operating  base,  Norfolk,  Va.,  May  25, 

1918. 
Cause:    Multiple   injures. 

Next  of  kin :  Father,  Newton  E.  Hester,  Jones,  N.  C. 
Hethertngton,  David  James,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Chicago,  111.,  July  11,  1918. 
Died :  Great  Lakes,  111.,  October  2,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Father,  David  Hetherington,  2S40  Fulton  Street,  Chicago,  111. 
Hettling,   Frederick  Charles,  landsman  for  electrician    (R),  United   States 
Naval  Reserve  Force. 
Enlisted :  Newark,  N.  J.,  June  4,  191S. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y..  October  13,  1918. 
Cause:  Broncho  pneumonia. 

Next  of  kin :  Mother,  Marie  Hettling,  202  West  Seventy-fourth,  New  York, 
N.  Y. 
Hevener,    William    Ray,    apprentice    seamen,    United    States   Naval    Reserve 
Force. 
Enlisted :  Richmond,  Va.,  July  19,  1918. 

Died:  Naval  hospital,  naval  base,  Virginia,  October  14,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  Harry  H.  Hevener  R.  F.  D.  3,  Staunton,  Va. 
Hewitt,  Philip  George,  seaman,  second  class,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  May  15,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  28,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Ida  Hewitt,  3361  East  Tremont  Avenue,  Westchester, 
N.  Y. 
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Heyser,  Charles  Francis,  seaman,  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  December  17,  1917. 

Died  :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Sallie  D.  Heyser,  428  Chestnut  Street,  Louisville,  Ky. 
Heywood,  Carroll,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  19,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  Cyclops. 

Next  of  kin :  Father,  Dorsie  Heywood,  113  North  Potomac  Street,  Balti- 
more, Md. 
Hibbs,  Lou  Pearl,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  June  3,  1918. 

Died :  Naval  hospital,  London,  England,  November  7,  1918. 

Cause:  Pneumonia. 

Next   of   kin:   Mother,   Mollie  Hibbs,  643   South   Preston   Street,  Louis- 
ville, Ky. 
Hickey,  Arthur  Joseph,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  January  12,  1915. 

Died :  Naval  station,  New  Orleans,  La.,  July  12,  1917. 

Cause:  Malaria. 

Next  of  kin :  Father,  Michael  Hickey,  429  Dudley  Street,  Roxbury,  Mass. 
Hickey,  Earl  David,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Mare  Island,  Calif.,  May  8,  1917. 

Died :  U.  S.  S.  Allen,  July  29, 1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Grace  Hickey,  2459  Washington  Street,   Stockton, 
Calif. 
Hickey,  Jason,  seaman,  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  June  5,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  21,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Sister,  Ida  Estep,  Manitou,  Okla. 
Hickman,  Cecil  Earl,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  May  27,  1918. 

Died :  Naval  hospital,  League  Island,  Pa.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,   Clara   Amelia  Hickman,   1203  North  East   Street, 
Indianola,  Iowa. 
Hickman,  Orlando  Perry,  fireman,  third  class,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  November  21,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Father,  Oliver  P.  Hickman,  Washburn,  Mo. 
Hickman,  William  Grady,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  June  30,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  13,  1918. 

Cause:  Pneumonia,  lobar. 

Next  in  kin :  Mother,  Margarette  Hickman,  Warren,  Ark. 
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Hicks,  Arthur  Robert,  ship's  cook,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Omaha,  Nebr.,  June  6,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  S.  Hicks,  De  Queen,  Ark. 
Hicks,  Charlie,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  November  27,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  January  3,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Tom  Hicks,  R.  F.  D.  6,  Camden,  Tenn. 
Hicks,  Jesse,  Water  tender,  United  States  Naval  Reserve  Force. 

Enlisted :  St.  Louis,  Mo.,  June  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Lydia  A.  Hicks,  Anna,  111. 
Hicks,  Lester  Harllow,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  April  10,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  June  23,  1917. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Joseph  W.  Hicks,  Hillsboro,  N.  H. 
Hicks,  Vivin  Edward,  mess  attendant,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Minneapolis,  Minn.,  July  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  8,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Patsy  Hicks,  2127  Chestnut  Street,  St.  Louis,  Mo. 
Hickson,  Willie  James,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  December  15,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  November  4,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Carrie  Lawson  Hickson,  1207  McKinie  Street,  Au- 
gusta, Ga. 
Hieber,  Roy  Ellsworth,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Baltimore,  Md.,  July  13,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin:  Mother,  Kate  Hieber,  3100  East  Baltimore  Street,  Balti- 
more, Md. 
HrERMAN,  Owen  Franklin,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Peoria,  111.,  May  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause :  Influenza. 

Next  of  kin :  Brother,  Harry  Oscar  Hierman,  Browning,  111. 
Higdon,  Gordon,  seaman,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  December  12,  1917. 

Died :  U.  S.  S.  Chew,  January  10,  1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  Sam  Higdon,  Cisaco,  Ga. 
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Higgins,  Frank  W.,  yeoman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  24,  1917. 

Died:  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Bertha  E.  Higgins,  Saint  George,  Staten  Island,  N.  Y. 
Higgins,  Harold  Leroy,  hospital  apprentice,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  San  Francisco,  Calif.,  June  27,  1918. 

Died:  Naval  hospital,  New  York,  N.  Y.,  September  24,  1918. 

Cause :  Pneumonia,  broncho. 

Next    of   kin:    Mother,    Minnie    Myrtle    Higgins,    1641    Fairview    Street, 
Berkeley,  Calif. 
Higgins,  John  Austin,  shipfitter,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Newport,  R.  I.,  June  10,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  23,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Maurice  Higgins,  17  State  Street,  Warren,  R.  I. 
Higgins,  John  Joseph,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  October  10,  1917. 

Died :  U.  S.  S.  Mercy,  September  30,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Martin  Higgins,  119  Third  Street,  Brooklyn,  N.  Y. 
Higginss  Joseph  Francis,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  June  3,  1918. 

Died:  Receiving  ship,  Puget  Sound,  Wash.,  October  2,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  T.  Higgins,  Wheaton,  Kans. 
Higgins,  Lester  C,  machinist's  mate,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Newport.  R.  I.,  July  12,  1918. 

Died :  Naval  hospital,  Newport  r.  I.,  October  2,  1918. 

Cause:  Lobar  pneumonia. 

Next   of   kin :  Mother,   Esther   Higgins,    1263    Smithfield   Avenue,    Sayles- 
ville,  R.  I. 
Higgins,  Robert  Joseph,  seaman,  second  class,  United   States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  9,  1917. 

Died :  Fort  Monroe,  Va.,  March  25,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Brother,  James  Higgins,  227  East  Ninety-fifth   Street,  New 

York,  N.  Y. 
Higginson,  Le  Roy  Chester,  carpenter's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Boston,  Mass.,  December  12,  1917. 

Died:  Naval  air  station,  Queenstown,  Ireland,  June  17,  1918. 

Cause:  Paralysis,  acute. 

Next  of  kin :  Mother,  Eliza  Higginson,  Meriden,  Conn. 
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Higbie  Everett  Chester,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Chicago,  111.,  May  10,  1918. 

Died:  Navy    auxiliary    school,    Municipal    Pier,    Chicago,    111.,    October    1, 
1918. 

Cause :  Pneumonia. 

Nest  of  kin :  Wife,  Mary  Elizabeth  Higbie,  Grand  Meadow,  Minn. 
Highet,  Leland  McKeand,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  May  9,  1917. 

Died:  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  action. 

Next  of  kin :  Mother,  Catherine  Highet,  Spencer,  Ind. 
Highsmith,  Dwight,  seaman,  second  class,  United  States  Navy. 

Enlisted  :  Richmond,  Va.,  July  22,  1915. 

Died :  U.  S.  S.  Pennsylvania,  November  19,  1917. 

Cause :  Drowned. 

Next  of  kin  :  Mother,  Mrs.  Kenneth  H.  Highsmith,  313  West  Jones  Street, 
Raleigh,  N.  C. 
Hilbert,  William  Gustave,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Buffalo,  N.  Y.,  July  23,  1918. 

Died:  Naval  hospital,  League  Island,  Pa.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Edward  Hilbert,  69  Goethe  Street,  Buffalo,  N.  Y. 
Hildebkand,  Adam  John,  engineman,  second  cla^s,  United  States  Navy. 

Enlisted :  Key  West,  Fla.,  April  13,  1918. 

Died :  U.  S.  S.  Cheyenne,  October  17,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Father,  John  Hildebrand,  13  Madison  Avenue,  Clifton,  N.  J. 
Hildebrand,  Joseph  William,  seaman,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  September  10,  1917. 

Died:  U.  S.  S.  Cheyenne,  October  20,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Father,  Frederick  W.  Hildebrand,  Valley  Mills,  Tex. 
Hildreth,  Roy  Edgab,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Buffalo,  N.  Y.,  May  5,  1917. 

Died :  Naval  Hospital,  Newport,  R.  I.,  July  5,  1917. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Cora  Bell  Hildreth,  Exposition  Park,  Pa. 
Hilceman,  William  Rudolph,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  December  12,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Liseta  Hilgeman,  2707  Broadway,  Fort  Wayne,  Ind. 
Hill,  Arthur  William,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  December  14,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  23,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Tama  Hill,  Coin,  Iowa. 
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Hill,  Benjamin   Francis,   apprentice  seaman,   United   States  Naval  Reserve 
Force. 

Enlisted:  Nashville,  Tenn.,  July  8,  1918. 

Died:  Naval  hospital,  New  Orleans,  La.,  October  29,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mrs.  Frankie  Landsie  Hill,  1116  South  College  Street, 
Stuttgart,  Ark. 
Hill,  Brant  Horace,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  February  23,  1918. 

Died :  Naval  station,  Great  Lakes,  111.,  May  12,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Florence  Hill,  Nora  Springs,  Iowa. 
Hill,  Clark  Richard,  seaman,  second  class,  United  States  Navy. 

Enlisted:    Indianapolis,   Ind.,  April  2,   1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  May  7,  1917. 

Cause :   Cerebrospinal   fever. 

Next  of  kin :  Mother,  Fannie  Hill,  Charlottesville,  Ind. 
Hill,  Earl  La  Verne,  ship's  cook,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:   Detroit,  Mich.,  July  15,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:   Influenza. 

Next  of  kin :  Wife,  Ethel  Fern  Hill,  Three  Rivers,  Mich. 
Hill,  George  Arlington,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Minneapolis,  Minn.,  June  3,   1918. 

Died:  Naval  training  camp,  Seattle,  Wash.,  October  12,  1918. 

Cause :   Pneumonia. 

Next  of  kin :  Father,  George  Hill,  Ardock,  N.  Dak. 
Hill,  John  Page,  seaman,  second  class,  United  States  Navy, 

Enlisted:    Houston,   Tex.,   March   8,   1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  28,  1918. 

Cause:   Pneumonia. 

Next  of  kin :  Father,  Frank  Hill,  R.  F.  D.  No.  1,  Box  101,  Alto,  Tex. 

Hill,  Luther,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  December  4,  1916. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action. 

Next  of  kin :  Mother,  Neatia  Hill,  R.  F.  D.  2,  Walstonburg,  N.  C. 
Hill,  Lyman  L.,  fireman,  first  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Detroit,  Mich.,  April  24,  1918. 

Died :  U.  S.  S.  Herman  Frasch,  October  4,  1918, 

Cause :  Lost  when  vessel  was  sunk. 

Next  of  kin :  Father,  Lyman  Hill,  Sutherland,  Iowa. 
Hill,  Martin  Jeremiah,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  Puget  Sound,  Wash.,  September  22,  1915. 

Died :  Naval  hospital,  San  Pedro,  Calif.,  December  15,  1917. 

Cause :  Cholecystitis. 

Next  of  kin :  Wife,  Rachel  A.  Hill,  Port  Orchard,  Oreg. 


369 

Hill,  Raynor  Milton,  hospital  apprentice    second  class,  United  States  Naval 

Reserve  Force. 
Enlisted:  Jacksonville,  Fla.,  February  19,  1918. 
Died :  Naval  hospital,  Charleston,  S.  C,  May  14,  1918. 
Cause:  Fever. 

Next  of  kin :  Mother,  Hattie  A.  Hill,  Sunbury,  N.  C. 
Hill,  Robert  Gray,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Philadelphia,  Pa.,  March  8,  191S. 
Died :  Naval  hospital,  naval  base,  Virginia,  October  8,  1918. 
Cause:  Pneumonia. 
Next  of  kin :  Wife,  Kathryn  D.  Hill,  1402  Marlborough  Street,  Philadelphia, 

Pa. 
Hill,  William  Palmer,  fireman,  second  class,  United  States  Navy. 
Enlisted :  Salt  Lake  City,  Utah,  May  23,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  March  9,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  L.  Hill,  Helena,  Mont. 
Hiller,  Charles  Bernard,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Philadelphia,  Pa.,  December  8,  1917. 
Died:  U.  S.  S.  Lakemoore,  April  11,  1918. 
Cause :  Lost  life  when  vessel  sunk. 
Next  of  kin :  Father,  Harry  J.  Hiller,  180  Diamond  Street,  Philadelphia, 

Pa. 
Hillery,    Fred    Backenstoe,    landsman    for    electrician    (R),    United    States 

Naval  Reserve  Force. 
Enlisted :  Great  Lakes,  111.,  May  8,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Mrs.  Tom  HSlery.  223  North  Fayette  Street,  Washing- 
ton Courthouse,  Ohio. 
Hillman,  Herbert  William,  hospital  apprentice,  second  class,  United  States 

Navy. 
Enlisted :  Dallas,  Tex.,  May  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 
Cause :  Influenza. 

Next  of  kin :  Father,  George  W.  Hillman,  Mart,  Tex. 
Hlltenbrand,  Arnold  Paul,  apprentice  seaman,  United  States  Naval  Reserve 

Force. 
Enlisted :  Chicago,  111.,  August  7,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 
Cause:  Influenza. 
Next  of  kin:  Father,  John  Hiltenbrand,   124  Spring  Avenue,  Naperville, 

111. 
Hilton,  Porter,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Atlanta,  Ga.,  February  6,  1917. 

Died :  Member  of  armed  guard,  steamship  Finland,  October  28,  1917. 
Cause :  Lost  life  in  sinking  of  vessel. 
Next  of  kin :  Mother,  Lizzie  Hilton,  Tocooa,  Ga. 
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Hilzinger,  Joseph  Thomas,  Jr.,  coppersmith,  first  class.  United  States  Naval 
Reserve  Force. 

Enlisted :  San  Francisco,  Calif.,  July  22,  1918. 

Died :  Receiving  ship,  Mare  Island,  Calif.,  October  20,  1918. 

Cause :  Influenza. 

Next  of  kin:  Wife,  Anna  Estelle  Hilzinger,  7527  Geary  Street,  San  Fran- 
cisco, Calif. 
Himmelwright,  Howard  Arnold,  yeoman,  third  class,  United  States  Navy. 

Enlisted:  Allentown,  Pa.,  April  27,  1917. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause :  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  William  K.  Himmelwright,  R.  F.  D.  1,  Niantic,  Pa. 
Hindman,  Samuel  Litton,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Buffalo,  N.  Y.,  May  21,  1918. 

Died :  Naval  hospital,  Annapolis,  Md.,  October  9,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Father,  James  William  Hindman,  92  Rose  Street,  Gait,  On- 
tario, Canada. 
Hindmarsh,  George,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Newport,  R.  I.,  April  4,  1917. 

Died :  U.  S.  S.  Michigan,  October  30,  1917. 

Cause:  Lost  when  vessel  sunk. 

Next  of  kin :  Mother,  Mrs.  George  Hindmarsh,  24  Corinth  Street,  Provi- 
dence, R.  I. 
Hinerdeer,  Walter  William,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  August  7,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  2,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Sister,  Dora  Walton,  241  East  Ross  Street,  Lancaster,  Pa. 
Hikes,  Encell  McKinley,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  January  25,  1914. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Brother,  Harold  Hines,  Blackfoot,  Idaho. 
Hingerty,  Rorert  Heckle,  blacksmith,  United  States  Naval  Reserve  Force. 

Enlisted :  Elizabeth  City,  N.  C,  February  27,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  November  25,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Minnie  Hingerty,  107  Pearl  Street,  Elizabeth  City,  N.  C. 
Hinshelwood,   James   Edward,    landsman    for  electrician    (G),   United   States 
Navy. 

Enlisted:  New  York,  N.  Y.,  June  7,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  27,  1918. 

Cause :  Pneumonia,  lobar. 

Next    of    kin:  Mother,    Ellen    Hinshelwood,    145    Broadway,    Haverstraw, 
N.   Y. 
Hinton,  Sherwood,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  July  7,  1918. 

Died:  U.  S.  S.  Susquehanna,  March  6,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Mother,  Helen  Hinton.  Jarvisburg,  N.  C. 
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Hebshler,  Jerome  Jacob,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted:  Brooklyn,  N.  Y.,  December  11,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  January  21,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Louis  Hirshler,  500  West  Eleventh  Street,  New  York, 
N.   Y. 
Hiserodt,  John,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Syracuse,  N.  Y.,  June  20,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  June  2,  1918. 

Cause :  Diphtheria. 

Next  of  kin:  Mother,  Ella  Williams,  119  Lewis  Street,  Auburn,  N.  Y. 
Hitchcock,  Nelson,  fireman,  second  class,  United  States  Navy. 

Enlisted:  New  Haven,  Conn.,  March  7,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Lost  life  on  missing  Cyclops. 

Next  of  kin :  Father,  Silas  Lewis  Hitchcock,  54  Horton  Avenue,  Meriden, 
Conn. 
Hitchins,   Lawrence  Gladstone  Russell,  apprentice  seaman,  United  States 
Naval  Reserve  Force. 

Enlisted:  Baltimore,  Md.,  July  20,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  12,  1918. 

Cause:  Broncho  pneumonia. 

Next  of  kin :  Wife,  Gertrude  K.  Hitchins,  Mount  Pleasant  Terrace,  Frost- 
burg,  Md. 
Hittle,  Mason  Bookner,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Indianapolis,  Ind.,  July  30,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  15,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mary  A.  Hittle,  Zionville,  Ind. 
HrxoN,  Ira  Dell,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  October  2,  1912. 

Died :  Naval  hospital,  Canacao,  P.  I.,  July  25,  1917. 

Cause :  Died  from  burns. 

Next  of  kin :  Father,  George  L.  Hixon,  R.  F.  D.  6,  North  Yakima,  Wash. 
Hoadley,  Mervyn  J.,  electrician,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  San  Francisco,  Calif.,  September  27,  1917. 

Died:  Philadelphia,  Pa.,  April  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Thersia   V.   Hoadley,   204  West   Santa   Clara,   Sau 

Jose,  Calif. 
Hoag,  Chester  Turner,  Jr.,  fireman,  third  class,  United  States  Navy. 

Enlisted :  San  Pedro,  Calif.,  May  13,  1918. 

Died :  United  States  submarine  base,  San  Pedro,  Calif.,  October  12,  1918. 

Cause :  Influenzza  and  pneumonia. 

Next  of  kin :   Father,  Chester  T.  Hoag,   sr.,  7225  Hollywood  Boulevard, 
Hollywood,  Calif. 
Hobbs,  Henry  Stewart,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 
Enlisted :  Boston,  Mass.,  May  21,  1918. 

Died :  Naval  Training  Camp,  Hingham,  Mass.,  September  30,  1918. 
Cause :  Influenza  followed  by  broncho-pneumonia. 

Next  of  kin :  Mother,  Maud  Field,  20  Mondamin  Court.  Somerville.  Mass. 
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Hobbs,  Joe  L.,  seaman,  second  class,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  December  7,  1917. 

Died :  U.  S.  S.  Orizaba,  September  24,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Lee  Hobbs,  Waynesville,  Mo. 
Hobbs,  Milton  Elsworth,  seaman,  United  States  Navy. 

Enlisted :  Raleigh,  N.  C,  April  17,  1917. 

Died:  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Lost  life  when  vessel  sunk. 

Next  of  kin:  Father,  Calvin  Hobbs,  Alva,  Okla. 
Hobbs,  Nokman  Samuel,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  December  12,  1917. 

Died :  U.  S.  S.  Shaiomut,  February  24,  1918. 

Cause:  Acute  laryngitis. 

Next  of  kin  :  Father,  Matthew  Hobbs,  1230  Warren  Avenue,  Camp  Campelo, 
Mass. 
Hobekg,  Karl,  landsman  for  machinist's  mate   (A),  United  States  Naval  Re- 
serve Force. 

Enlisted :  San  Francisco,  Calif.,  June  25,  1918. 

Died :  Lane  Hospital,  San  Francisco,  Calif.,  October  16,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Matilda  S.  Hoberg,  Hoberg's  Resort,  Calif. 
Hobson,  Forrest  Kenneth,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Parkersburg,  W.  Va.,  July  1,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Ira  E.  Hobson,  Tangier,  Ind. 
Hock,  Frank  Albert,  engineman,  second  class.  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  January  19,  1916. 

Died :  U.  S.  S.  Leonidas,  March  27,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Cousin,  Anna  Hock,  277  Sycamore  Street,  Buffalo,  N.  Y. 
Hockett,  Alexander  Evans,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Richmond,  Va.,  May  6,  1918. 

Died :  U.  S.  S.  Solace,  September  29,  1918. 

Cause :  Broncho  pneumonia. 

Next  of  kin :  Mother,  Lydia  Hockett,  Houston,  Va. 
Hockman,  Lyman  Robert,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  June  3,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  September  30,  1918. 

Cause:  Influenza,  streptococci  septicemia. 

Next  of  kin :  Father,  John  W.  Hockman,  R.  F.  D.  1,  Gait  Fork,  Okla. 
Hodge,   Charles   Preston,   apprentice  seaman,   United   States  Naval  Reserve 
Force. 

Enrolled :  Richmond,  Va.,  July  18,  1918. 

Died:  Naval  hospital,  naval  base,  Virginia,  October  12,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  William  A.  Hodge,  Stuarts  Draft,  Augusta,  Pa. 
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Hodge,  Eakl  Walter,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Omaha,  Nebr.,  June  8,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  2,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Brother,  Alonzo  Hodge,  Akron,  Iowa. 
Hodge,  John  Stakkett,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  December  18,  1917. 

Died:  S.  S.  West  Grove,  July  21,  191S. 

Cause:  Suicide. 

Next  of  kin :  Brother,  Henry  Hodge,  431  Laclede,  Wichita,  Kans. 
Hodge,  John  Walter,  landsman  for  electrician   (R),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Newport,  R.  I.,  July  81,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  21,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Thomas  H.  Hodge,  234  South  First  Avenue,  Mount 
Vernon,  N.  Y. 
Hodges,  John  Richard,  chief  pharmacist's  mate,  United  States  Navy. 

Enlisted :  Jackson,  Miss.,  May  17,  1917. 

Died :  Santiago  de  Cuba,  October  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Maud  Hamilton  Hodges,  Greenwood,  Miss. 
Hodgdon,  Edwin  Flavius,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Los  Angeles,  Calif.,  April  16,  1918. 

Died :  Submarine  chaser  No.  209,  August  27,  1918. 

Cause :  Lost  life  when  vessel  was  fired  upon. 

Next  of  kin :  Father,  William  Hodgdon,  Brazoria,  Tex. 
Hodgson,  Maron  Lester,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Washington,  D.  C,  July  2,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  5,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Annie  Hodgson,  1203  H  Street  NE.,  Washington,  D.  C. 
Hoefle,  Hubert  Fred,  electrician,  third  class,  United   States  Naval  Reserve 
Force. 

Enrolled :  Peoria,  111.,  November  28,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  15,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Williaam  Otto  Hoefle,  Highland,  111. 
Hofer,  Walter  Charles,   fireman,   third  class,   United   States  Naval  Reserve 
Force. 

Enlisted :  Des  Moines,  Iowa,  July  26,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Hattie  Hofer,  R.  F.  D.  1,  Taylor  Ridge,  111.  ! 
Hoff,  George  Washington,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  February  20,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Hattie  Olson,  430  North  Drake  Avenue,  Chicago,  III.. 
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Hoff,  Otto,  quartermaster,  second  class,  United  States  Navy. 

Enlisted:  Buffalo,  N.  Y.,  January  12,  1918. 

Died:  Naval  hospital,  Beaucaillou,  France,  July  18,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Father,  Frank  Hoff,  603  North  Woodridge  Street,  Saginaw, 
Mich. 
Hoffman,  Ellie  Jefferson,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Des  Moines,  Iowa,  May  29,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  27,  1918. 

Cause :  Influenza. 

Next    of   kin:  Mother,    Addie   May   Hoffman,    1534   West    Second    Street, 
Waterloo,  Iowa. 
Hoffman,  George  Benjamin,  seaman,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa..  June  18,  1917. 

Died:  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause:  Result  of  sinking  of  ship. 

Next  of  kin :  Father,  Michael  B.  Hoffman,  Ridley  Park,  Pa. 
Hoffman,  George  Edward,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  December  20,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  February  26,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  William  Hoffman,  295  Lembeck  Avenue,  Jersey  City, 
N.  J. 
Hoffman,  Walter  Henry,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Indianapolis,  Ind.,  July  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Manda  Florine  Hoffman,  424  North  Second  Street,  Vin- 
cennes,  Ind. 
Hofreiter,    Marion   Jefferson,   seaman,   second   class,   United    States   Naval 
Reserve  Force. 

Enlisted:  Peoria,  111.,  July  6,  3918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  10,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Frank  Andrew  Hofreiter,  R.  F.  D.  1,  Green  Valley,  I1L 
Hofsoos,  Lewis  Adolph,  seaman,  United  States  Navy. 

Enlisted:  Salt  Lake  City,  Utah,  December  15,  1917. 

Died  :  U.  S.  S.  Powhatan,  October  3,  1918. 
)    Cause:  Broncho-pneumonia. 

Next  of  kin :  Father,  Thomas  Severston  Hofsoos,  Rimini,  Mont. 
Hogan,  John  Chapman,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  April  6,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  June  8,  1917. 

Cause:  Pleurisy  suppurative. 

Next  of  kin :  Cousin,  Carl  Hogan,  43  East  Willis  Street,  Atlanta,  Ga. 
Hogan,  Joseph  Leo,  quartermaster,  second  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  December  15,  1917. 

Died :  U.  S.  S.  Leinster,  October  10,  1918. 

Cause:  Lost  life  in  sinking  of  ship. 

Next  of  kin :  Father,  Thomas  Hogan,  128  South  Main  Street,  Mechanics- 
ville,  N.  Y. 
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Hoqan,  Lawrence  Joseph,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  April  20,  1917. 

Died :  New  York,  N.  Y.,  October  9,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  Hogan,  658  Fifth  Avenue,  Brooklyn,  N.  Y. 
Hogan,   William  Arthur,   apprentice  seaman,   United  States  Naval   Reserve 
Force. 

Enlisted :  Peoria,  111.,  July  25,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Margaret  D.  Hogan,  Dalton  City,  111. 
Hogan,  William  C,  carpenter's  mate,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Syracuse,  N.  Y.,  May  15,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  7,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Emma  J.  Hogan,  17  Church  Street,  Waterloo,  N.  Y. 
Hoier,  Ernest,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Seattle,  Wash.,  August  31,  1917. 

Died :  U.  S.  S.  Rochester,  October  1,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Belle  Hoier,  R.  R.  2,  Blaine,  Wash. 
Holbrook,  Cyril  Louis,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  March  31,  1917. 

Died :  U.  S.  S.  Navajo,  August  7,  1917. 

Cause :  Septicemia. 

Next  of  kin:  Mother,  Johanna  Holbrook,  1914  South  Thirty-sixth  Street, 
Omaha,  Nebr. 
Holcomb,  Roy  Edward,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  January  11,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  April  14,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Brother,  James  G.  Holcomb,  201  Webster  Aevnue,  Rochester, 
N.  Y. 
Holder,  Fred  Lee,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  May  28,  1917. 

Died :  Disappeared  at  sea  on  U.  S.  S.  Yon  Steuben,  July  16,  1918. 

Cause :  Disappeared. 

Next  of  kin :  Father,  Jessie  Holder,  Switz  City,  Ind. 
Holdridge,  Ross  Beebe,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Binghamton,  N.  Y.,  July  31,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  30,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Father,  Lester  Ross  Holdridge,  McDonough,  N.  Y. 
Holdsworth,  John  William,  carpenter's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  New  London,  Conn.,  April  10,  1917. 

Died:  Naval  hospital,  Newport,  R.  I.,  October  1,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  Fred  Holdsworth,  21  Lester  Avenue,  Westerly,  R.  I. 
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Holland,  Andrew  Augustine,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Jackson,  Mich.,  February  23,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  16,  1917. 

Cause:  Cerebrospinal  meningitis. 

Nest  of  kin :  Father,  John  H.  Holland,  R.  F.  D.  1,  Philadelphia,  Miss. 
Holland,  John  Francis,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  April  30,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H,  September  27,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Mother,  Kathrine  Holland,  137  Norris  Street,  Jersey  City,  N.  J. 
Holland,  John  Jay,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted :  Ishpeming,  Mich.,  July  23,  1917. 

Died :  Receiving  ship,  Philadelphia,  Pa.,  August  10,  1918. 

Cause:  Concussion  of  the  brain. 

Next  of  kin :  Sister,  Elizabeth  Gleason,  Austin  Location,  Princeton,  Mich. 
Holland,  Lloyd,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Chicago,  111.,  July  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Fay  Holland,  508  South  Park  Avenue,  Herrin,  111. 
Holland,  Marion  Butler,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Wilmington,  N.  C.  October  26,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C,  January  5,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  G.  G.  Holland,  Warsaw,  N.  C. 
Holland,  Stockett  Lee,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  19,  1917. 

Died :  VaterJand,  August  2,  1917. 

Cause :  Suicide. 

Next  of  kin :  Mother,  Anna  E.  Holland,  Reisterstown,  Md. 
Hollear,  George  Washington,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  March  23,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  25,  1917. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Emma  Hollear,  Upton,  N.  C. 
Holleman,  Asa  Calvin,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  July  1,  1917. 

Died:  U.  S.  S.  Wilkes,  June  23,  1918. 

Cause :  Poison. 

Next  of  kin:  Father,  Henry  C.  Holleman,  501  Rose  Street,  Waco,  Tex. 
Hollenbeck:,  Edward  Makinson,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Birmingham,  N.  Y.,  July  31,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  September  28,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Emma  Hollenbeck,  Candor,  N.  Y. 
Holler,  William  R.,  seaman,  second  class,  N.  N.  V. 

Enlisted :  Brooklyn,  N.  Y.,  June  16,  1917. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause :  Lost  life  when  vessel  was  torpedoed. 

Next   of   kin :  Mother,   Mrs.   K.   Holler,   740   Bedford   Avenue,   Richmond 
Hill,  N.  Y. 
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Holley,  Miles  Henky,  quartermaster,  second  class   (A),  United  States  Navy. 

Enlisted:  Syracuse,  N.  Y.,  December  8,  1917. 

Died:  Naval  air  station,  St.  Trojan,  France,  August  20,  1918. 

Cause:  Killed  in  accidental  bomb  explosion. 

Next  of  kin :  Father,  Marshall  J.  Holley,  Walton,  N.  Y. 
Holliday,  Grover  Cleveland,  engineman,  first  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  March  22,  1916. 

Died :  U.  S.  S.  Mercy,  October  10,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,   Delia   Holliday,   538   Russell   Street,   Fayetteville, 
N.  C. 
Hollingsworth,   George   Lewis,   fireman,   second   class,   United   States   Navy. 

Enlisted:  St.  Louis,  Mo.,  December  4,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  28,  1918. 

Cause :  Pneumonia,  lobar. 

Next   of   kin :  Father,    William   Henry   Hollingsworth,    R.   R.   4,   box   33, 
Mexico,  Mo. 
Hollistek,  Charles  Myers,  boatswain's  mate,  first  class,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  March  29,  1915. 

Died :  U.  S.  S.  Mercy,  October  8,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  Earl  Hollister,  221  Ash  Street,  Scranton,  Pa. 
Hollman,  Otto,  fireman,  first  class,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  June  11,  1917. 

Died:  Willard   Parker  Hospital,  New  York,   N.   Y.,  May  26,  1918. 

Cause :  Diphtheria. 

Next    of   kin :  Father,    Adolph   Hollman,    40    Central   Avenue,    Montclair, 
N.  J. 
Hollow  ay,  Carroll  Dyer,  landsman  for  electrician  (R),  United  States  Naval 
Reserve  Force. 

Enlisted :  El  Paso,  Tex.,  June  28,  1918. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  16,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Velma  P.  Holloway,  Midland  Tex. 
Hollows,  Frank  Willard,  chief  machinist's  mate,  United  States  Naval  Reserve 
Force. 

Enlisted  :  Washington,  D.  C,  March  20,  1918. 

Died :  U.  S.  S.  West  over,  July  11,  1918. 

Cause :  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin :  Wife,  Lucile  Hollows,  334  Fourteenth  Street  SE.,  Washington, 
D.  C. 
Holly,  Leo  Melvin,  carpenter's  mate,  second  class,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  May  31,  1917. 

Died:  Naval  station,  Guam,  November  5,  1918. 

Cause :  Influenza  and  pneumonia. 

Next   of  kin:   Mother,   Margaret   Holly,   1274   East   Jefferson   Street,   Los 
Angeles,  Calif. 
Hollyday,  Samtjel  Clarence,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  July  30,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  23, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Elizabeth  Gehring  Hollyday,  R.  R.  3,  box  36,  Lees 
Summit,  Mo. 
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Holm,  Feed  Lawbence,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Omaha.  Nebr.,  June  4,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  28,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Charles  A.  Holm,  1215  B  Street,  Lincoln,  Nebr. 
Holman,  David  Emoby,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Newport,  R.  L,  March  27,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  8, 1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  Samuel  M.  Holman,  38  Pleasant  Street,  Attleboro, 
Mass. 
Holmes,  James  Matthew,  wardroom  steward,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  March  18,  1914. 

Died :  Naval  hospital,  League  Island,  Pa.,  January  30,  1918. 

Cause:  Syphilis. 

Next  of  kin:   Mother,  Emma   Holmes,  719  Twenty-first  Street,  Newport 
News,  Va. 
Holmes,  John  Chables,  carpenter's  mate,  first  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  April  21,  1916. 

Died :  U.  S.  S.  llanlcy,  March  19,  1918. 

Cause:  Result  of  injuries  received  in  explosion  on  board  ship. 

Next  of  kin :  Mother,  Kate  Holmes,  74  Dalton  Street,  Boston,  Mass. 
Holmes,  Loben  Pittengeb,  landsman  for  yeoman,  United  States  Navy. 

Enlisted :  Mare  Island,  Calif.,  May  21,  1917. 

Died :  U.  S.  S.  San  Diego,  June  18,  1917. 

Cause :  Epileptic  fits. 

Next  of  kin :  Mother,  Martha  E.  Holmes,  8S04  B  Street,  Oakland,  Calif. 
Holmes,  Willaed  Fbank,  electrician,  second  class  (G),  United  States  Navy. 

Enlisted :  Scranton,  Pa.,  August  30,  1915. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30, 1918. 

Cause :  Lost  of  life  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  Samuel  E.  Holmes,  Afton,  N.  Y. 
Holt,  Edgab  Gobdon,  musician,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  June  28,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  17,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Charles  E.  Holt,  17  Annabel  Street,  Dorchester,  Mass. 
Holt,  Geobge  Milton,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  March  30,  1915. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  March  28,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Leander  Yancy  Holt,  Como,  Tex. 
Holt,  James  Abchie,  seaman,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  February  14,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  29,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Kathryne  Holt,  2539  A  Street,  San  Diego,  Calif. 
Holtmeyeb,  Anton  August,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Kansas  City,  Mo.,  June  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Henry  Holtmeyer,  Easton,  Kans. 
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Holtzapple,  Rorert  Akthuk,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Binghamton,  N.  Y.,  January  9,  1918. 

Died :  U.  S.  S.  Harrisburg,  June  24,  1918. 

Cause:  Edema  of  the  larynx. 

Next  of  kin :  Mother,  Mary  Holtzapple,  42  Robinson  Street,  Binghamton, 
N.  Y. 
Holub,  Groveb  Cris.,  landsman  for  electrician  (R),  United  States  Naval  Re- 
serve Force. 

Enlisted :  Des  Moines,  Iowa,  May  21,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Fredericka  Holub,  Center  Junction,  Iowa. 

Holyfield,  Charlie  Monroe,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  April  2,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  April  23,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin:  Father,  Holt  Holyfield,  Denton,  Tex. 
Hood,  Harvey  B.,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Raleigh,  N.  C.,  June  8,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  19,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Silas  Hood,  R.  F.  D.  1,  Bentonville,  N.  C. 
Hood,  Rorert  Stanley,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Pittsburgh,  Pa.,  April  29,  1918. 

Died :  U.  S.  A.  C.  T.  Ticovderoga,  September  30,  1918. 

Cause:  Lost  life  when  vessel  sunk. 

Next  of  kin:  Father,  Robert  Hood,  453  Auburn  Avenue,  Buffalo,  N.  Y. 
Hook,  Leon  Beck,  chief  quartermaster    (A),  United    States  Naval   Reserve 
Force. 

Enlisted :  Washington,  D.  C,  July  10,  1918. 

Died:  Naval  training  camp,  Seattle,  Wash.,  October  14,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Nina  Beck  Giffen,  1S31  North  Meridian  Street,  In- 
dianapolis, Ind. 
Hooper,  Robert  Nelson,  hospital  apprentice,  United  States  Navy. 

Enlisted:  Meridian,  Miss.,  May  28,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  26,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Robert  L.  Hooper,  R.  F.  D.  2,  Guntown,  Miss. 
Hoose,  Elwin  Lester,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  June  15,  1917. 

Died :  U.  S.  S.  South  Carolina,  January  10,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Brother,  De  Lace  C.  Hoose,  Troy,  Pa. 
Hooten,  Ralph  Eugene,  seaman,  United  States  Navy. 

Enlisted:  Montgomery,  Ala.,  April  24,  1917. 

Died:  Steamship  Lake  Edon.  August  21,  1918. 

Cause:  Lost  life  in  sinking  of  vessel. 

Next  of  kin:  Father,  William  Arlington  Hooten,  Laurel  Hill,  Fla. 
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Hootkins,  Carl,  storekeeper,  second  class,  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  May  29,  1914. 

Died :  Naval  hospital,  Las  Animas,  Colo.,  June  17,  1917. 

Cause:  Tuberculosis. 

Next  of  kin :  Father,  Abraham  S.  Hootkins,  1611  Hamilton  Avenue,  Grand 
Rapids,  Mich. 
Hoover,  Charley  Thomas,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Louisville,  Ky.,  June  3,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Ida  Dawson  Hoover,  R.  F.  D.  1,  Lexington,  Ky. 
Hoover,  Frederick,  seaman,  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  September  28,  1916. 

Died:  U.  S.  S.  Connecticut,  November  5,  1918. 

Cause:  Suicide. 

Next  of  kin :  Mother,  Mary  Hoover,  447  Richmond  Street,  Philadelphia,  Pa. 
Hoover,  Manuel,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  August  5,  1914. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  18,  1917. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin:  Father,  George  Hoover,  Ponchatoula,  La. 
Hopewell,  Otho,  gunner's  mate,  second  class  (G),  United  States  Navy. 

Enlisted:  Denver,  Colo.,  May  29,  1914. 

Died:  Naval  hospital,  Canacao,  P.  I.,  July  25,  1917. 

Cause:  Due  to  burns. 

Next  of  kin :  Mother,  Hattie  Hopewell,  Brushy  Knob,  Mo. 
Hopkins,  George  Thomas,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  April  26,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Laura  Hopkins.  Bethel,  Del. 
Hopkins,  Joseph  Wilson,  coxswain,  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  July  5,  1918. 

Died :  Naval  hospital,  League  Island,  Pa.,  September  18, 1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Margaret  Martin  Hopkins,  3327  Woodland,  Kansas  City, 
Mo. 
Hopper,  Clarence  Melvin,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  May  10,  1917. 

Died  :  Naval  Hospital,  League  Island,  Pa.,  December  29, 1917. 

Cause:  Pleurisy. 

Next  of  kin :  Father,  John  Hopper,  Quail,  Tex. 
Hopper,  Edgar  Orvelle,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Peoria,  111.,  June  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  3, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Emma  R.  Hopper,  Pesotum,  111. 
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Hopper,  Wilfred  Hodgson,  landsman  for  mahcinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  June  11,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Anna  Hopper,  246  Barton  Street,  Buffalo,  N.  Y. 
Horan,  John  Edward,  gunner's  mate,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Pelham  Bay  Park,  N.  Y.,  April  18,  1918. 

Died  :  Lincoln  Hospital,  New  York,  N.  Y.,  November  7,  1918. 

Cause:  Influenza  and  pneumonia. 

Next  of  kin :  Father,  Matthew  Horan,  1011  Woodycrest  Avenue,  New  York, 
N.  Y. 
Horine,  Joseph  Thomas,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  November  28,  1917. 

Died :  U.  S.  S.  Hancock,  naval  base,  Azores,  April  9, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Sister,  Catherine  Horine,  205  Washington  Street,  Winchester, 
Ky. 
Horn,  Etjgene  Lee,  blacksmith,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Omaha,  Nebr.,  June  1,  1918. 

Died :  Receiving  ship,  Philadelphia,  Pa.,  September  22,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  June  B.  Horn,  Paton,  Iowa. 
Horn,  William,  shipfitter,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  June  7,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  19,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Anna  Horn  Janson,  325  East  One  hundred  and  sixty- 
third  Street,  New  York,  N.  Y. 
Horne,  Edwin,  electrician,  first  class  (G),  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  February  27,  1915. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Fannie  Horne,  Marlin,  Tex. 
Horne,  William  Michael,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  July  10,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Fannie  W.  Horne,  S34  Ninth  Street,  Augusta,  Ga. 
Horrell,  Tellis,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  November  9,  1917. 

Died :  U.  S.  S.  Jupiter,  August  20,  1918. 

Cause :  Natural  causes. 

Next  of  kin :  Mother,  Margaret  S.  Horrell,  Owensboro,  Ky.,  R.  R.  2. 
Horton,  Clarence  Eley,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  August  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  November  3,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Molly  Horton,  Whaleyville,  Va. 
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Horton,  Francis  Dean,  coxswain,  United  States  Naval  Reserve  Force. 
Enlisted :  Toledo,  Ohio,  April  16,  1917. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  March  11,  1918. 
Cause :  Pleurisy. 

Next  of  kin :  Wife,  Mrs.  F.  D.  Horton,  2219  Summit  Avenue,  Toledo,  Ohio. 
Horton,  William  John,  seaman,  second  class,  United  States  Navy. 
Enlisted :  New  Haven,  Conn.,  April  16,  1917. 
Died :  Naval  hospital,  New  York,  N.  Y.,  September  17,  1917. 
Cause:  Cerebrospinal  fever. 

Next  of  kin :  Uncle,  Charles  Brown,  52  Chestnut  Street,  Hartford,  Conn. 
Horwig,  Sidney,  seaman,  second  class,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  October  3,  1916. 
Died :  Steamship  Motano,  July  31,  1917. 
Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Father,  George  J.  Horwig,  347  Fox  Street,  New  York,  N.  Y. 
Hosken,  William  Stanley,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 
Enlisted :  Great  Lakes,  111.,  January  11,  1918. 
Died :  Naval  air  station,  Rockaway  Beach,  Long  Island,  N.  Y.,  October  27, 

1918. 
Cause:  Pneumonia. 

Next  of  kin:   Mother,   Rhoda   Evalina   Hosken,   3114  Enoch   Street,   Zion 
City,  111. 
Hostetter,  Adrian  Earl,  chief  pharmacist's  mate,  United  States  Navy. 
Enlisted :  San  Pedro,  Calif.,  February  11,  1918. 
Died :  Section  base,  Norfolk,  Va.,  October  20,  1918. 
Cause:  Pneumonia. 

Next    of    kin :  Wife,    Florence    Hostetter,    1662    Roosevelt    Avenue,    Los 
Angeles.  Calif. 
Hotchkiss,  Oral  Frank,  fireman,  second  class,  United  States  Navy. 
Enlisted :  Cleveland,  Ohio,  November  7,  1916. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  Lost  life  when  vessel  sunk. 

Next  of  kin :   Mother,   Emma  Hotchkiss,   1685   Lockwood  Avenue,   Cleve- 
land, Ohio. 
Hough,  Frederick  William,  quartermaster,  second  class   (A),   United  States 
Navy. 
Enlisted :  Chicago,  111.,  March  28,  1917. 

Died :  Naval  headquarters,  London,  England,  March  13,  1918. 
Cause:  Due  to  aeroplane  accident. 

Next  of  kin :  Father,  William  Hough,  450S  Lake  Park  Avenue,  Chicago,  111. 
Hourihan,  James  J.,  machinist's  mate,  second  class,  United  States  Naval  Re- 
serve Force. 
Enlisted:  Newport,  R.  I.,  December  14,  1917. 
Died :  Naval  hospital,  Newport,  R.  I.,  January  6,  1918. 
Cause:  Pleurisy,  suppurative. 

Next  of  kin:  Mother,   Mary  Hourihan,  99  Cottage  Street,  Easthampton, 
Mass. 
House,  Hugh,  electrician,  third  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Parkersburg,  W.  Va.,  June  5,  1918. 
Died :  Naval  hospital,  Annapolis,  Md.,  October  15,  1918. 
Cause :  Broncho-pneumonia. 
Next  of  kin :  Father,  Cyrus  House,  Buckhannon,  W.  Va. 
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Houses,  Ulysses  Simpson,  seaman,  second  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  May  23,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  22,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Father,  William  Houser,  706  Russell  Street,  El  Reno,  Okla. 
Hovey,  Hot.lis  Fkanklin,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  May  11,  1917. 

Died:  Receiving  ship,  Puget  Sound,  Wash.,  June  25,  1917. 

Cause :  Meningitis,  cerebral. 

Next  of  kin :  Mother,  May  Hovey,  R.  F.  D.  1,  Missoula,  Mont. 
Howard,  Clarence  Arnold,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Nashville,  Tenn.,  July  26,  1918. 

Died :  Los  Angeles,  Calif.,  October  13,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Joseph  Franklin  Howard,  Loudon,  Tenn.,  R.  F.  D.  3. 
Howard,  Dennie  Edward,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  May  8,  1918. 

Died:  Bordeaux,  France,  November  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  Howard,  5  High  Street,  North  Adams,  Mass. 
Howard,  Donald  Jerald,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  April  7,  1917. 

Died :  Naval  Proving  Grounds,  Indian  Head,  Md.,  August  15, 1918. 

Cause :  Drowned. 

Next  of  kin :  Mother,  Ada  Lois  Howard,  513  Oklahoma  Avenue,  Mangum, 
Okla. 
Howard,  John  Henry,  ship's  cook,  first  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  November  30,  1915. 

Died :  U.  S.  S.  Solace,  October  6,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Florzell  Howard,  Sparta,  Tenn. 
Howard,  John  Milton,  molder,  second  class,  United  States  Navy. 

Enlisted:  Louisville,  Ky.,  May  3,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  29,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Nellie  A.  Howard,  510  Mill  Street,  Ironton,  Ohio. 
Howard,  Joseph  Benjamin,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  December  6,  1917. 

Died:  Naval  Hospital,  Great  Lakes,  111.,  January  22,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Amanda  Bell  Howard.  Mount  Ida,  Ark. 
Howell,  Linton,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  December  5,  1917. 

Died :  Willard  Parker  Hospital,  New  York,  N.  Y.,  September  29,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:   Mother.   Minnie   Howell,   710  West   Greenup   Avenue,    Ash- 
land, Ky. 
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Howell,  William  Marvin,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Atlanta,  Ga.,  June  21,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  October  16,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  William  Ashley  Howell,  Jennings,  Fla. 
Howerton,  John  Benjamin,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  December  11,  1917. 

Died:  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Sada  August  Stallings,  R.  F.  D.  1,  Petersburg,  Va. 
Howley,  Thomas  William,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  July  5,  1917. 

Died :  U.  S.  S.  Salem,  September  29,  1918. 

Cause:   Missing  from  motor  boat  which  was  returning  liberty  party   to 
vessel. 

Next  of  kin :  Mother,  Matilda  Howley,  224  East  Second  Street,  Oswego, 
N.  Y. 
Hoxie,  Ralph  Bowman,  chief  machinist's  mate,  United  States  Naval  Reserve 
Force. 

Enlisted:  Boston,  Mass.,  March  23,  1917. 

Died :  Naval  air  station,  Chatham,  Mass.,  April  27,  1918. 

Cause :  Death  due  to  accident. 

Next  of  kin :  Wife,  Lillian  T.  Hoxie,  429  Brookline  Avenue,  Boston,  Mass. 
Hoyle,  Harry,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Brooklyn,  N.  Y.,  April  8,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  8,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  James  Hoyle,  733  North  Bucknell  Street,  Philadel- 
phia, Pa. 
Hoyt,  Willard  Burdette,  carpenter's  mate,  third  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Boston,  Mass.,  July  27,  1917. 

Died:  U.  S.  S.  Wakiva  II,  May  22,  1918. 

Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Father,  Thomas  B.  Hoyt,  320  Lewis  Street,  Syracuse,  N.  Y. 
Hubbard,  Frank,  chief  boatswain's  mate,  United  States  Naval  Reserve  Force. 

Enlisted:  San  Francisco,  Calif.,  February  5,  1918. 

Died:  Naval  training  station,  San  Francisco,  Calif.,  May  17,  1918. 

Cause:  Pyelitis. 

Next  of  kin :  Sister,  Rosei  Lavouis,  Marin  Street,  Vallejo,  Calif. 
Hubbard,  John  Sidney,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Montgomery,  Ala.,  April  17,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  30,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  Hubbard,  Sycamore,  Ala. 
Hubbard,  Kenneth,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  June  8,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Mary  Anne  Hubbard,  Terra  Ceia,  Fla. 
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Hubbard,  William  Thomas,  yeoman,  first  class,  United  States  Navy. 

Enlisted:  Lexington,  Ky.,  June  1,  1917. 

Died:  Naval  hospital,  London,  England,  October  22,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  John  Hubbard,  English,  Ind. 
Hubbs,  Thomas  Babtlett,  chief  electrician  (G.),  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  May  2,  1917. 

Died :  Coney  Island  Hospital,  Brooklyn,  N.  Y.,  October  21,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Wife,  Maud  Hubbs,  1622  Sixty-first  Street,  Brooklyn,  N.  Y. 
Hubeb,  Carl,  seaman,  second  class,  United  States  Navy- 
Enlisted  :  Seattle,  Wash.,  April  20,  1917. 

Died:  Receiving  ship,  San  Francisco,  Calif.,  March  8,  1918. 

Cause:  Poison. 

Next  of  kin :  Mother,  Emma  Huber,  814  Howe  Street,  Seattle,  Wash. 
Huckins,  Albert  Wallace,  electrician,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Albany,  N.  Y.,  August  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Ernest  E.  Huckins,  Vernon,  Vt. 
Huddleston,  Ava  Hugh,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Peoria,  111.,  June  5,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Amos  Huddleston,  Areola,  111. 
Hudgins,  Frank  Rossor,  seaman,  second  class.  United  States  Naval  Reserve 
For'-e. 

Enlisted :  Norfolk,  Va.,  April  30,  1918. 

Died:  Naval  hospital,  Brooklyn,  N.  Y.,  October  12,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Grandfather,  John  Hudgins,  New  Point,  Va. 
Hudson,  Charles  Henry,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  December  15,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  24,  1918. 

Cause :    Pneumonia,   lobar. 

Next  of  kin  :  Father,  John  Thomas  Hudson,  1253  Madison  Avenue,  Memphis, 
Tenn. 
Hudson,  Charles  Richard,  quartermaster,  first  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  February  12,  1916. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  when  vessel  sunk. 

Next  of  kin:  Brother.  Joseph  Hudson.  512  Van  Vranken  Avenue,  Schenec- 
tady,  N.  Y. 
Hudson,   Eugene  Holton,   apprentice   seaman,   United   States   Naval    Reserve 
Force. 

Enlisted :  Raleigh,  N.  C,  July  19,  1918. 

Died:  Naval  hospital,  naval  base,  Virginia,  October  16,  1918. 

Cause :    Pneumonia. 

Next  of  kin  :  Father,  Levi  Hudson,  R.  F.  D.  1,  box  6,  Sparta.  N.  C. 
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Huff,  Thomas  Jefferson,  chief  water  tender,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  April  24,  1915. 

Died:  U.  S.  S.  Mercy,  October  14,  1918. 

Cause:  Cerebrospinal  meningitis. 

Next  of  kin :  Mother,  Martha  Cunning  Huff,  R.  F.  D.  1,  Eatonton,  Ga. 
Huffines,  William  Jenis  Brfan,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  June  11,  1918. 

Died :  U.  S.  S.  Mercy,  October  5,  1918. 

Cause :   Broncho-pneumonia. 

Next  of  kin :  Sister,  Alta  May  Huflines,  R.  1,  Haydensburg,  Tenn. 
Huffman,   Charlie  Wallace,  carpenter's   mate,   second  class,   United   States 
Navy. 

Enilsted:  Atlanta,  Ga.,  June  23,  1917. 

Died:  Naval  station,  Guantanamo  Bay,  June  10,  1918. 

Cause:  Trichiniasis. 

Next  of  kin:  Father,  Irvin  u.  Huffman,  Dublin,  Ga. 
Huffman,  Frederick  Royoil,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Pittsburgh,  Pa.,  December  2,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause:  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Margaret  Huffman,  Newberry,  Ind. 
Huggins,   Robert  Perry,  fireman,   third  class,   United   States  Naval   Reserve 
Force. 

Enlisted :  Milwaukee,  Wis.,  August  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :   Influenza. 

Next  of  kin :  Father,  Robert  Huggins,  R.  R.  2,  Nekoosa,  Wis. 
Hughes.  Emmett,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  December  12,  1917. 

Died:  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause:  Lost  life  when  vessel  was  sunk. 

Next  of  kin:  Wife,  Mrs.  Ola  Hughes,  4041  East  State  Street,  Chicago,  111. 
Hughes,  Fred  Raymond  Porter,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  December  7,  1917. 

Died:  U.  S.  S.  Lakemoor,  April  11.  1918. 

Cause:  Died  when  ship  sunk. 

Next  of  kin:  Father.  Elislia  H.  Hughes,  Rossville   (Postoffice,  Baltimore). 
Md. 
Hughes,  Gerald  Forsythe,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  December  8,  1917. 

Died:  Naval  training  station,  Great  Lakes,  111.,  September  12.  1918. 

Cause:  Compression,  brocheal  plexus. 

Next  of  kin:  Mother,  Myra  H.  Hughes,  123  Troy  Avenue,  Royal  Dak.  Mich 
Hughes,  John,  water  tender,  United  States  Navy. 

Enlisted:  U.  S.  S.  Ohio,  August  1,  1917. 

Died :  U.  S.  S.  Rondo,  July  23,  1918. 

Cause :  Myocarditis,  acute. 

Next  of  kin:  Brother,  William   Hughes,  785  Livingston   Avenue,   Albany, 
N.  Y. 
Hughes,  John  Peter,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Chicago,  111.,  June  18,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  11,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  Peter  Hughes,  500  South  Albany  Street.  Chicago,  111. 
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Hughes,  Leonard  Fbancis,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Newark,  N.  J.,  May  16,  1918. 

Died:  Navy  Base  Hospital  No.  5,  Brest,  France,  October  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Patrick  Hughes,  13  Talbot  Street,  Montclair.  N.  .1. 
Hughes,  Loomis  Lafayette,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  December  12,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  January  2,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Brother,  Allen  V.  Hughes,  Owings,  S.  C. 
Hulbert,  Edward  Manning,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  20,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park.  N.  Y.,  October  18,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin:  Mother,  Ida  Hulbert,  10.1  South  Eleventh  Street,  Newark,  ,\.  .1. 
Hulet,  Elvin   Charles,   seaman,   second   class.    United    States   Naval    Reserve 
Force. 

Enlisted:  Weiser,  Idaho,  May  11,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  7.  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Elvira  Hulet,  box  35  Cambridge,  Idaho. 
Hull,  Orvis  Erwin,  apprentice  seaman,  United  States  Naval   Reserve   Force. 

Enlisted  :  Kansas  City,  Mo.,  July  29,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin:  Father,  Clarence  Albert  Hull,  Scott  City,  Kans. 
Hullette,  Frank  Reamer,  ship's  cook,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  December  5,  1917. 

Died :  U.  S.  S.  submarine  chaser  209,  August  27,  1918. 

Cause :  Lost  life  when  vessel  sunk. 

Next  of  kin:  Wife,  Nellie  Hullette,  care  of  Huylers,  Atlantic  City,  N.  J. 
Hulsman,  William  Bernard,  fireman,  second  class.  United  States  Naval  Re- 
serve Force. 

Enlisted:  Indianapolis,  Ind.,  June  3,  1918. 

Died :  Naval  hospital.  Naval  Base,  Virginia,  October  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  Hulsman,  Fort  Branch,  Ind. 
Hummer,  Andrew  Joseph,  landsman  for  carpenter's  mate   (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  23,  1918. 

Died :  Long  Island,  N.  Y.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,   Henry   Hummer,   4378  Atlantic   Avenue.    Richmond 
Hill,  N.  Y. 
Hummer,  George  Joseph,  chief  boatswain's  mate,  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  April  9,  1917. 

Died :  U.  S.  S.  Melville,  July  8,  1918. 

Cause:  Fracture  of  right  femur. 

Next  of  kin:  Mother,  Margaret  Hummer,   1052   Twelfth    Street,  box  779. 
San  Diego,  Calif. 
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Humphreys,  Howard  W.,  machinist's  mate,  second  class.  United  States  Naval 
Reserve  Force. 

Enlisted :  Newark,  N.  J.,  March  7,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  October  27,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  John  W.  Humphreys.  22  West  Twenty-eighth  Street, 
Bayonne,  N.  J. 
Humphreys,  Ralph  George,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  April  4,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  May  9,  1917. 

Cause:  Suppurative  pleurisy. 

Next  of  kin :  Mother,  Lucie  S.  Humphreys,  Clearwater,  Minn. 
Humphreys,  Richard  Evan,  hospital  apprentice,  second  class,  United   States 
Naval  Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  May  28,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  Oct.  4,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Margaret  Jones  Humphreys,  R.  F.  D.  2,  Wolcott,  Ind. 
Hunewinkel,  Robert  Albert,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Omaha,  Nebr.,  April  29,  1918. 

Died :  Peekskill,  N.  Y.,  Navy  Rifle  Range,  October  3,  1918. 

Cause:  Bronchial  pneumonia. 

Next  of  kin :  Father,  Julius  E.  Hunewinkel,  730  Gardner  Street,  Chicago, 
111. 
Hi'xsttcker.  James  Carl,  seaman,  second  Hass.  United  States  Naval  Reserve 
Force. 

Enlisted:  Raleigh,  N.  C,  June  3,  1918. 

Died:  U.  S.  S.  Mercy,  October  8.  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Jonas  Hunsucker,  Conover,  N.  C. 
Hunt,  Charles  David,  apprentice  seaman,  United  Staffs  Naval  Reserve  Force. 

Enlisted:  Portland,  Oreg.,  December  11,  1917. 

Died:  Naval  training  camp,  San  Diego,  Calif..  January  29,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Ethel  Hunt,  H612  East  50  S.  E.,  Portland,  Oreg. 
Hunt,  Earl  R.,  yeoman,  third  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  December  6,  1917. 

Died :  U.  S.  S.  Herman  Frasch,  October  4.  1918. 

Cause:  Lost  life  when  vessel  sunk. 

Next  of  kin  :  Father,  James  B.  Hunt,  Rose  Hill,  III. 
Hunt.    Haroth    James,    seaman,    second    class.    United    States   Naval    Reserve 
Force. 

Enlisted:  Newark,  N.  J.,  March  14.  1918. 

Died  :  Receiving  ship  at  Norfolk,  A7a..  August  11,  1918. 

Cause :  Drowned  while  in  bathing. 

Next  of  kin:  Mother.  Julia  Hunt,  184  Seventeenth  Avenue,  Paterson,  N.  J. 
Hunt,  Hayden  Albert,  coppersmith,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  April  12,  1915. 

Died:  Naval  hospital,  Mare  Island,  Calif.,  February  18,  1918. 

Cause :  Tuberculosis. 

Next  of  kin  :  Sister.  Ellda  Hunt,  McPherson,  Kans. 
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Hunt,  John  Walter,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  October  18,  1916. 

Died :  U.  S.  A.  C.  T.  Antilles,  October  17,  1917. 

Cause:  Lost  life  when  vessel  sunk. 

Next  of  kin :  Father,  Isaac  Hunt,  R.  2,  box  44,  Mountain  Grove,  Mo. 
Hunt,  Stanley  Dwight,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  New  London,  Conn.,  October  16,  1917. 

Died:  Newport,  R.  I.,  January  18,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Mary  A.  Hunt,  16  North  Elm  Street,  Wallingford,  Conn. 
Hunter,  Robert  Bruce,  hospital  apprentice,  second  class,  Cnited  States  Navy. 

Enlisted:  Houston,  Tex.,  May  28,  1918. 

Died :  Naval  hospital,  Great  Lakes,  III.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  Ida :  Mother,  Georgia  Hunter,  Granger,  Tex. 
Hunter,  William  James,  nreman,  third  class,   United   States  Naval  Reserve 
Force. 

Enlisted:  Nashville,  Teiin,,  May  20,  1U18. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Abram  Hunter,  Winter  Park,  Fla. 
Huntley,  Gordon  Loveless,  seaman,  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  August  29,  1917. 

Died ;  Naval  air  station,  Miami,  Fla.,  October  7,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kiu :  Father,  William  Henry  Huntley,  Yazoo  City,  Miss. 
Hurd,  Robert  Gerry,  seaman,  second  class,  United  States  Naval  Keserve  Force. 

Enlisted:  Orono,  Me.,  February  26,  1918. 

Died :  Naval  training  camp,  Hingham,  Mass.,  October  9,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Florence  M.  Hurd,  28  Peter  Street,  Orono,  Me. 
Hurley,  James  William,  pharmacist's  mate,  third  class,  United  States  Navy. 

Enlisted :  Washington,  D.  C,  May  15,  1917. 

Died :  Field  hospital,  Santiago,  D.  R.,  August  29,  1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  Harvey  Hurley,  625  Columbia  Road,  Washington,  D.  C. 
Hurst,  Martin  Shenk,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  May  3,  1918. 

Died:  Navy  Base  Hospital  No.  5,  October  18,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  Martin  H.  Hurst,  220  Reservoir  Street,  Lancaster.  Pa. 
Hurst,  William  Joe,  apprentice  seaman,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  May  4,  1917. 

Died :  Isolation  hospital,  San  Diego,  Calif.,  June  23,  1917. 

Cause:  Meningitis. 

Next  of  kin :  Mother,  Mary  Hurst.  2429  Franklin  Street,  San  Francisco, 
Calif. 
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Husband,  Hakold  A.,  quartermaster,  first  class  (A),  United  States  Naval   Re- 
serve Force. 

Enlisted :  Newport,  R.  I.,  May  18,  1917. 

Died :  Submarine  chaser  325,  August  12,  1918. 

Cause:  Fell  overboard. 

Next  of  kin:  Father,  Arthur  .T.  Husband,  922  Rose  Building,  Cleveland, 
Ohio. 
Huson,   Frank   Thomas,   yeoman,   third   class.   United   States  Naval    Reserve 
Force. 

Enlisted :  Baltimore,  Md.,  June  3,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  life  when  vessel  sunk. 

Next  of  kin:  Mother,  Amelia  C.  Huson,  1611  Tenth  Street.  Walbrook,  Md. 
Husted,  Claude,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Detroit,  Mich.,  July  19,  1918. 

Died :  Naval  hospital,  Great  Lakes.  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mabel  Husted,  West  Branch,  Mich. 
Hutcheson,  Roy  Alvin,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Milwaukee,  Wis.,  October  3,  1917. 

Died:  Naval  training  station,  Great  Lakes,  111.,  December  7,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Elizabeth  Hutcheson,  Mountain  Home,  Ark. 
Hutchinson.  Felton  Eugene,  fireman,  first  class.  United  States  Navy. 

Enlisted  :  Atlanta,  Ga„  August  26,  1916. 

Died:  Naval  hospital,  New  York.  N.  Y.,  January  1,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin  :  Father,  W.  C.  Hutchinson,  R.  F.  D.  "  D,"  Cordele,  Ga. 
Hutchison,  Joseph  Franklin,  ship's  cook,  fourth  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo..  August  14,  1917. 

Died:  Naval  hospital,  Norfolk.  Va.,  February  2,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mary  Hutchison,  R.  R.  1,  Box  100,  Anderson,  Mo. 
Hutson,  Charles  Robert,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  March  14,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111..  April  10,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Callie  Hutson,  Treat,  Ark. 
Hutton,  Charles  Purdy.  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Chicago,  111.,  May  4,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  Hutton,  Green  River,  Wyo. 
Huyck,  Oliver  Smith,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  June  6,  1917. 

Died :  Naval  hospital."  Norfolk,  Va.,  October  17,  1918. 

Cause :  Drowned. 

Next  of  kin :  Father,  Thomas  Huyck,  Jasper,  Minn. 
Hyde,  Fred  William,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Detroit,  Mich.,  July  19,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  15.  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Helen  W.  Hyde,  Yale,  Mich. 
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Hyde,  Guy  Chester,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Albany,  N.  Y.,  August  31,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  February  15,  1918. 
Cause:  Pleurisy,  suppurative. 
Next  of  kin:  Mother,  Alta  Hyde,  11  Eagle  Street,  Scotia,  N.  Y. 

Hyde,  Samuel,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  October  1,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  26.  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Eli  Hyde,  R.  It.  3,  Brookville,  Ind. 
Hyde,  Theodore  Alonzo,  seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  May  2,  1918. 

Died :  Newport,  R.  I.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Carrie  Hyde,  108  Allien  Street,  Springfield,  Mass. 
Hydon,  Robert  James,  electrician,  second  class   (G),  United  States  Naval  Re- 
serve Force. 

Enlisted :  Detroit,  Mich.,  May  16,  1918. 

Died:  Bellevue  Hospital,  New  York,  N.  1'.,  September  27,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Robert  P.  Hydon,  Skaneateles,  N.  Y. 
Hyman,  Frank,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  June  6,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  191S. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Guardian,  Louise  Moody,  Lakeview  Hotel,  Leesburg,  Fla. 
Hynan,  Francis  Patrick  Joseph,  yeoman,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Minneapolis,  Minn.,  July  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  17,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother.  Bridget  Hynan.  611  Second  Street  Northeast,  Minne- 
apolis, Minn. 
Hyre,  Harold  Gustave,  seaman,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  October  22,  1915. 

Died :  U.  S.  S.  Nevada,  October  21,  1918. 

Cause :  Bronchial  pneumonia. 

Next  of  kin :  Mother,  Mrs.  C.  M.  Easterlin,  R.  F.  D.  11,  Columbia  City,  Ind. 
Ide.  Leo  Bertrand,  landsman  for  machinists  mate   (A),  United  States  Naval 
Reserve  Force. 

Enrolled :  Chicago,  111.,  July  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Adellia  J.  Ide,  6531  Evans  Avenue,  Chicago,  III. 
Ihlo,  Henry  Herbert,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  May  23,  1918. 

Died  :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  27, 1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Dora  Ihlo,  551  Bronx  River  Road,  Yonkers,  N.  Y. 
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Ihrig,  Lester  Herman,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Oshkosh,  Wis.,  June  29,  1917. 

Died :  Naval  training  station,  San  Francisco,  Calif.,  February  24,  1918. 

Cause:  Cerebral  hemorrhage. 

Next  of  kin:  Father,   Edward  W.   Ihrig,  72  West  Irving  Street,  Oshkosh. 
Wis. 
Indrehtjs,  Edwin,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled:  Minneapolis,  Minn.,  July  8,  1918. 

Died:  Naval  hospital,  Puget  Sound.  Wash..  October  9,  1918. 

Cause:  Meningitis  cerebrospinal. 

Next  of  kin:  Mother,  Keran  Indrehus,  Foley,  Minn. 
Ingham,  William  Samuel,  apprentice  seaman,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  May  15,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111..  June  11,  1917. 

Cause :  Measles. 

Next  of  kin :  Mother,  Rose  Ingham,  11.  F.  D.  29,  Urich,  Mo. 
Inglis,  John  William,  machinist's  mate,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Albany.  N.  Y„  May  17.  1918. 

Died :  At  home,  October  6,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Agnes  Cary  Inglis,  163  Fifth  Avenue,  North  Troy, 
N.  Y. 
Ingman,  John  Walter,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  New  York,  N.  Y.,  May  6,  1918. 

Died:  Naval  hospital,  IVlbam  Bay  Park,  N.  Y.,  October  7,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  John  W.  Ingman,  26  Elizabeth  Street,  Port  Chester, 
N.  Y. 
Ingram,  Osmond  Kelly,  gunner's  mate,  first  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  May  7,  1917. 

Died:  IT.  S.  S.  Cassin,  October  15,  1917. 

Cause:  Drowned  when  vessal  was  surk  by  enemy  submarine. 

Next  of  kin :  Mother,  Bettie  Ingram,  504  Third  Street,  Pratt  City,  Ala. 
Ingram.  Paul  Spence,  fireman,  third  class.  United   Slates   Navy. 

Enlisted :  Omaha,  Nebr.,  June  9,  1917. 

Died:  U.  S.  S.  Mercy,  April  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Spence  Ingram,  Louisville,  Nebr. 
Inhoee,  Everett  Cart.,   seaman,  second   class.   United   stales    Naval   Reserve 
Force. 

Enlisted :  Des  Moines,  Iowa,  April  26,  1918. 

Died :  Naval  hospital,  Chelsea.  Mass.,  October  6,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Mildred  S.  J.  Inhofe,  Lorimor,  Iowa. 
Inman,  Lloyd  Cart.ton.  ship  fitter,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Newport,  R.  I.,  June  26,  1918. 

Died :  Naval  hospital.  Newport,  R.  I.,  September  18,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:   Wife,  Elizabeth   M.   Inman.   85  Holman   Street,   Attleboro, 
Mass. 
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Isakson,  Leonard  Rudolph,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted :  Newport,  R,  I.,  June  30,  1915. 

Died :  Naval  hospital,  Las  Animas,  Colo.,  May  24,  1917. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin:   Father.  Charles  R.   Isakson,  59  Walnut  Street,  Waltham, 
Mass. 
Isbell,  William  Hillary,  electrician,  second  class,  United  States   Naval    Un- 
serve Force. 

Enlisted :  Eugene,  Oreg.,  April  6,  1917. 

Died :  Puget  Sound,  Wash.,  July  14,  1917. 

Cause:  Endocarditis,  acute. 

Next  of  kin  :  Brother,  Claude  Isbell,  Bozeman,  Mont. 
Isbtster,  John,  Jr.,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  March  13,  1917. 

Died :  Naval  hospital.  Norfolk,  Va.,  April  8,  1917. 

Cause :  Meningitis. 

Next  of  kin:   Father,   John    Isbister,   si\,   49  Monroe  Avenue,  Larchraont, 
N.  Y. 
[8hum,  Elmee  Clark,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  September  18,  1917. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause:  Explosion  on  board  ship. 

Next  of  kin:  Father,  .Tool  Ishum,  i<;<><;  West   Walnul   street.  Washington, 
Ind. 
Iverson,  Chester  Malvin,  fireman,  third  class,  United  states  Navy. 

Enlisted:  Seattle,  Wash.,  July  23,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Lost  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Mother,  Mary  D.  Iverson,  723  Thomas  Street,  Seattle,  Wash. 
Iverson,  Melvin  Clifford,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  May  25,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  28,  1918. 

Cause:  Appendicitis,  acute. 

Next  of  kin :  Father,  Seber  G.  Iverson,  Manly,  Iowa. 

Jack,  Sydney  Francis,  seaman,  United  States  Navy. 

Enlisted  :  New  York,  N.  Y.,  March  19,  1917. 

Died:  Willard  Parker  hospital,  New  York,  September  27,  1918. 

Cause :  Broncho  pneumonia. 

Next  of  kin:  Father,  Francis  M.  Jack,  27  Pilling  Street,  Brooklyn,  N.  Y. 
Jackan,  Lxtcas  Fbank,  machinist's  mate,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Milwaukee,  Wis.,  May  15,  1918. 

Died:  Naval  Training  Station,  Great  Lakes,  III.,  September  19:  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Michael  Jackan,  Nekoosa,  Wis. 
Jackson,  Allen,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  April  14,  1917. 

Died :  U.  S.  S.  Arcthusa,  October  31,  1917. 

Cause:  Injuries. 

Next  of  kin  :  Rebecca  Jackson,  R.  F.  D.  2,  Ardmore,  Tenn. 
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Jackson,  Alvin  Wesley,  electrician,  third  class  (R),  United  States  Navy. 

Enlisted :  Cleveland,  Ohio,  June  22,  1915. 

Died :  Naval  station,  Guantanamo  Bay,  Cuba,  October  1,  1917. 

Cause:  Acute  intestinal  obstruction. 

Next  of  kin:  Father,  A.  W.  Jackson,  R.  F.  D.  2,  Piedmont,  Ohio. 
Jackson,  Cecil  Earl,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Norfolk,  Va.,  May  10,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  29,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Mother,  Mary  A.  Jackson,  410  County  Street,  Portsmouth,  Va. 
Jackson,  Howard  Lee,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  February  8,  1918. 

Died :  U.  S.  S.  07iio,  September  1,  1918. 

Cause:  Drowned. 

Next  of  kin:  Father,  Benjamin  H.  Jackson,  Star  Route,  Eldon,  Mo. 

Jackson,  Hugh  Walton,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  April  17,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  June  14,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Hugh  Alton  Jackson,  Clarksville,  Tex. 
Jackson,  Joseph,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  April  19,  1917. 

Died :  Naval  hospital,  Fort  Lyon,  Colo.,  April  9,  1918. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Father,  Harris  Jackson,  15G2  Hoe  Avenue,  New  York,  N.  V . 
Jackson,  Meryle  Edward,  apprentice  seaman,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  July  13,  1918. 

Died:  Naval  training  station,  San  Francisco,  Calif.,  August  24,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Samuel  F.  Jackson,  Eldorado  Springs,  Mo. 
Jackson,  Milton  Earl,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  March  21,  191G. 

Died:  Naval  hospital,  Norfolk,  Va.,  June  8,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Edward  Jackson,  69  Central  Avenue,  Caldwell,  N.  J. 
Jackson,  Roy,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Oklahoma  City,  Okla.,  August  10,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  26,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mollie  Jackson,  Sharon,  Okla. 
Jackson,  William  Henderson,  seaman,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  May  25,  1916. 

Died:  Naval  hospital,  Portsmouth,  N.  H.,  July  20,  1918. 

Cause:  Pleurisy. 

Next  of  kin:  Mother,  Malinda   Jackson,   1411  Marian   Street,   Knoxville, 
Tenn. 
Jacob,  Arthur  Callam,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  June  13,  1918. 

Died :  Naval  training  camp,  Pelham  Bay  Park,  N.  Y.,  October  16,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Henry  Jacob,  1009  East  Fifth  Street,  Brooklyn,  N.  Y. 
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Jacobi,  Stanley  Alan,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enlisted :  San  Francisco,  Calif.,  October  8,  1918. 
Died:  Oakland,  Calif.,  October  31,  1918. 
Cause:  Influenza. 

Next  of  kin:  Mother,  Selma  A.  Jacobi,  3641  Jackson   Street,  San  Fran- 
cisco, Calif. 
Jacobs,  Arthur  Martin,  fireman,  second  class.  United  States  Navy. 
Enlisted :  San  Diego,  Calif.,  December  4,  1914. 
Died :  Naval  hospital,  Canacao,  P.  I.,  August  1,  1917. 
Cause :  Injured  in  a  gasoline  explosion. 
Next  of  kin :  Mother,  Emma  S.  Jacobs.  Rigby,  Idaho. 
Jacobs,  Gall  Maiden,  ship's  cook,  third  class,  United  States  Navy. 
Enlisted:  Indianapolis,   Ind.,  April  12,  1917. 
Died:  Naval  hospital,  Chelsea,  Mass.,  June  3,  1918. 
Cause:  Tuberculosis,  acute  pneumonia. 

Next  of  kin :  Mother,  Mrs.  Elizabeth  Murphy,  Jeffersonville,  Ind. 
Jacobs,  George  William,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted:  San  Francisco,  Calif.,  April  12,  1918. 
Died:  Navy  yard,  Mare  Island,  Calif.,  October  27,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Alice  Jacobs,  Geyserville,  Calif. 
Jacobsen,  Christen,   ship's   cook,   fourth  class,   United   States   Naval   Keseivp 
Force. 
Enlisted :  Newark,  N.  J.,  May  10,  1918. 
Died:  At  home,  October  16,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Petra  Jacobsen,  Baldwin  Avenue,  Weehawken,  N.  J. 
Jaegle,  William   C,   Jr.,   chief  machinist's   mate    (A),   United   States  Naval 
Reserve  Force. 
Enlisted:  Newport,  R.  I.,  April  7,  1917. 
Died :  New  York,  N.  Y.,  August  24,  1918. 
Cause:  Drowned. 

Next  of  kin:  Father,  W.  C.  Jaegle,  1985  Southern  Boulevard.  New  York. 
N.  Y. 
Jaffee,  Edward  Stanley,  apprentice  seaman,  United  States  Navy. 
Enlisted :  Chicago,  111.,  April  23.  1917. 
Died:  Naval  hospital,  Chelsea,  Mass.,  June  7,  1917. 
Cause:  Tuberculosis. 

Next  of  kin:  Brother,  Herman  R.  Jaffee,  1514  South  Central  Park.  Chi- 
cago, 111. 
Jakitis,  John  Andrew,  water  tender,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  December  1,  1917. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  July  24,  1918. 
Cause:  Septicemia. 

Next  of  kin :  Father,  Peter  Jakitis,  419£  Parson  Street,  Pittsburgh,  Pa. 
Jalas,  Almeb  Milson,  apprentice  seaman,  United  States  Naval  Reserve  Force 
Enlisted :  Cleveland,  Ohio,  July  6,  1918. 

Died:  St.  Mary's  Hospital,  Milwaukee,  Wis.,  September  23,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin :  Mother,  Minnie  Jalas,  3921  Henritze  Avenue,  Cleveland,  Ohio. 
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James,  Oliver  Eugene,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  December  7,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  February  5,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Mother,  Laura  E.  James,  Paynesville,  Minn. 
Jamison,  Roland  Ray,  pharmacist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  December  20,  1915. 

Died :  In  France,  October  7,  1918. 

Cause:  Result  of  wounds  received  in  action. 

Next  of  kin :  Father,  Edward  W.  Jamison,  R.  F.  D.  1,  Hermitage,  Mo. 
Janes,  John  Preston,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  December  13,  1917. 

Died:  Naval  training  station,  Great  Lakes,  111.,  September  15.  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Thomas  Janes,  Vera,  111. 
Janitz,  Andrew,  coxswain,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  February  5,  1915. 

Died:  Receiving  ship  at  New  York.  August  G.  1917. 

Cause:  Drowned. 

Next  of  kin :  Aunt,  Mrs.  Gertrude  Schmidt,  100  Highland  Street,  Paterson, 
N.  J. 
Jankowski,  Mike  Joseph,  landsman  for  machinist's  mate.  United  States  Naval 
Reserve  Force. 

Enlisted:  Detroit,  Mich.,  May  21,  1918. 

Died :  Owosso,  Mich.,  October  13,  1918. 

Cause:  Intracranial  injuries  received  in  football  game. 

Next  of  kin:  Mother,  Anna  Jankowski,  1417  Lynn  Street,  Owosso,  Mich. 
Janvrin,  Ralph  Enos,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted:  Peoria,  111.,  May  24,  1917. 

Died:  Naval  hospital,  Great  Lakes.  111..  July  27,  1917. 

Cause:  Scarlet  fever. 

Next  of  kin :  Father,  William  H.  Janvrin,  Warrenburg,  111. 
Jaqult,  Walter  Lotjis,   landsman   for  electrician    (R),  United   States   Naval 
Reserve  Force. 

Enlisted:  New  Orleans,  La..  April  5,  191S. 

Died:  Naval  hospital,  New  Orleans.  La..  August  26,  1918. 

Cause:  Acute  endocarditis. 

Next   of   kin:    Mother.    Emma    L.    Jaquet.    139   South    Scott    Street,    New 
Orleans,  La. 
Jarvis,  Eugene,  engineman,  second  class,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  May  19,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Sister,  Mrs.  J.  C.  Carlson,  Southampton  Avenue,  Norfolk,  Va. 
Jarvis,  Ores  Sereno.  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Des  Moines,  Iowa,  June  13,  191S. 

Died:  Mountainside  Hospital,  Montclair,  N.  J.,  October  1,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Rosa  T.  Jarvis,  R.  R.  6,  Bloomfield,  Iowa. 
Jaskolski,  Francis  John,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  February  12,  1916. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action. 

Next  of  kin :  Father,  Vincent  Jaskolski,  1931  Fleet  Street,  Baltimore,  Md. 
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.1  asperse,  Peter  Leon,  seaman,  second  class,  United  States  Naval  Reserve  l'unv. 

Enlisted :  Indianapolis,  Ind.,  May  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Peter  Jasperse,  R.  R.  1,  Ada,  Mich. 
Jay,  Rose  Henry,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  May  20,  1918. 

Died:  Navy  training  camp,  Mare  Island,  Calif.,  October  31,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Josepb  P.  Jay,  Nebraska  City,  Nebr. 
Jedrey,  Alfred  Anthony,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  March  29,  1917. 

Died :  At  home,  October  4,  1918. 

Cause:  Influenza. 

Next  of  kin:   Father,   Everett    Jedrey,    125  East  Main    Street,   East   Glou- 
cester, Mass. 
Jefferson,   Arthur   Thomas,  sbip's  cook,   second  class,   United   States   Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  August  22,  1917. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause:  Lost  when  vessel  was  sunk. 

Next  of  kin:  Friend.  Mrs.  Denis  Taylor,  530  West  Union  Street,  Jackson- 
ville, Fla. 
Jeffery,  Winifred  Call,  yeoman  (F.),  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Portsmouth,  N.  H.,  September  7,  1917. 

Died :  Portsmouth,  N.  H.,  February  11,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Husband,  Ralph  M.  Jeffery,  307  Essex  Avenue,  Gloucester, 
Mass. 
Jekel,  Harry  Lewis,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  April  13,  1917. 

Died :  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father.  William  F.  Jekel,  719  South  Seventeenth  Street,  Louis- 
ville, Ky. 
Jeken,  John  Fred,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  July  14,  1917. 

Died:  Naval  station,  Ponta  Delgado,  Azores.  October  11,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Mother,  Ada  Jeken,  546  Fourteenth  Street.  San  Bernardino, 
Calif. 
Ielltffe,  Samuel  David,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  July  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  191b. 

Cause :  Influenza. 

Next  of  kin :  Father,  William  Jelliffe,  Mineral  Point,  Wis. 
Jenkins,  Carson  Gillespie,  hospital  apprentice,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted  :  Columbia,  S.  C,  May  11,  1918. 

Died :  Section  base,  Wilmington,  N.  C,  October  13,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Rose  Jenkins,  12  Warren  Street,  Sumter,  S.  C. 
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Jenkins,  Eakl  Chester,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  December  12,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  13,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Ella  M.  Cox,  Anacortes,  Wash. 
Jenkins,  Eden  Buel,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  December  14,  1917. 

Died :  Naval  hospital.  Philadelphia,  Pa.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Myron  N.  Jenkins,  535  First  Avenue,  Boulder,  Colo. 
Jenkins,  Hat/lie  Guinn,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Nashville,  Tenn.,  July  30,  1918. 

Died :  Los  Angeles.  Calif..  October  12,  1918. 

Cause: Influenza. 

Next  of  kin:  Mother,  Mildred  H.  Jenkins,  Ripley,  Tenn. 
Jknkins,  John  A.,  apprentice  seaman,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  December  14,  1917. 

Died:  U.  S.  S.  President  Lincoln,  May  31,  1918. 

<'ause :  Lost  his  life  when  vessel  was  torpedoed  and  sunk. 

Next  of  kin:  Mother.  Mrs.  Augusta  Jenkins,  Eugene,  Mo. 
Jenkins,  John  William  Harbison,  chief  yeoman,  United  States  Naval  Reserve 
Force. 

Enlsted:  Baltimore,  Md.,  April  10,  1918. 

Died:  Section  bare  No.  i.  Baltimore.  Md..  October  i'7,  1918. 

( !ause  :   Pneumonia  : 

Next   of  kin:  Father,  George  M.  Jenkins,  6106  Webster  street.  Philadel- 
phia, Pa. 
Jenkins,  Joseph  Mokton,  machinist's  mate,  second  class,  Onited  States  Naval 
Reserve  Force. 

Enlisted:  Boston,  Mass..  December  12,  1917. 

Died:  Naval  air  station,  Pensacola,  Fla..  October  19,  1918. 

Cause:  Pneumonia,  lobar. 

Next    of   kin:  Mother,    Mis.    Kanna    B.    Jenkins,   Jericho    Road,    Scltuate, 
Ma>s. 
Jennings,  Elden  Davis,  apprentice  seaman,  United  states  Navy. 

Enlisted:  San  Diego,  Calif.,  November  24,  1917. 

Died:  Naval  hospital,  San  Francisco,  Calif.,  January  13,  1918. 

Cause:   Pneumonia,  broncho. 

Next  of  kin:  Mother.  Myrtle  Jennings,   Forest,  Wash. 
Jennings,  Henry  William,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Peoria,  111..  December  3,  1917. 

Died:   Naval  station,  Great  Lakes.  111.,  February  t5,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Lillie  Smith,  Eureka.  111. 
Jennings,   Homei:    Estin.   fireman,   third   .'lass.    United    Stales    Naval    Reserve 
Force. 

Enlisted:   Louisville,  Ky.,  July  9,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,   September  28,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  hula  Mi-Mean  Jennings,  Crayne,  Ky. 
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Jennings,  Irving  Everett,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Section  base  No.  6,  December  31,  1917. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  February  12.  1918. 

Cause :  Obstruction,  acute   intestinal. 

Next  of  kin:  Mother,  Ida  F.  Jennings,  Sea  Cliff,  Long  Island,  N.  Y. 
Jensen,  Oscar  Arthur,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Chicago,  111.,  August  7,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next   of  kin:  Father,    Ole    Jensen,    735    North    Tenth   Street,    Manitowoc, 
Wis. 
Jensen,    Reuben    N.    D.,    fireman,    third    class,    United    States    Naval    Reserve 

Force. 

Enlisted :  Des  Moines,  Iowa,  June  14,  1918. 

Died:  Navy  yard,  Puget  Sound.  Wash..  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Anna  Jensen,  R.  1,  Minden,  Nebr. 
Jensen,  Theodore  Cedor,  landsman  for  electrician   (G).  United   States  Naval 
Reserve  Force. 

Enlisted  :  Omaha,  Nebr..  July  18,  1918. 

Died:  Naval  hospital,  Greal  Lakes.  111.,  September  26,  191S. 

Cause:  Influenza. 

Next  of  kin :  Father,  Peter  Jensen,  Guckeen,  Minn. 
Jepson,  John,  seaman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  December  15,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y..  May  18,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  T.  Jepson,  Siloam  Springs,  Ark. 
Jessup,  Al  Bland,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  April  19,  1917. 

Died :  U.  S.  S.  Solace,  June  17,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Mother,  Mrs.  Mollie  W.  Jessup,  G.  D.,  Mount  Pleasant,  Tex. 
.Tett,  Hugh  Alphus,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  July  27,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  b'oard  missing  ship. 

Next  of  kin :  Father,  Charles  S.  Jett,  Brooksville,  Ky. 
Jett,  James  William,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Richmond,  Va.,  April  24,  1918. 

Died:  Naval  training  station.  Hampton   Roads,   Va..   September  1.  1918. 

Cause :  Drowned. 

Next  of  kin :  Father,  James  T.  Jett,  Willis,  Va. 
.Tfwkes,  Ivan  Richard,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  January  19,  1917. 

Died :  Naval  training  camp,  San  Diego.  Calif.,  November  2.  1917. 

Cause:  Tuberculosis,  meningitis. 

Next  of  kin :  Father,  Samuel  R.  Jewkes,  Sunnyside,  Utah. 
Jobes,  Ernest  Everett,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Pittsburgh,  Pa.,  November  12,  1917. 

Died :  Steamship  Florence  H,  April  17,  1918. 

Cause :  Killed  in  an  explosion  on  board  ship. 

Next  of  kin  :  Father.  Louis  A.  Jobes,  116  Castner  Avenue,  Donora.  Pa. 
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John,  James  Edgak,  seaman,  .second  class,  United  States  Navy. 
Enlisted  :  Salt  Lake  City,  Utah,  April  6,  1917. 
Died :  Naval  hospital,  Portsmouth,  N.  H.,  March  23,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  J.  E.  John,  Malad,  Idaho. 
Johnigion,  Kkiker  Michael,  mess  attendant,  third  class.  United  States  Naval 
Reserve  Force. 
Enlisted :  Boston,  Mass.,  August  7,  1918. 
Died:  Naval  hospital,  naval  base,  Virginia,  October  5,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Uncle,  Setrak  Tekmejian,  14(5  Hillside  Street,  Roxbury,  Mass 
Johns,  Cley  Levern,  ship's  cook,  fourth  class,  United  States  Navy. 
Enlisted :  Elmira,  N.  Y.,  June  29,  1917. 
Died  :  Base  No.  2,  June  27.  1918. 
Cause:  Scarlet  fever. 

Next  of  kin :  Horace  Johns.  R.  F.  D.  3.  Mainesburg,  Pa. 
Johnsen,  Richard,  apprentice  seaman.  United  States  Navy. 
Enlisted:  Ishpeming,  Midi..  December  1,  1917. 
Died:  Naval  station,  Great  Lakes,  111.,  December  29.  1917. 
Cause :  Cerebrospinal  fever. 

Next  of  kin  :  Father,  John  C.  Johnson.  433  East  High  Street,   Lshpeming, 
Mich. 
Johnson.  Ai><m  ph  Theodore,  apprentice  seaman.  United  states  Naval  Reserve 
Force: 
Enlisted:  Philadelphia,  Pa.,  July  l'4.  1918. 
hied:  Naval  hospital,  Great   Lakes,  111..  September  29.  1918. 
Cause:   Influenza. 

Next  of  kin:  Mother.  Katherine  Johnson,  206  sixth  Avenue,  Seattle.  Wash. 
Johnson,  Albert  I...  oiler,  United  States  Naval  Reserve  Force. 
Enlisted:   Boston,   Mass.,  June  4.  1917. 
Died:  l\  S.  S.  Manley,  March  19,  L918. 
Cause:   Killed  in  an  explosion  on  board  ship. 

Ne\(  of  kin:  Mother,  Hilda  Johnson,  5  Raymond  Street,  Worcester,  Mass. 
Johnson,  Albert  Ray,  hospital  apprentice,  first  class.  United  States  Navy. 
Enlisted:  Portland.  Oreg.,  May  26,   1917. 
Died:  U.  S.  S.  Mercy,  April  1."..  1918. 
<  !ause :  Broncho-pneumonia. 

Next  of  kin:  Mother.  Jennie  Johnson,  Redmond,  Oreg. 
Johnson,  Alfred  John,  electrician,  third  elass   (It).  United  States  Naval  Re- 
serve Force. 
Enlisted  1  New   York.  N.   V.,  September  4.  1917. 
in'ed:  Submarine  chasei  No.  ',.:.  August  17.  1918. 
Cause  :  Drowned. 

Next  of  kin:  Mother,  Delia  Johnson,   1.199  Third  Avenue.  New   York,  N.   Y. 
Johnson,  Anton  Frederick,  seaman,  United  States  Naval  Reserve  Force. 
Enlisted:  Mare  Island.  Calif.,  April  18,  1917. 
Died:  Naval  hospital,  Portsmouth,  N.  H..  Maid,  24.  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Mrs.  William  Frash,  1456£  Broadway,  San  Diego,  Calif. 
Johnson,  Arthur  Alberi,  gunner's  mate,  second  class.  United  Stales  Navy. 
Enlisted:  Chicago,  111.,  November  27,  1914. 
Died:  U.  S.  S.  Worden,  May  28,  1917. 
Cause :  Drowned. 
Next  of  kin:  Brother,  Walter  Erickson,  P.  <>.   Box  No.  1,    Rich  va  to,  Calif. 
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Johnson,  Arthur  Edward,  seaman,  United  States  Navy. 

Enlisted:  Newport,  It.  I.,  January  30,  1917. 

Died :  Steamship  Tyler,  May  2,  1918. 

Cause :  Drowned. 

Next  of  kin :  Friend,  Louis  Salois,  498  Bernion  Street,  Woonsocket,  11.  I. 
Johnson.  Abthub  Edwin,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  San  Francisco.  Calif..  November  9,  1917. 

Died:  Panama  Canal  Hospital.  Colon,  Panama.  November  3,  1918. 

Cause :  Estivo  atunnal  malaria. 

Next  of  kin:   Mother,  Hannah   Johnson.  223  East  Third  Street.   Watson- 
ville,  Calif. 
Johnson,    Authur  Jamks.    seaman,    United    States    Navy. 

Enlisted:    Philadelphia,    Pa..    April   20,    1918. 

Died:  Naval  station.  Mare  Island,- Calif.,  October  29.  1918. 

Cause:   Pneumonia. 

Next  of  kin:  Mrs.  Amy  Johnson   (mother)  Wilmer,  Tex. 
Johnson,   Abthuk  Mabtin,   apprentice  seaman.   United  States  Navy. 

Enlisted :    Minneapolis,   Minn.,   December   12,   1917. 

Died:  Naval  station,  Great  Lakes.  111.,  January  14,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Minnie  Johnson,  Tescott,  Kans. 
Johnson,  Abthuk  Wilhelm,  machinist's  mate,  first  class.  United  States  Naval 
Reserve  Force. 

Enlisted  :  Newport,  R.  I.,  December  5,  1917. 

Died :  Receiving  ship  at  Philadelphia,  September  19,  1918. 

Cause :    Pneumonia,   broncho. 

Next  of  kin :  Father,  Carl  J.  Johnson,  17  Avenue  B,  Riverside,  R.  I. 
Johnson,  Aethue  William,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:   Peoria,   111.,  July  23,   1918. 

Died:  Naval  hospital.  Great  Lakes,  111..  September  26,  1918. 

Cause :   Influenza. 

Next  of  kin :  Father,  Charles  M.  Johnson,  Clayton,  111. 
Johnson,  Carl  Frank,  seaman,  second  class.  United  States  Navy. 

Enlisted:   Syracuse,  N.  Y.,  December  13,  1917. 

Died:  U.  S.  S.  Leviathan,  April  IS,  1918. 

Cause :   Pneumonia,   lobar. 

Next  of  kin :   Mother,  Margaret   E.   Johnson,   35  Telegraph   Street,   Bing- 
hamton,  N.  Y. 
Johnson,  Carl  Ludwig,  rireman,  third  class,  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  December  4,   1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  17,  1918. 

Cause:   Pneumonia,  lobar. 

Next  of  kin :  Mother,  Caroline  Johnson,  Christiania,  Norway. 
Johnson,  Charles  Ceyril,  seaman,  United  States  Navy. 

Enlisted :   Cincinnati,   Ohio,   June  27,  1917. 

Died :  Naval  hospital,  Annapolis,  Md.,  October  9,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Sister,  Katherine  Johnson,  Lampton  Street,  Louisville,  Ky. 
Johnson,  Charles  Howard,  apprentice  seaman,  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  June  30,  1917. 

Died:  Naval  hospital,  Newport,  R.  I.,  October  7,  1917. 

Cause :  Broncho  pneumonia. 

Next  of  kin :  Father,  James  B.  Johnson  R.  F.  D.  1,  Winnfield,  La. 
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Johnson,  David  William,  coxswain,  United  States  Navy. 

Enlisted:   Worcester,   Mass.,  March  27,   1916. 

Died:  U.  S.  A.  C.  T.  Montanan,  August  16,  1918. 

Cause:  Drowning. 

Next  of  kin :   Father,   Francis  A.   Johnson,   13  Louise   Street.   Worcester, 
Mass. 
Johnson,   Derastus   Clifton,   landsman   for   electrician    (R),   United   States 
Naval  Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  March  14,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29, 1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Herbert  Johnson,  box  157,  Poynette,  Wis. 
Johnson,  Dock,  cabin  cook,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  May  24,  1916. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  action. 

Next  of  kin:  Wife,  Loreana  Johnson,  835  North  Watt  Street,  Philadelphia, 
Pa. 
Johnson,  Earl  T.,  coxswain,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  January  5,  1918. 

Died :  U.  S.  S.  Comfort,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Nellie  M.  Johnson,  Rippey,  Iowa. 
Johnson,  Edwin,  fireman,  first  class,  United  States  Navy. 

EnHsted:  Buffalo,  N.  Y.,  May  31,  1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  September  28, 1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  John  Johnson,  Port  Allegany,  Pa. 
Johnson,  Elbreth  Pope,  electrician,  third  class  (R),  United  States  Navy. 

Enlisted:  Richmond,  Va.,  September  25,  1915. 

Died :  U.  S.  A.  C.  T.  liucna  Ventura,  June  25, 1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  Kelly  Johnson,  R.  F.  D.  1,  Barnesville,  N.  C. 
Johnson,  Ernest  Robert,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  January  19,  1914. 

Died :  U.  S.  S.  Rhode  Island,  July  2,  1917. 

Cause:  Drowned. 

Next  of  kin:  Father,  Zachariah  T.  Johnson,  Burrville,  Tenn. 
Johnson,  Francis  Grey,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  June  27,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  May  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Ella  Johnson,  Keego  Harbor,  Mich. 
Johnson,  George  Joe,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Raleigh,  N.  C,  May  31,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  22,  1918. 

Cause:  Pericarditis. 

Next  of  kin :  Mother,  Emely  Johnson,  Tarboro,  N.  C. 
Johnson,  Grant  Lee,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Puget  Sound,  Wash.,  April  11,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  March  30,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin:  Father,  Charles  B.   Johnson,  597   Linn  Avenue,   Portland. 
Oreg. 
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Johnson,  Grundy  Bedney,  ship's  cook,  third  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  June  14,  1917. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed. 

Next  of  kin:  Mother,  Sydney  Johnson,  R.  F.  D.  1,  box  8,  Decatur,  Tenn. 
Johnson,  Gtjy  William,  electrician,  third  class  (G),  United  States  Navy. 

Enlisted:  Williamsport,  Pa.,  April  17,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  June  20,  1918. 

Cause:  Tuberculosis  of  kidney. 

Next  of  kin :  Brother,  Hugh  K.  Johnson,  118  Spruce  Street,  Jersey  Shore, 
Pa. 
Johnson,  Harry  McKinley,  musician,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  San  Francisco,  Calif.,  May  18,  1917. 

Died :  Naval  station,  Mare  Island,  Calif.,  April  12,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Isaac  A.  Johnson,  Diamond  Springs,  Calif. 
Johnson,  Hubert  Alfred,  mess  attendant,  second  class,  United  States  Navy. 

Enlisted:  Washington,  D.  C,  December  14,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin  :  Wife,  Margaretta  M.  Johnson,  1916  L  Street  NW.,  Washington, 
D.  C. 
Johnson,  Iver,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Newport,  R.  I..  May  28,  1918. 

Died:  Navay  hospital,  Chelsea,  Mass.,  September  16,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Alma  Johnson,  18  County  Road,  Barrington,  R.  I. 
Johnson,   John   Oscar,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  April  19,  1917. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Emma  C.  Johnson,  265  Zeralda  Street,  Philadelphia, 
Pa. 
Johnson,  Joseph  Samuel,  pharmacist's  mate,  third  class,  United  States  Navy. 

Enlisted :  Washington,  D.  C,  May  2,  1917. 

Died :  France,  October  4,  1918. 

Cause:  Killed  In  action. 

Next  of  kin:  Father,  Samuel  Johnson,  319  South  Park  Street.  Elizabeth, 
N.  J. 
Johnson,  Lee  Allen,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  March  22,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  29,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Sister,  Mrs.  Effle  Wagster,  R.  F.  D.  3,  Newport,  Ark. 
Johnson,  Leslie  Eugene,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Mare  Island,  Calif.,  April  28,  1917. 

Died :  U.  S.  S.  Huntington,  May  26,  1917. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Jessie  Johnson,  Hamilton  City,  Calif. 
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Johnson,  Martin  Sands,  electrician," third  class  (G),  United  States  Naval  de- 
serve Force. 

Enlisted :  Denver,  Colo.,  April  24,  1918. 

Died :  Receiving  ship  at  Mare  Island,  Calif.,  October  20,  1918. 

Cause :    Influenza. 

Next  of  kin :  Mother,  Mary  Johnson,  222  Eighth  Street,  Rawlins,  Wyo. 
Johnson,  'Olaf  William,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Providence,  R.  I.,  November  30,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  6,  1918. 

Cause :   Pneumonia,   lobar. 

Next  of  kin :  Father,  Thomas  Johnson,  8  Pease  Street,  Fairhaven,  Mass. 
Johnson,  Prince  Algernon,  mess  attendant,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Norfolk,  Va.,  December  6,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause:  Died  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Mother,  Emma  J.  Johnson,  Franklin,  Va. 
Johnson,  Robert  Bryan,  chief  machinist's  mate  (A).  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  May  31,  1918. 

Died :  Receiving  ship  at  Philadelphia,  Pa..  September  23,  1918. 

Cause :    Pneumonia,    broncho. 

Next  of  kin :  Father,  Robert  H.  Johnson,  Princeton,  Tex. 
Johnson,  Tanner  William,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Chicago,  111.,  July  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :    Influenza. 

Next  of  kin  :  Father,  Gust  W.  Johnson,  1417  Eleventh  Avenue,  Rockford,  111. 
Johnson,  Theodore  Bernhardt,  seaman,  second  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  Milwaukee,  Wis.,  June  20,  1918. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  October  2,  1918. 

Cause:    Influenza. 

Next  of  kin :  Wife,  May  M.  Johnson,  box  131,  New  Auburn,  Wis. 
Johnson,  Thomas  Lincoln,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Denver,  Colo.,  April  12,  1917. 

Died:  U.  S.  S.  Huntington,  July  17,  1917. 

Cause :   Pneumonia. 

Next  of  kin :  Mother,  Emma  Johnson,  315  West  Fifth  Street,  Pueblo,  Colo. 
Johnson,  Thomas  Otto,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  April  15,  1917. 

Died :  U.  S.  S.  Solace,  May  6,  1917. 

Cause:   Cerebrospinal  fever. 

Next  of  kin :  Father,  Scott  Johnson,  Gait,  Mo. 
Johnson,  William,  painter,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Chicago,  111.,  May  11,   1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause :    Influenza. 

Next  of  kin:  Mother,  Anna  C.  Johnson,  513  Main  Street,  Evanston,  111. 
Johnson,  William  Jennings,  electrician,  second  class  (Rh  United  States  Navy. 

Enlisted:  Minneapolis.  Minn.,  November  30,  1917. 

Died:  Naval  air  station,  Cape  May,  N.  J.,  October  8,  1918. 

Cause :  Lost  at  sea  from  aeroplane  A-1210. 

Next  of  kin:  Mother.  Hannah  Johnson.  Grafton.  N.  Dak. 
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Johnston,  Claude  Raymond,  quartermaster,  second  class   (A),   United  States 
Navy. 

Enlisted:  Syracuse,  N.  Y.,  January  26,  1918. 

Died:  Naval  air  station.  Killingholme,  England,  October  22,  1918. 

Cause :  Pneumonia. 

Nest  of  kin:  Father,  Ulysses  S.  Johnston,  7  Pleasant  Street,  Oneida,  N.  Y. 
Johnston,  Eugene  Allen,  chief  yeoman,  United  States  Naval  Reserve  Force. 
'    Enlisted :  Norfolk,  Va.,  March  81,  1917. 

Died :  TJ.  S.  S.  Lake  Moor,  April  11,  1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Mother,  Annette  Johnston,  80  Boyd  Avenue,  Jersey  City,  N.  J. 
Johnston,   Eury   Alvtx.    landsman   for   electrician    (R).   United    States   Naval 
Reserve  Force. 

Enlisted:  Louisville,  Ky.,  May  28,  1918. 

Died:  Naval  air  station.  Eastleigb,  England,  October  21,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Mary  W.  Johnston,  310  East  Sixth  Street,  Metrop- 
olis, 111. 
Johnston,  Fkank  Lewis,  ship's  cook,  hist  class,  United  States  Navy. 

Enlisted :  Guantanamo  Bay,  Cuba,  February  2.  1915. 

Died :  U.  S.  S.  Solace,  September  26,  191 8. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,   Georgia    D.   Johnston,    to  Chester   Street,    Maiden. 
Mass. 
Johnston,  George  Anderson,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Birmingham,  Ala..  June  4,  1918. 

Died:  Naval  hospital.  Norfolk,  Va.,  October  4,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  George  A.  Johnston,  sr.,  Clayton,  Ala. 
Johnston,  John  Wesley,  seaman,  second  class.  United  States  Navy. 

Enlisted  :  Houston,  Tex.,  July  3,  1917. 

Died:  U.  S.  S.  Texas.  January  15,  1918. 

Cause:  Drowned. 

Next  of  kin:  Father,  J.  E.  Johnston.  R.  F.  D.  1,  Stockdale,  Tex. 
Johnston.     Lofts    Bert,    apprentice    seaman.    United    States    Naval     Reserve 
Force. 

Enlisted:   Detroit.   Mich.,   July  30,   1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother.  Jennie  E.  Johnston,   I29i  North   Street,  Kalamazoo, 
Mich. 
Johnston,  Reginald  Joseph,  yeoman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Brooklyn,  N.  Y.,  December  3,  1917. 

Died :  Naval  hospital,  Fort  Lyon,  Colo.,  October  30,  1918. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin:  Wife,  Louise  Johnston,  720  Chauncey  Street,  Brooklyn,  N.  Y. 
Johnston,  Robert  Leslie,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  March  16,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va..  August  6,  1918. 

Cause :  Compression  of  spinal  cord. 

Ne\r  of  kin:  Father,  John  Johnston.  Gillespie,  111. 
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Johnston,  Worthington  Henry,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  New  Orleans,  La.,  February  6,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  W.  W.  Johnston,  239  North  Anthony   Street,   New 
Orleans,  La. 
.Johnsyn,  Henry  Anthony,  fireman,  first  class,  United  States  Navy. 

Eulisted:  Boston,  Mass.,  September  16,  1914. 

Died :  Naval  hospital,  Fort  Lyon,  Colo.,  January  8,  1918. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Father,   Joseph  Johnsyn,   11   Bellflower   Street,   Dorchester 
Mass. 
Jolley,  Roy  Herbert,  fireman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  April  17,  1917. 
m       Died :  U.  S.  S.  Housotonic,  May  27,  1918. 

Cause:  Killed  by  accident. 

Next  of  kin  :  Sister,  Florence  Crawford,  Watermill,  Long  Island,  N.  Y. 
Jonasson,  Edgaic  Harry,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  10,  1917. 

Died :  Naval  hospital,  Naval  Base,  Va.,  October  8,  1918. 

Cause:  Spinal  fever. 

Next  of  kin:  Father,   Joseph   Jonasson,    L5   West    Fifty-fifth   Street,   New 
York,  N.  Y. 
Jones,  Andrew  Duglas,  ship's  cook,  third  class.  United  States  Navy. 

Enlisted:  Peoria,  111.,  November  24,  1917. 

Died:  U.  S.  S.  Westgate,  October  7,  1918. 

Cause:  Lost  when  vessel  was  sunk. 

Next  of  kin :  Father,  John  Jones,  Harrison,  Ark. 
Jones,  Beverly  Franklin,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  April  19,  1917. 

1  >ied  :  Navy  collier  Cyclop*,  June  14.  191S. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Sister,  Sarah  E.  Jones.  129  East  North  Avenue,  Baltimore,  Md. 
.Jones,  Charles  Clayton,  electrician,  second  class.  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  February  1,  1915. 

Died :  Navy  collier  Cyclops,  June  14.  1918. 

Cause :  On  board  missing  ship. 
Next  of  kin:  Mother,  Eleanor  .Tones.  40  South  Main  street,  Salt  Lake  city. 
Utah. 
Jones,  Clarence  Ellis,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  February  28,  1917. 

Died:  U.  S.  S.  Pavldmg,  April  19.  1918. 

Cause:  Drowned. 

Next  of  kin  :  Father,  A.  F.  .Jones,  Box  286-B,  Atlanta,  Ga. 
Jones,  Clarence  Leslie,  seaman,  United  States  Navy. 

Enlisted :  Portland.  Me.,  April  7,  1916. 

Died:  U.  S.  S.  Michigan,  October  30, 1917. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Aura  F.  Jones,  Central  Street,  Bucksport  Me. 
Jones,  Earl  Edgar,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Raleigh,  N.  C,  July  17,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Father,  Cleon  E.  Jones,  Snow  Hill,  N.  C. 
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Jones,  Earl  Leon,  coxswain,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  May  26,  1914. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Brother,  John  Paul  Jones,  Aeril,  Wash. 
Jones,  Edwaed  Charles,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Milwaukee,  Wi°.,  July  15,  1918. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  September  13,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Belle  Ross,  post-office  box  93,  Ingram,  Wis. 
Jones,  Feancis  Donald,  fireman,  third  class,  United  States  Navy. 

Enlisted":  Albany,  N.  Y.,  May  7,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  January  29,  1918. 

Cause :  Bronch-pneumonia. 

Next  of  kin  :  Father,  Able  Jones,  Delhi,  N.  Y. 
Jones,   Frederick   Hewlett,   ship's   cook,   fourth   class,    United    States   Naval 
Reserve  Force. 

Enlisted:  New  York,  N.  Y.,  June  27,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Fannie  Jones,  Katonah,  N.  Y; 
Jones,  Gilbert  Thomas,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Cincinnati,  Ohio,  July  18,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  26,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Thomas  M.  Jones,  90  Burt  Street,  Columbus,  Ohio. 
Jones,  Harry  Ross,  carpenter's  mate,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Des  Moines,  Iowa,  May  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Sarah  Jones,  828  Randolph  Street,  Waterloo,  Iowa. 
Jones,  Henry  Davis,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  New  Orleans,  La.,  July  1,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  9,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Brother,  C.  C.  Jones,  Watson,  La. 
.(ones,  Henry  Lester,  fireman,  second  class,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  June  9,  1917. 

Died:  Naval  hospital,  Portsmouth,  Va.,  August  19,  1918. 

Cause :  Septicemia. 

Next  of  kin :  Father,  Melvin  Jones,  96  Fulton  Street,  Middletown,  N.  Y. 
.Tones,  Isaac  Jarkette,  Jr.,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  June  30,  1917. 

Died  :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  Capt.  Isaac  J.  Jones,  sr.,  United  States  Army  hospital. 
Camp  Merritt.  N.  J. 
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Jones,  John  0.,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Indianapolis,  Ind.,  July  10,  1918. 

Died :  Navy  Base  Hospital  No.  5,  Brest,  France,  September  24,  1918. 

Cause:  Tuberculosis. 

Next  of  kin :  Mother,  Rosetta  Jones,  Matthews,  Ind. 
Jones,  John  Ernest,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Meridian,  Miss.,  April  30,  1918. 

Died :  Naval  hospital.  New  Orleans,  La.,  October  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Henry  C.  Jones,  R.  F.  D.  4,  box  56,  Jackson,  Miss. 
Jones,  John  Henby,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Scranton,  Pa.,  December  14,  1917. 

Died :  Naval  hospital,  Key  West,  Fla.,  October  15,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Margaret  Jones,  133  South  Everett  Avenue,  Scranton, 
Pa. 
Jones,  Julius  Robert,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  July  14,  1917. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause:  Killed  in  explosion. 

Next  of  kin :  Father,  W.  G.  Jones,  Humble,  Tex. 
Jones,  Luther,  seaman,  secoud  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y„  August  24,  1917. 

Died:  U.  S.  S.  Leviathan,  January  26,  1918. 

Cause:  Septicemia. 

Next  of  kin  :  Father,  Samuel  Jones,  380  South  Wellington  Street,  Memphis, 
Tenn. 
Jones.   Robert   Walteb,   seaman,   second   class,   United   States   Naval   Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  June  8,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  August  22,  1918. 

Cause:  Acute  intestinal  obstruction. 

Next  of  kin :  Father,  Robert  S.  Jones,  R.  F.  D.  3,  box  101,  Hutchinson,  Kang. 
Jones.  Rolland  Frank,  electrician,  second  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  June  26,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  Frederick  Jones,  220  Grand  Avenue  South,  San  Fran- 
cisco, Calif. 
Jones,  Roy  Angus,  fireman,  third  class.  United  States  Naval  Reserve  Force. 

Enlisted:  Little  Keek.  Ark..  June  16,  1917. 

Died:  Naval  hospital,  Norfolk,  V;t..  January  r>,  1918. 

Cause :  Mastoiditis,  acute. 

Next  of  kin :  Father,  Dr.  W.  A.  Jones,  Hon,  Ark. 
Jones,  Russell  Charles,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  June  14,  1917. 

Died :  U.  S.  S.  Avondale,  September  11,  1918. 

Cause:  Lost  life  while  attempting  to  save  people  from  burning  hotel. 

Next  of  kin :  Father.  Jesse  G.  Jones.  Mercersburg,  Pa. 
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Jonks,  Thomas  Cmsmknce,  machinist's  mate,  second  class   (A>,  United  States 
Navy. 

Enlisted:  Providence,  R.  I.,  March  22,  1918. 

Died:  Naval  hospital,  Charleston,  S.  C,  April  4,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Lizzie  Jones,  514  Pine  Street,  Providence,  R.  I. 
•Jones,   Tom    Owen,   chief   quartermaster    (A),    United    States    Naval    Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  April  1,  1918. 

Died:  Naval  air  station,  Pensacola,  Fla..  September  24.  1918. 

Cause :  Killed  in  aviation  accident. 

Next  of  kin:  Mother,   Annie  Owens,  5    Richardson    Place,   New    Hartford, 
N.  Y. 
Joneh,  Walter  C,  chief  boatswain's  mate,  United  States  Naval  Reserve  Force. 

Enlisted:  Bangor,  Me.,  May  9,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  4,  1918. 

Cause:  Meningitis,  cerebrospinal. 

Next  of  kin :  Wife,  Lucy  E.  Jones,  13  Leonard  Street,  Portland,  Me. 
Jones,  Warren  Edward,  machinist's  mate,  second  class.  United   States  Naval 
Reserve  Force. 

Enlisted:  Boston,  Mass.,  July  15,  1918. 

Died :  Jamaica  Plains,  Mass..  September  26,  1918. 

Cause :  Double  pneumonia. 

Next  of  kin :  Mother,  Angie  B.  Jones,  749  Broadway,  Everett,  Mass. 
Jones,  William  D.,  machinist's  mate,  second  class  (A),  United  States  Navy. 

Enlisted.:  Scranton,  Pa.,  December  15,  1917. 

Died:  Naval  air  station,  Key  West.  Fla.,  June  14.  1918. 

Cause :  Killed  in  accident. 

Next  of  kin :  Father,  David  W.  Jones,  Uniondale,  Pa. 
Jones,  William  Harvey,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  April  22,  1917. 

Died :  Philadelphia,  Pa.,  July  6,  1918. 

Cause :  Killed  in  street  car  accident. 

Next  of  kin:  Uncle,  Arthur  W.  Jones,  Dewar,  Okla. 
Jones,  William  Walter,  landsman  for  electrician    (Ji),   United    States   Naval 
Reserve  Force. 

Enlisted:  New  Orleans,  La.,  December  12,  1917. 

Died:  Naval  hospital.  Chelsea.  Mass.,  September  29,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Mrs.  Susie  E.  Erazier  Jones,  De  Ridder,  La. 

Jordan,  Darrell  Goodwin,  engineman,  first  class.  United  States  Navy: 

Enlisted:  Richmond,  Va.,  April  10,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin:  Father,  Frank  Jordan,  448  Henry  Street,  Danville,  Va. 
Jordan,  Grover.  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Norfolk,  Va.,  May  23.  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother.  Pattie  Jordan.  R.  F.  D.  3,  Edenton,  N.  C. 
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Jordan,  Mathew  Harson,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  April  21,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  March  23,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin:  Friend.  Lenard  Teda,  2542  South  Broad  Street,  Philadelphia, 
Pa. 
Joseph,  Thomas  Edward,  chief  water  tender.  United   States  Naval   Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  September  17,  1917. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  October  10,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother.  Nora  Joseph,  4624  Fairmount  Avenue.  Philadelphia, 
Pa. 
Jordan  Willliam,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Syracuse.  N.  Y.,  November  28,  1917. 

Died :  U.  S.  S.  Comfort,  October  9,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Emma  Jordan,  Smithfield,  Va. 
.Tost,  Alfred  Adolph,  landsman  for  electrician   (R),  United  States  Naval  Re- 
serve Force. 

Enlisted:  St.  Louis,  Mo.,  May  1,  1918. 

Died :  At  home,  October  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Edna  M.  Jost,  3800  Flora  Boulevard,  St.  Louis,  Mo. 
Joy,  Edward  Oliver,  water  tender,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  September  8,  1915. 

Died:  U.  S.  S.  Jenkins,  Newfoundland.  May  28.  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Rose  Mitchell,  871  Bleecker  Street,  Utica.  N.  Y. 
Joyce,  Edward  William,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Louisville,  Ky.,  June  21,  1918. 

Died :  Naval  training  camp,  Camp  Logan.  111.,  October  3.  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Carrie  Savage,  2410  Cleveland  Avenue,  Louisville,  Ky. 
Joyce,  Martin  Aloysius,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Newark,  N.  Y.,  May  15,  1917. 

Died:  U.  S.  S.  Delaware,  January  25,  1918. 

Cause:  Result  of  injuries  received  on  board  ship  during  heavy  sea. 

Next  of  kin :  Mother,  Mary  Joyce.  30  East  Twenty-eighth  Street.  Bayonne, 
N.  J. 
Joyce,  Roy  Ellsworth,  quartermaster,  third   class.   United  States  Naval  Re- 
serve Force. 

Enlisted :  Rockland,  Me.,  May  14,  1917. 

Died:  Boston,  Mass.,  September  14.  1918. 

Cause :  Drowned. 

Next  of  kin :  Father,  Moses  D.  Joyce,  Deer  Isle,  Me. 
Joye,  Joseph  Dwyer,  landsman  for  electrician  (G),  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  April  1,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  29.  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Mother.  Mary  E.  Joye,  20  Kuker  Avenue.  Florence,  S.  C. 
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Joynt,   Vibgil   Raymond,   apprentice   seaman,    United    States   Naval    Reserve 
Force. 

Enlisted :  Peoria,  111.,  July  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  9,  1918. 

Cause : Influenza. 

Next  of  kin :  Mother,  Sarah  C.  Joynt,  R.  R.  9,  Decatur,  111. 
Judah,  William  Sylvester,  landsman  for  electrician,  United  States  Naval  Re 
serve  Force. 

Enlisted:  Kansas  City,  Mo.,  December  15,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Agnes  V.  Judah,  R.  R.  5,  Rosedale,  Kaus. 
•  Inon,  Max  Albert,  electrician,  third  class   (R),  United  States  Naval  Reserve 
Force. 

Enlisted :  Detroit,  Mich.,  August  1,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  29,  1918. 

Cause:  Pleurisy. 

Next  of  kin :  Mother,  Mrs.  Bertha  Judd,  511  Isbell  Street,  Lansing,  Mich. 
Judge,  Andrew  Joseph,   seaman,  second   class,   United   States  Naval   Reserve 
Force. 

Enlisted :  Buffalo,  N.  Y.,  June  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Andrew  Judge,  89  Brinkman  Street,  Buffalo,  N.  Y. 
Jttdson,  William  Curtis,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Charleston,  S.  C,  October  23,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin:  Father,  George  H.  Judson,  133  Park  Avenue,  Madison,  N.  J. 
Julian,  James  Basil,  landsman  for  electrician   (R),  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  June  14,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  October  19,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Amiel  I.  Julian,  Conway,  Ark. 
.Ii'iyan,  Howard  Isaac,  machinist's  mate,  first  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Dallas,  Tex.,  October  24,  1917. 

Died:  U.  S.  S.  Annapolis,  November  3,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Thomas  N.  Julyan,  Clovis,  N.  Mex. 
Juneiman,  William  Gtllson.  seaman,  second  class,  United  States  Naval   Re- 
serve Force. 

Enlisted :  Newark,  N.  J.,  May  %  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  5,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Carrie  Juneiman,  252  Liberty  Street,  Paterson,  N.  J. 
Junzi,  Joseph  Albert,  ship  fitter,  second  class.   United   States  Naval   Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  January  2.  1918. 

Died:  Base  Hospital  No.  101,  St.  Nazaire,  France,  September  20,  1918. 

Cause:  Hypertrophic  cirrhosis  of  liver. 

Next  of  kin:  Father,  Joseph  V.  Junzi,  58  Sycamore  Avenue.  Corona,  N.  Y. 
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Justesen,  Axel  Emerson,  chief  quartermaster  (A),  United  States  Navy. 
Enlisted :  Des  Moines,  Iowa,  March  8,  1918. 

Died :  Naval  Aviation  Detachment,  Buffalo.  N.  Y..  October  5,  1918. 
Cause :  Pneumonia. 
Next  of  kin:  Mother,  Johanna  Justesen.  Ringsted,  Iowa. 

Kaaukea,  Herman,  musician,  second  class,  United  States  Navy. 
Enlisted :  Honolulu,  Hawaii,  August  19,  1916. 
Died:  Naval  station,  Pearl  Harbor,  Hawaii,  September  2,  1918. 
Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Wife,  Lily  Kaaukea,  Parker  Lane,  Honolulu,  Hawaii. 
Kadletz,  Joe  Anthony,  seaman,  second  class,  United   States  Naval   Reserve 
Force. 
Enrolled :  Milwaukee,  Wis.,  July  13,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father.  Joseph  Kadletz,  Leopolis,  Wis. 
Kahleb,  Floyd  Earl,  landsman  for  machinist's  mate  (A),  United  States  Navy. 
Enlisted :  Los  Angeles,  Calif.,  December  14,  1917. 
Died :  Naval  Training  Camp.  San  Diego,  Calif.,  March  30,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin:  Wife.  Grace  P.   Kahler,  1152  East  Thirty-fifth   Street,   Los 
Angeles,  Calif. 
Kaisee,  Welch  Norman,  electrician,  first  class,  United  States  Navy. 
Enlisted :  San  Diego,  Calif.,  May  26,  1915. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  On  board  missing  ship. 

Next  of  kin :  Mother.  Anna  E.  Kaiser,  760  East  Forty-eighth  Street,  Los 
Angeles,  Calif. 
Kaiser,  William  Louis,  boatswain's  mate,  second  class,  United  States  Navy. 
Enlisted :  Philadelphia,  Pa.,  August  26,  1914. 
Died:  V.  S.  S.  Florida,  August  12,  1917. 
Cause:  Drowned. 

Next  of  kin :  Mother,  Annie  E.  Kaiser,  519  Lombard  Street,  Wilmington, 
Del. 
Kakakagoo,  John,  fireman,  third  class,  United  States  Naval  Reserve  Force. 
Enrolled :  Brooklyn,  N.  Y.,  June  6,  1917. 
Died :  U.  S.  S.  President  Grant,  April  27,  1918. 
Cause :  Abscess  of  brain. 

Next  of  kin :  Father,  Frank  Kakaragoo,  Chester,  N.  Y. 
Kale,  LeRoy,  landsman  for  machinist's  mate  (A),  United  States  Navy. 
Enlisted :  St.  Louis,  Mo.,  December  15,  1917. 
Died:  Naval  hospital,  Great  Lakes,  111.,  February  14,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Alma  V.  Kale,  Route  3,  Cherryvale,  Kans. 
Kallman,  William  Frank,  fireman,  first  class,  United  States  Naval  Reserve 
Force. 
Enrolled:  Milwaukee,  Wis.,  May  16,  1918. 
Died:  Naval  hospital,  New  York,  N.  Y..  November  8,  1918. 
Cause:  Pneumonia,  broncho. 
Next  of  kin:  Father,  Clause  Kallman,  212  Drake  Street.  Gi-and  Rapids,  Wis. 
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Kaminski,  Erwin  John,  hospital  apprentice,  first  class,  United   States  Naval 
Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  May  27,  1918. 

Died :  Naval  hospital,  Great  Lakes.  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Veronica  Kaminski,  764  Grave  Street,  Milwaukee, 
Wis. 
Kanatzab,   Gibson,   apprentice  seaman,   United   States   Naval   Reserve  Force. 

Enrolled :  Louisville,  Ky„  July  17,  1918. 

Died :  Navy  yard,  Puget  Sound,  Wash.,  October  5,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Wife,  Alma  S.  Kauatzar,  R.  R.  1,  Newby,  Ky. 
Kane,  Wabben  Joseph,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Milwaukee,  Wis.,  July  19,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,   September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  W.  Kane,  Fredonia,  Wis. 
Kaplan,  Michael,  Jr.,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Rochester.  N.  Y.,  June  7,  1917. 

Died :  U.  S.  S.  Denver,  September  6,  1918. 

Cause:  Acute  dilatation  of  heart. 

Next  of  kin:  Father,  Michael  Kaplan,  Cuylerville,  N.  Y. 
Kappeb,  Abraham  David,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  New  York,  N.  Y.,  June  4.  1918. 

Died:  Naval  hospital.  Chelsea,  Mass.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,   Samuel  Kapper.   38  West  One  hundred   and   thir- 
teenth Street,  New  York,  N.  Y. 
Kabk,  Benjamin,  ship's  cook,  fourth  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Brooklyn,  N.  Y.,  June  24,  1918. 

Died:  Naval  hospital,  Brooklyn.  N.  Y.,  October  9,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Brother,  Sol  Clark,  5809  Third  Avenue,  Brooklyn,  N.  Y. 
Karlewitz,  Pius,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  May  14,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :   Father,   Pius  Karlewitz.  343   South   Fourth   Street,   Brook- 
lyn, N.  Y. 
Kabns,  Chabi.es  Henderson,  seaman,  second  class,    United   States  Nayal  Re- 
serve Force. 

Enrolled:  Indianapolis,  Ind.,  May  23,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause: Influenza. 

Next  of  kin :  Father,  John  Karns,  R.  R.  11,  Bruceville,  Ind. 
Kasch,  Earl,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Portland,  Oreg.,  June  25,  1918. 

Died:  Navy  yard,  Puget  Sound,  Wash.,  October  5,  1918. 

Cause:  Influenza, 

Next  of  kin:  Mother,  Annie  Winters,  70  East  Eleventh  Street,  Portland, 
Oreg. 
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Kashiwamura,  Henry  Kuma,  steward  to  commander  in  chief,  United  States 
Navy. 

Enlisted:  Rio  de  Janeiro,  Brazil,  December  19,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin:  Sister,  Uta  Kashiwamura,  Izumi,  Osakafu,  Japan. 
Kasper,  Edward,  plumber  and  fitter,  United  States  Navy. 

Enlisted :  Chicago,  111.,  October  4,  1915. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Wife,  Anna  Kasper,  319  State  Street,  Norfolk,  Va. 
Kassing,  Henry  Joseph,  yeoman,  third  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  March  15,  1917. 

Died:  Naval  air  station,  St.  Trojan,  France,  September  9,  1918. 

Cause :  Pneumonia,  broncho. 

Next    of    kin :    Mother,    Mrs.    Aunio    Kassing,    240!)    Laurel    Street,    New 
Orleans,  La. 
Kasten,  August  Frederick.  carpeuter"s  mate,  third  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  Milwaukee,  Wis.,  June  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Hannah  Rohde,  Forestville,  Wis. 
Katzenberger,  Edward  Richard,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  May  17,  1918. 

Died :  U.  S.  S.  Salem,  September  29,  1918. 

Cause :  Lost  from  boat  while  returning  from  liberty. 

Next  of  kin :  Mother,  Emma  Katzenberger,  R.  R.  1,  Seaforth,  Minn. 
Kauffman,  Charles,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Milwaukee,  Wis.,  May  22,  1918. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  H.  Kauffman,  Loyal,  Wis. 
Kauffman,  Wayne  Ernest,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  May  31,  1918. 

Died:  Naval  training  camp,  Detroit,  Mich.,  October  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Kate  Kauffman,  Whitten,  Iowa. 
Kaufman,  John  Franklin,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  August  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mattie   L.   Kaufman,  614   Mound   Street,   Atchison, 
Kans. 
Kautz,  Ernie,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  May  21,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  F.  Kautz,  R.  F.  D.  1,  Greenville,  111. 
Kavanagh,  Eugene  Michael,  coxswain,  United   States  Navnl  Reserve   Force. 

Enrolled:  Boston,  Mass.,  March  8,  1918. 

Died :  Boston,  section  base,  October  23,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin  :  Mother,  Mary  Kavanagh.  23  Lilly  Street,  East  Lynn,  Mass. 
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Kavanagh,  James  Joseph,  fireman,  third. class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Brooklyn,  N.  Y.,  April  22,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  6,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother.  Rose  Kavanagh,  247  East  Fifty-second  Street,  New- 
York,  N.  Y. 
Kay,  Mekton  Edward,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  April  19,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Mother,  Adele  Kay,  Wheaton,  Minn. 
Keach,  Nelson  Bernard,  quartermaster,  second  class,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  November  23,  1914. 

Died :  Naval  hospital,  Fort  Lyon,  Colo.,  March  28,  1918. 

£ause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Sister,  Mrs.  Victor  Dory,  9  Dewitt  Street,  Buffalo,  N.  Y. 
Keane,  Francis  Holland,  electrician,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  May  8,  1918. 

Died:  New  York,  N.  Y„  September  26,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Wife,  Helen  G.  Keane.  226  West  Two  hundred   and   thirty- 
eighth  Street,  New  York,  N.  Y. 
Kearnes,  Murrel  Alfred,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  May  21,  1917. 

Died :  Navy  collier  Cyclop*,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Guardian,  J.  A.  Kearnes,  Lamont,  Okla. 
Kearney,  James  Sylvester,  quartermaster,  second  class,  United  States  Navy. 

Enlisted:  Brooklyn,  N.  Y.,  December  14,  1917. 

Died :  Naval  air  station,  St.  Trojan,  France,  September  14,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  William  Kearney,  267  Hewes  Street,  Brooklyn,  N.  Y. 
Kearney,  Millard  Earl,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  June  4,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  September  25,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  W.  Kearney,  R.  F.  D.  2,  Freedland,  Md. 
Kearney,  William  Hirst,  oiler,  United  States  Navy. 

Enlisted:  Newport,  R.  I.,  April  2,  1914. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action. 

Next  of  kin :  Mother,  Sarah  Kearney,  61  Church  Street,  Bristol,  R.  I. 
Kearns,  Robert  Emmet,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  January  17,  1916. 

Died :  Naval  hospital,  Fort  Lyon,  Colo.,  July  22,  1917. 

Cause:  Tuberculosis. 

Next  of  kin :  Father,  Patrick  J.  Kearns,  44  Mercer  Street,  South  Boston, 
Mass. 
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Keating,  Edwakd,  fireman,  first  class,  United  ytates  Naval  Reserve  Force. 

Enrolled:  New  York,  N.  Y.,  July  13,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  X.  Y..   October  11,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Wife,  Minnie  Keating,  960  Riverside  Drive,  New    York,  N.  Y 
Keating,  James  Baker,  chief  gunner's  mate,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  October  6,  1916. 

Died:  U.  S.  S.  Finch,  October  11,  1918. 

Cause:  Drowned. 

Next,  of  kin:  Father,  .lames  Keating,  Canso,  Nova  Scotia. 
Kee,  Cheng,  warrant  officer's  steward,  United  States  Navy. 

Enlisted:  Olongapo,  P.  I.,  July  30,  1918. 

Died:  At  home,  October  17,  1918. 

Cause :  La  grippe. 

Next  of  kin:  Wife.  Nan  Yung,  3  Bonham  Streel  East,  Hongkong,  China. 
Keegan,  James  Jerome,  storekeeper,  first  class,  United   States  Naval  Reserve 
Force.  * 

Enlisted :  Philadelphia.    Pa.,    December    13,   1917. 

Died:  Naval  hospital.  Philadelphia,  Pa..  September  It),   L918. 

Cause :  Influenza. 

Next  of  kin:  Sister,  Genevieve  Keegan,  1714  Academy  Street,  Scranton,  Pa. 
Keegan,  John  Thomas,  engineman,  second  class.  United  States  Naval  Reserve 
Force.  •/ 

Enrolled:  New  York,  N.  Y.,  June  22,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  v..  October  11,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Catherine  Keegan,  Coytesville,  N.  J. 
Keegan,  Raymond  Joseph,  apprentice  seaman,  United   Stales  Naval   Reserv« 
Force. 

Enrolled:  Philadelphia,  Pa.,  March  30,  1918. 

Died:  Philadelphia,   Pa..   April   29,  1918. 

Cause :  Tuberculosis. 

Next  of  kin:  Mother,  Snsiin   Keegan,  5732   Springfield   Avenue.   Philadel- 
phia, Pa. 
Keelkk,  Edward  Llkoy,  fireman,  third  class,  United  States  Navy. 

Enlisted:  New  Haven,  Conn.,  June  24,  1918. 

Died:  Naval  hospital,  Newport.  R.  L,  September  24,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Edith  Keeler.  Box  1.  R.  F.  D..  North  Windham,  Conn. 
Keeling,  William  Arthtjb,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Detroit.  Mich.,  May  2,  1918. 

Died:  Navy  base  hospital  No.  5,  Brest.  France,  October  9,  1918. 

Cause:  Cerebrospinal  meningitis. 

Next  of  kin :  Mother,  Beulah  K.  Gates,  135  Frost  Street,  Jackson,  Mich. 
Keen,  William  Caspee,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Baltimore,  Md.,  May  15,  1918. 

Died:  Naval  hospital,  naval  base.  Virginia,  September  29,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Mrs.  Sarah  Keen,  704  South  Lakewood  Avenue.  Bal 
timore,  Md. 
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Kehr,  John  Ernest,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Scranton,  Pa.,  August  3,  1917. 

Died:  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Lost  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin:  Mother,  Elizabeth  Kehr,  1116  Walnut  Street,  Taylor,  Pa. 
Kehrman,  Charles  Reynolds,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  June  4,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  March  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Charles  B.  Kehrman,  3223  Palm  Street,  St.  Louis,  Mo. 
Keihn,  Frederick  William,  machinist's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  May  14,  1917. 

Died :  U.  S.  S.  submarine  chaser  No.  209,  August  27,  1918. 

Cause :  Lost  when  submarine  chaser  was  sunk. 

Next  of  kin :  Mother,  Therese  Keihn,  2  A  Foxall  Street,  Brooklyn,  N.  Y. 
Keiper,  Henry,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  April  11,  1917. 

Died :  Port  au  Prince,  Haiti,  November  3,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Samuel  Keiper,  Crellin,  Md. 
Keirsey,  Ernest  Lee,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Little  Rock,  Ark.,  June  4,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  6,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  S.  A.  Keirsey,  752  Whittington  Avenue,  Hot  Springs, 
Ark. 

Keith,  Orvin  Durward,  apprentice  seaman.  United  States  Navy. 
Enlisted:  Dallas,  Tex.,  December  4,  1917. 
Died :  Naval  hospital,  Great  Lakes,  111.,  January  11,  1918. 
Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  George  W.  Keith,  Cookville,  Tex. 
Kellam,   Herbert  Kenneth,  pharmacist's  mate,   second  class,   United   States 
Navy. 
Enlisted :  California  City,  Calif.,  February  27,  1915. 
Died :  U.  S.  S.  South  Dakota,  May  26,  1917. 
Cause:  Peritonitis,  acute. 

Next  of  kin :  Father,  Charles  R.  J.  Kellam,  Heron  Lake,  Minn. 
Kelleher,  John  Justin,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enrolled:  Des  Moines,  Iowa,  October  1,  1918. 
Died :  Great  Lakes,  111.,  October  17,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Father,  John  Kelleher,  1039  East  Burlington  Street,   Iowa 
City,  Iowa. 
Keller,  James,  quartermaster,  third  class,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  June  7,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  On  board  missing  ship. 

Next  of  kin :  Wife,  Hattie  G.  Keller,  135  West  One  hundred  and  sixteenth 
Street,  New  York,  N.  Y. 
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Keller,  LeRoy,  fireman,  first  class,  United  States  Navy. 
Enlisted :  Philadelphia,  Pa.,  April  19,  1917. 
Died :  Naval  hospital,  New  London,  Conn.,  May  16,  1918. 
Cause:  Appendicitis,  acute. 
Next  of  kin  :  Father,  Daniel  Keller,  Barto,  Pa. 

Kelley,  Arthur  Ira,  coxswain,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  February  24,  1916. 

Died :  Navy  Base  Hospital  No.  2,  June  17,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Joseph   I.   Kelley,  271  Central  Avenue,  Hasbrouck 
Heights,  N.  J. 
Kelley,  Edward  Jerome,  boilermaker,  United  States  Naval  Reserve  Force. 

Enrolled:  Norfolk,  Va.,  December  4,  1917. 

Died :  Naval  hospital,  Naval  Base,  Va.,  October  8,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Nellie  B.  Kelley,  714  Middle  Street,  Portsmouth,  Va. 
Kelley,  Edward  Nicholas,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Little  Rock,  Ark.,  June  3,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Gertrude  Kelley,  Minturn,  Ark. 
Kelley  Lawrence  Russell,  landsman  for  musician,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Kansas  City,  Mo.,  July  2,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother.  Eva  C.  Kelley,  Flemington,  Mo. 
Kelliher,  Lewis  Dreyfus,  apprentice  seaman,  United  States  Navy. 

Enlisted  :  Portland,  Me.,  April  24,  1917. 

Died  :  Naval  hospital,  Newport,  R,  I.,  May  20,  1917. 

Cause :  Pneumonia,  broncho. 

Next  of  kin  :  Father,  Daniel  Kelliher,  Ellsworth,  Me. 
Kelly,  David  Joseph,  water  tender,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  May  8,  1917. 

Died.  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin:  Father,  George  Kelly,  735  Monroe  Street,  New  Durham,  N.  J. 
Kelly.  James  Vincent,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  June  1.  1918. 

Died :  On  train  en  route  to  Great  Lakes,  September  11,  1918. 

Cause :  Heart  disease. 

Next  of  kin  :  Mother,  Bridget  Kelly.  2735  Fairhill  Street,  Philadelphia,  Pa. 
Kelly,  John  Joseph.  Jr.,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  San  Francisco,  Calif.,  December  14,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  April  27,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Margaret  Kelly,  1941  Geary  Street,  San  Francisco, 
Calif. 
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Kelly,  Joseph  John,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  New  Haven,  Conn.,  June  5,  191S. 

Died :  Naval  station,  Pelhani  Bay  Park,  N.  Y.,  October  7,  1918. 

Cause :  Pneumonia,  broncho. 

Next    of   kin :    Mother,    Mrs.    Annie   Kelly,    370    Washington    Street,    New 
Britain,  Conn. 
Kelly,  Marion  Yardaman,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Jackson,  Miss.,  July  3,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  6,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Alexander  F.  Kelly,  Richton,  Miss. 
Kelly,  William  Edward,  boiler  maker,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  March  5,  1918. 

Died :  Naval  air  station,  Lough  Foyle,  Ireland,  September  18,  1918. 

Cause :  Drowned. 

Next  of  kin:   Mother,   Catherine   Kelly,   Carrang  House,  Ballinglon,   Ros- 
common, Ireland. 
Kelly,  William  Walter,  seaman,  United  States  Navy. 

Enlisted :  Chicago,  111.,  June  30,  1917. 

Died :  Naval  Base  Hospital  No.  5,  Brest,  France,  October,  3,  191S. 

Cause :  Pneumonia,  broncho. 

Next  of  kin  :  Father,  William  Kelly,  427  First  Avenue  East,  Cedar  Rapids, 
Iowa. 
Kelmel,  Logan  Taylor,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  July  25,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  25,  191S. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Father,  David  A.  Kelmel,  Polo,  Caldwell  County,  Mo. 
Kemp,  Aron  Wilson,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  November  12,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  14,  1917. 

Cause :  Pneumonia,  broncho. 

Next  of  kin  :  Father,  William  R.  Kemp,  Quay,  Fla. 
Kemp,  Henry,  chief  water  tender,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  August  22,  1918. 

Died :  Naval  station,  Philadelphia,  Pa.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Mary  Kemp,  5823  Dover  Street,  Oakland,  Calif. 
Kemp,  John  Elson,  coxswain,  United  States  Navy. 

Enlisted :  Galveston,  Tex.,  November  18,  1915. 

Died :  U.  S.  S.  Pittsburgh,  October  20,  191S. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Lewis  K.  Kemp,  Cedar  Valley,  Tex. 
Kemp,  Meredith  Bryan,  landsman  for  electrician    (R),  United  States  Naval 
Reserve   Force. 

Enrolled:  Omaha,  Nebr.,  March  11,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  19,  1918. 

Cause :    Influenza. 

Next  of  kin :  Father,  Samuel  E.  Kemp,  Blair,  Nebr. 


420 

Kemper,    William   Frederick,    chief   yeoman,    United    States    Naval    Reserve 
Force. 

Enrolled:  Washington,  D.  C,  June  11,  1918. 

Died :  Naval  hospital,  Washington,  D.  C,  October  12,  1918. 

Cause :    Influenza. 

Next  of  kin :  Wife,  Nell  R.  Kemper,  209  Kinsey  Avenue,  Cincinnati,  Ohio. 
Kempston,  A.  Lester,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Fulton,  N.  Y.,  May  15,  1917. 

Died :  Brooklyn,  N.  Y,  June  11,  1918. 

Cause :   Struck  by  an  automobile  truck. 

Next  of  kin :  Father,  James  A.  Kempston,  Fulton,  N.  Y. 
Kenady,  James  Manly,  seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enrolled:  Kansas  City,  Mo.,  July  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:   Influenza. 

Next  of  kin:  Father,  John  Kenady,  Whiting,  Kans. 
Kendall,  John  Elmer,  electrician,  second  class  (R),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Boston,  Mass.,  March  24,  1917. 

Died :  Naval  base,  New  London,  Conn.,  September  20,  1918. 

Cause :    Pneumonia,    broncho. 

Next  of  kin:  Mother,  Isabelle  N.  Bartlett,  30  Grenade  Terrace,  Springfield, 
Mass. 
Kendrick,  Thomas  Bryan,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  March  16,  1917. 

Died:  U.  S.  S.  Prometheus,  September  21,  1917. 

Cause :    Suffocation. 

Next  of  kin:  Father,  Harry  Kendrick,  Lexington,  Mo. 
Kendsen,  William  James,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  May  4,  1917. 

Died :  U.  S.  S.  Arethusa,  April  25,  1918. 

Cause :    Diphtheria. 

Next  of  kin :  Guardian,  Mary  Jorden,  Brooklyn,  N.  Y. 
Kenealy,  Thomas  Edward,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  January  29,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause :   Drowned. 

Next  of  kin :   Father,   Timothy  J.   Kenealy,   40   Francis   Street,   Ansonia, 
Conn. 
Kennard,  Fred  Holmes,  landsman  for  quartermaster  (A),  United  States  Navy. 

Enlisted:  Buffalo,  N.  Y.,  December  14,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  February  5,  1918. 

Cause :    Cerebrospinal   fever. 

Next  of  kin :  Father,  Frank  H.  Kennard,  224  William  Street,  Rochester, 
N.  Y. 
Kennebrook,    Stanley,   seaman,   second   class,   United    States   Naval   Reserve 
Force. 

Enrolled :  Buffalo,  N.  Y.,  July  17,  1917. 

Died :  Naval  hospital.  New  York,  N.  Y.,  March  10,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Alice  Kennebrook,  390  Grant  Street,  Buffalo,  N.  Y. 
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Kennedy,  Arland  Wright,  landsman  for  quartermaster    (A),  United   States 
Naval  Reserve  Force. 

Enrolled:  Cincinnati,  Ohio,  July  31,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Frank  E.  Kennedy,  Ohio  City,  Ohio. 
Kennedy,  Glade*'Adolph,  fireman,  third  class,  United   States  Naval  Reserve 
Force. 

Enrolled:  Cincinnati,  Ohio,  August  10,  1918. 

Died :  U.  S.  S.  Solace,  October  6,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Edward  Kennedy,  North  Lewisburg,  Ohio. 
Kennedy,  John  Arthur,  gunner's  mate,  third  class  (T),  United  States  Navy. 

Enlisted :  Boston,  Mass.,  August  30,  1916. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  29,  1917. 

Cause :  Fractured  skull. 

Next  of  kin :  Father,  John  H.  Kennedy,  107  Cottage  Street,  West  Lynn, 
Mass. 
Kennedy,'  Robert  Vincent,    pharmacist's    mate,  second   class,    United    States 
Navy. 

Enlisted :  Pensacola,  Fla.,  February  12,  1918. 

Died :  Miami,  Fla.,  October  19,  1918. 

Cause :  Pneumonia. 

Next   of   kin :  Stepmother,    Eunice   Kennedy,   261   Belleville   Street,   New 
Orleans,  La. 
Kennedy,  Roger  Patrick,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  July  17,  1917. 

Died :  Naval  hospital,  New  London,  Conn.,  May  24,  1918. 

Cause:  Fractured  skull. 

Next  of  kin :  Father,  Roger  Kennedy,  1101  N.  Karlov  Avenue,  Chicago,  111. 
Kennedy,   William  Foedice,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Des  Moines,  Iowa,  September  21,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  February  13,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Lou  Kennedy,  Springville,  Iowa. 
Kenney,  Thomas  Joseph,  Jr.,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Philadelphia,  Pa.,  April  25,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,   Thomas  J.  Kenney,  sr.,  5228  Hazel  Avenue,   Phil- 
adelphia, Pa. 
Kennon,  Stanley  William,  seaman,  second  class,  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  December  27,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  May  10,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Aunt,  Josephine  Clark,  7305  Beach  Street,  Los  Angeles,  Calif. 
Kenny,  Patrick,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Chicago,  111.,  May  21,  1918. 

Died :  Naval  station,  Great  Lakes,  111.,  July  20,  1918. 

Cause :  Drowned. 

Next  of  kin:  Brother,  Michael  Kenny,  3749  South  Halstead  Street,  Chi- 
cago, 111. 
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Kent,  Marshall  Mathias,  yeoman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Chicago,  111.,  July  25,  1917. 

Died :  Marine  hospital,  Chicago,  111.,  September  21,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Minnie  H.  Kent,  1422  West  Congress  Street,  Chi- 
cago, 111. 
Kent,  William  Edward,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  June  27,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  29,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Alice  P.  Kent,  1336  Walton  Way,  Augusta,  Ga. 
Keogh,  ,William  Francis,  plumber  and  fitter,  United  States  Navy. 

Enlisted:  Newark,  N.  J.,  May  12,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  William  Keogh,  417  Linden  Street,  Elizabeth,  N.  J. 
Kerens,  William  Edward,  landsman  for  machinist's  mate   (A),  United  States 
Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  June  7,  1918. 

Died :  Naval  hospital,  Gulfport,  Miss.,  October  6,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Kerens,  32  Parker  Street,  Maynard,  Mass. 
Kerndl,   Guido  Robert,   seaman,   second   class,   United   States  Naval   Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  June  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Adolph  Kerndl,  1010  Twenty-ninth  Street,  Milwaukee, 
Wis. 
Kerns,  Roy  Holden,  electrician,  second  class  (R),  United  States  Naval  Reserve 
Force. 

Enrolled :  San  Francisco,  Calif.,  June  2,  1917. 

Died:  U.  S.  submarine  chaser  No.  219,  October  11,  1918. 

Cause:  Result  of  injuries  received  when  vessel  was  destroyed  by  fire. 

Next  of  kin :  Mother,  Emma  Kerns,  2219  Russell  Street,  Berkeley,  Calif. 
Kerr,  John  Braden,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Kansas  City,  Mo.,  June  19,  1918. 

Died:  Southampton,  England,  October  8,  1918. 

Cause :  Broncho-pneumonia. 

Next   of  kin:  Father,   Edgar  V.   Kerr,   1615   East   Thirty-seventh    Street, 
Kansas  City,  Mo. 
Kerr,  Mortimer,  electrician,  second  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  June  11,  1917. 

Died :  U.  S.  S.  Celebes,  September  28,  1918. 

Cause:  Burns. 

Next  of  kin :  Father,  John  Kerr,  Glen  Rock,  N.  J. 
Kersten,  Harry  William,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled  :  Detroit,  Mich.,  July  16,  1918. 

Died :  U.  S.  S.  Illinois,  October  30,  1918. 

Cause:  Drowned. 

Next  of  kin :   Mother,  Minnie  Kersten,  1133  Charlevoix  Avenue,  Detroit, 
Mich. 
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Kessler,  Joseph  George,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  July  12,  1918. 

Died :  Naval  hospital,  New  London,  Conn.,  October  6,  1918. 

Cause :  Pneumonia,  bronco. 

Next  of  kin :  Father,  Jacob  Kessler,  345  King  Street,  Herkimer,  N.  Y. 
Ketels,  Harold  Mougiian,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  San  Pedro,  Calif.,  June  18,  1918. 

Died :  San  Diego,  Calif.,  October  29,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother :  Mary  M.  Ketels,  145  West  Fourth  Street,  Long  Beach, 
Calif. 
Key,  Archie  Eugene,  quartermaster,  first  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  April  19,  1918. 

Died :  Naval  air  station,  Pensacola,  Fla.,  October  11,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  J.  D.  Key,  Canyon,  Tex. 
Kickham,  John  Cornelius,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  March  7,  1918. 

Died :  Naval  training  camp,  Hingham,  Mass.,  September  30.  1918. 

Cause :  Influenza. 

Next    of    kin :  Mother,    Margaret    E.    Kickham,    11    Codman    Hill    Street, 
Roxbury,  Mass. 
Kight,    Uluse   Edward,    fireman,    third   class,    United    States   Naval    Reserve 
Force. 

Enrolled :  Norfolk,  Va.,  May  31,  1917. 

Died  :  Naval  hospital,  Norfolk,  Va.,  August  27,  1917. 

Cause :  Burns. 

Next  of  kin :  Mother,  Bettie  A.  Kight,  1053  Forty-fifth  Street,  Norfolk.  Va. 
Killeen,  Edward  Vincent,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  August  7,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  5,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Edward  V.  Killeen,  374  Park  Place,  Brooklyn,  N.  Y. 
Killeen,  George  Emmktt,  coppersmith.  United  States  Navy. 

Enlisted :  Washington,  D.  C,  June  28,  1917. 

Died :  Porto  Corsino,  Italy,  September  19,  1918. 

Cause :  Burns. 

Next   of   kin:  Mother,   Mary    K.    Killeen,   3117   N    Street   NW.,    Washing- 
ton, D.  C. 
Killoran,  Luke  A.,  machinist's  mate,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Oyster  Bay,  Long  Island,  N.  Y.,  April  20,  1917. 

Died :  Brooklyn,  N.  Y.,  November  19,  1917. 

Cause :  Result  of  fall. 

Next  of  kin  :  Mother,  Mary  A.  Killoran,  Far  Rockaway,  N.  Y. 
Kilroy,  Leo  B.,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  April  7,  1917. 

Died  :  U.  S.  S.  Herman  FrascJi,  October  4,  1918. 

Cause :  Lost  when  vessel  was  sunk. 

Next  of  kin :  Father,  Bernard  Kilroy,  15  Island  Street,  Roxbury,  Mass. 
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Kilroy,  Walter  E.,  mess  attendant,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  May  23,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  11,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Bridget  Kilroy,  184  Fisher  Avenue,  Roxbury,  Mass. 
Kimball,  Charles  Willis,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  June  27,  1916. 

Died  :  Naval  hospital,  naval  base,  Virginia,  October  9,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Catherine  F.  Kimball,  53  Stearns  Street,  Maiden,  Mass. 
Kimball,  Origan  Dudley,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  April  6,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  19,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Willis  Estey  Kimball,  East  Pepperell,  Mass. 
Kimber,  George  Alfred,  landsman  for  machinist's  mate,  United  States  Naval 
Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  June  25,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin  :  father.  George  Kimber,  2043  North  Cicero  Avenue,  Chicago,  111. 
Kime,  Clifford  Roy,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Detroit.  Mich.,  July  2,  1917. 

Died  :  Naval  hospital,  Chelsea,  Mass.,  February  19,  1918. 

( 'a use  :  Diphtheria. 

Next  of  kin  *  Mother,  Ida  Kime,  box  204,  Breckenbridge,  Mich. 
Kincaid,   Glenn,   machinist's  mate,  first  class,   United   States  Naval  Reserve 
Force. 

Enrolled :  Norfolk,  Va.,  April  12,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  11,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Mother,  Mary  Kincaid,  Fairmont,  W.  Va. 
Kincaid,  Howard,  apprentice  seaman,  United  States  Navy. 

Enlisted  :  Salt  Lake  City,  Utah,  November  28,  1917. 

Died  :  Naval  station,  San  Francisco,  Calif  ,  February  19,  1918. 

Cause :  Tuberculosis. 

Next  of  kin:   Father,   Charles   Kincaid,   727   South   Fifteenth   Street,   St. 
Joseph,  Mo. 
Kincaid,  William  Clinton,  fireman,  third  class,  United  S*tates  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  July  10,  1918. 

Died :  U.  S.  S.  Solace,  October  11,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Father,  Alfred  C.  Kincaid,  R.  2,  Rayville,  Mo. 
Kinch,  Frank  Jerome,  water  tender,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  May  19,  1915. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin:  Brother,  George  S.  Kinch,  488  East  Twenty-seventh  Street, 
Paterson,  N.  J. 
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Kind,  Clyde  August,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Peoria,  111.,  August  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  August  Kind,  Stanford,  111. 
King,  Bernard  Earl,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  July  27,  1917. 

Died :  U.  S.  S.  Nicholson,  October  4,  1918. 

Cause :  Bronchial  pneumonia. 

Next  of  kin :  Mother,  Ellen  King,  R.  R.  21,  Sheridan,  Ind. 
King,  Bernard  Martin,  pharmacist's  mate,  third  class,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  June  5,  1917. 

Died :  U.  S.  S.  Solace,  April  11,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Anna  King,  R.  F.  D.  3,  Canajoharie,  N.  Y. 
King,  Claude,  fireman,  second  class,  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  December  11,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  March  8,  1918. 

Cause  :  Hemorrhage  into  cerebrum. 

Next  of  kin :  Mother,  Eliza  J.  King,  Ramona,  Calif. 
King,   Francis   Gilberg,  seaman,  second  class,   United   States  Naval  Reserve 
Force. 

Enrolled  :  Boston,  Mass.,  July  8,  1918. 

Died :  Quarantine  station,  Gallops  Island,  Mass.,  September  27,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Silina  King,  11  Roosevelt  Street,  Maynard,  Mass. 
King,  Gordon  Willoughby,  chief  carpenter's  mate,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  June  26,  1914. 

Died :  Naval  hospital,  Newport,  R.  I.,  June  23,  1917. 

Cause :  Dilatation,  acute,  cardiac. 

Next  of  kin :  Mother,  Lauvenia  King,  88  School  Street,  Mansfield,  Mass. 
King,  Herman  John,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  March  31,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Father,  Arno  B.  King,  208  North  Thirty-seventh  Street,  Cam- 
den, N.  J. 
King,  James  Edward,  carpenter's  mate,  third  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  June  29,  1917. 

Died :  Naval  air  station,  Panillac,  France,  November  2,  1918. 

Cause:  Result  of  gunshot  wound. 

Next  of  kin :  Mother,  Ionia  King,  Woodboro,  Calif. 
King,   James  Nathaniel,  fireman,  third   class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Los  Angeles,  Calif.,  February  7,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Brother,  Charley  King,  Fillmore,  Calif. 
King,  John  Eastman,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Montgomery,  Ala.,  December  17,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  1,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Emma  King,  R.  2,  Rives  Junction,  Mich. 
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King,  Judson  Rufus,  coxswain,  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  September  25,  1915. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin  :  Father,  James  C.  King,  10S£  East  Sixth  Street,  San  Diego, 
Calif. 
King,  Karl  Carrithers,  landsman  for  electrician    (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  Louisville,  Ky.,  May  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Nina  C.  King,  1274  Bardstown  Road,  Louisville,  Ky. 
King,   Saurin  Donahue,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  San  Francisco,  Calif.,  December  7,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  2,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Mother,  Katherine  King,  1090  Powell  Street,  Hollister,  Calif. 
King,  Terrell  Jaynes,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  May  3,  1918. 

Died:  U.  S.  S.  Comfort,  October  1,  191S. 

Cause :  Influenza. 

Next  of  kin  :  Father,  Newton  A.  King,  Atlanta,  Tex. 
King,  William,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  December  14,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  April  26,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Baptist  King,  Oneida,  Wis. 
King,  William  Jennings,  hospital  apprentice,  second  class,  United  States  Nava! 
Reserve  Force. 

Enrolled :  Mount  Vernon,  Wash.,  July  9,  191S. 

Died:  Naval  hospital,  Puget  Sound,  Wash.,  October  13,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Eva  King,  La  Conner,  Wash. 
Kingrey,  Otto  Albert  Andrew,  engineman,  second  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  August  3,  1917. 

Died:  U.  S.  S.  Lakenwor,  April  11,  1918. 

Cause :  Lost  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Mother,  Mary  E.  Kingrey,  R.  F.  D.  2,  Olympia,  Wash. 
Kingsbury,  Frederick  Kittridge,   electrician,  third   class    (R),  United   States 
Navy. 

Enlisted :  Portland,  Oreg.,  April  16,  1917. 

Died :  Naval  Hospital,  New  York,  N.  Y.,  February  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next   of  kin :   Mother,  Ella  M.    Kingsbury,   216  Fourteenth  Avenue  East, 
Eugene,  Oreg. 
Kingsley,  William  Edwin,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  June  5,  1917. 

Died:  Naval  hospital.  Charleston,  S.  C,  January  28,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Bertha  Kingsley,  Houston,  Minn. 
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Kinney,  Alvie  Stuard,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Portland,  Me.,  December  23,  1916. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  18,  1917. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin  :  Mother,  Nancy  Kinney,  Danforth,  Me. 
Kinney,  James  William,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  July  10,  1918. 

Died  :  U.  S.  S.  New  Jersey,  October  4,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Margaret  Kinney,  1034  Johnson  Street,  Madison,  Wis. 
Kinnigek,  Otto  Frank,  electrician,  third  class.  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  December  4,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause  :  On  board  missing  ship. 

Next  of  kin :  Wife,  Velma  Kinniger,  318  South  Walnut  Street,  Centralia,  111. 
Kinsey,  Elmer  Zepp,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled  :  Philadelphia,  Pa..  May  8,  1918. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  September  30,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  G.  Kinsey,  Souderton,  Pa. 
Kinslee,  James  Henry,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  November  26,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  March  14,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Maud  B.  Kinsler,  3734  Borden  Street,  Cincinnati,  Ohio. 
Kirby,  Thomas  William,  oiler.  United  States  Navy. 

Enlisted :  Annapolis,  Md.,  February  11,  1910. 

Died :  Naval  hospital,  Chelsea,  Mass.,  March  22,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Cousin,  Kate  Murphy,  87  Myrtle  Street,  Portland,  Me. 
Kirchner,  Edward,  boatswain's  mate,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Newark,  N.  J.,  October  24,  1917. 

Died :  U.  S.  submarine  chaser  No.  216,  October  22,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Mother,  Anna  Kirchner,  R.  D.  1,  box  68,  Quakertown.  N.  J. 
Kirk,  Robert  William,  fireman,  first  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  April  30,  1917. 

Died  :  Naval  hospital,  New  York,  N.  Y.,  March  30,  1918. 

Cause :  Pneumonia,  lobar. 

.Next  of  kin :  Father,  George  Kirk,  229  East  Forty-third  Street,  New  York, 
N.  Y. 
Kirklaxd,  Charley  Lee,  apprentice  seaman,  United  States  Navy. 

Enlisted:    Atlanta,    Ga.,    November   26,    1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  January  8,  1918. 

Cause :    Cerebrospinal   fever. 

Next  of  kin  :  Mother,  Laura  F.  Kirkland,  Bradley  Junction,  Fla. 
Kirkpatrick,  James  Edward,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  December  10,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Died  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Mother,  Sarah  Kirkpatrick,  3rd  Duke  Street,  Greenville,  S.  C. 
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Kirkpatkick,  Leon  Virgil,  landsman  for  musician,  United  States  Naval  Reserve 
Force. 

Enrolled :  Minneapolis,  Minn.,  May  28,  1918. 

Died :  Great  Lakes,  111.,  October  20,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Elizabeth  Kirkpatrick,  Hudson,  Wis. 
Kirschner,   Joseph,   Jr.,   fireman,   third   class,   United    States   Naval   Reserve 
Force. 

Enrolled  :  New  York,  N.  Y.,  June  1,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  7,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Katherine  Kirschner,  106  East  Second  Street,  Brook- 
lyn, N.  Y. 
Kirst,   Raymond   Math,   fireman,   third   class,   United    States   Naval   Reserve 
Force. 

Enrolled  :  Milwaukee,  Wis.,  June  6,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  8,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Mike  Kirst,  Mishicott,  Wis. 
Kirwin,    William    Peter,    apprentice   seaman,   United    States   Naval    Reserve 
Force. 

Enrolled  :  Philadelphia,  Pa.,  May  9,  1918. 

Died :  U.  S.  S.  Vermont,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Mrs.  Bridget  Kirwin,  Connerton,  Pa. 
Kisselburg,  Charles  Luther,  water  tender,  United  States  Naval  Reserve  Force. 

Enrolled  :  Salt  Lake  City,  Utah,  May  19,  1917. 

Died :  San  Francisco,  Calif.,  March  15,  1918. 

Cause :  Shock  following  amputation. 

Next  of  kin  :  Father,  Elvin  T.  Kisselburg,  Marietta,  Okla. 
Kistler,   Robert   James,   fireman,   third   class,   United   States   Naval   Reserve 
Force. 

Enrolled :  Denver,  Colo.,  June  4,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  7,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Elizabeth  Kistler,  De  Beque,  Colo. 
Kittle,  Leslie  Sylvan,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  June  17,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Calvin  Kittle,  R.  R.  1,  Arbela,  Mo. 
Kivett,  Billy  Simmons,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Raleigh,  N.  C,  July  24,  1917. 

Died :  U.  S.  S.  Solace,  Feburary  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  M.  Kivett,  Carthage,  N.  C. 
Klahre,  Charles  Herbert,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Cleveland,  Ohio,  April  16,  1917. 

Died:  U.  S.  S.  Manley,  March  19,  1918. 

Cause :  Result  of  explosion  on  board  ship. 

Next  of  kin :  Father,  G.  H.  Klahre,  95  Francis  Avenue,  Akron,  Ohio. 
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Klapka,  Edward,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  May  11,  1917. 

Died :  Steamship  Florence  H.,  April  17,  1918. 

Cause :  Result  of  explosion  on  board  ship. 

Next    of    kin:  Father,    Joseph   Klapka,    3850   West   Twenty-sixth    Street, 
Chicago,  111. 
Klaus,  Oscar,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Tacoma,  Wash.,  July  5,  1917. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  June  10,  1918. 

Cause:  Tuberculosis. 

Next  of  kin :  Aunt,  Raechel  Boernes,  Orting,  Wash. 
Klein,  Henry  Charles,  Coxswain,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  4,  1917. 

Died :  U.  S.  S.  Herman  Frasch,  October  4,  1918. 

Cause :  Lost  when  vessel  was  sunk  in  collision. 

Next  of  kin:  Father,  Richard  Klein,  2634  Saint  Benedict   Street,  Balti- 
more, Md. 
Klein,  Harry  Ferdinand,  landsman  for  machinist's  mate,  United  States  Naval 
Reserve  Force. 

Enrolled :  Louisville,  Ky.,  July  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Caroline  Klein,  Tenth  and  Saratoga,  Newport,  Ky. 
Klein,  John  Edward,  quartermaster,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Navy  yard,  New  York,  N.  Y.,  November  30,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  December  31,  1917. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  John  Klein,  East  Seventy -fourth  Street  and  Avenue 
W,  Bergen  Beach,  Brooklyn,  N.  Y. 
Klements,  James  E.,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  December  15,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  January  22,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Grandfather,  Washington  Grady,  305  West  Second   Street, 
Austin,  Tex. 
Kline,  Malcolm  Walter,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  August  31,  1915. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  December  25,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of   kin:  Wife,   Elsie  Kline,   26  Thirty-eighth   Street,   Corona,   Long 
Island,  N.  Y. 
Klika,  William,  fireman,  first  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  August  10,  1914. 

Died :  U.  S.  S.  Solace,  August  8,  1917. 

Cause:  Endocarditis,  acute. 

Next  of  kin :  Brother,  Joseph  Klika,  1883  First  Avenue,  New  York,  N.  Y. 
Kline,  William  David,  jr.,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Philadelphia,  Pa.,  June  4,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  September  27,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  D.  Kline,  sr.,  509  Johnson  Street,  Freeland, 
Pa. 
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Kline,  Herbert  Gottlieb,  landsman  for  machinist's  mate   (A),  United  States 
Naval  Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  July  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Anna  Klink,  Montgomery,  111. 
Klockers  John  Alfred,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  Haven,  Conn.,  November  14,  1917. 

Died :  Steamship  Florence  H.,  April  17,  1918. 

Cause :  Result  of  explosion  on  board  ship. 

Next  of  kin  :  Father,  John  Klockers,  17  Terhune  Street,  Branford,  Conn. 
Kluge,  Richard  Otto,  chief  gunner's  mate,  United  States  Navy. 

Enlisted :  Newport,  R.  L,  January  31,  1916. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  28,  191S. 

Cause :  Valvular  disease. 

Next  of  kin :  Wife,  Agnes  Kluge,  11  Clinton  Street,  Newport,  R.  I. 
Klugkist,  Herman,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Butte,  Mont.,  May  31,  1918. 

Died :  Puget  Sound,  Wash.,  August  16,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Henry  Krugkist,  Manhattan,  Mont. 
Knaggs,  William  Theodore,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  July  12,  1916. 

1  tied  :  Navy  collier  Cyclops,  June  14,  1918.  " 

Cause :  On  board  missing  ship. 

Next  of  kin :  Wife,  Gertrude  Knaggs,  363  Doer  Street,  Toledo,  Ohio. 
Knapp,  Burton  Alvorn,  seaman,   second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Chicago,  111.,  May  25,  1918. 

Died :  Puget  Sound,  Wash.,  June  23,  1918. 

Cause :  Drowned. 

Next  of  kin  :  Father,  Burton  A.  Knapp,  10937  Hermose  Avenue,  Chicago,  111. 
Knapp,  Daniel,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  March  27,  1917. 

Died :  U.  S.  S.  Minnesota,  October,  17,  1917. 

Cause:  Suicide. 

Next  of  kin :  Father,  John  Knapp,  R.  F.  D.  3,  Wellsboro,  Pa. 
Kneeland,  Leonard  Leander,  quartermaster,  second  class    (A),  United  States 
Navy. 

Enlisted :  Syracuse,  N.  Y.,  January  3,  1918., 

Died :  Naval  air  station,  St.  Trojan,  France,  August  22,  191S. 

Cause:  Result  of  accidental  bomb  explosion. 

Next  of  kin :  Father,  Leander  Kneeland,  Oneonta,  N.  Y. 
Knauer,  Henry  Garber,  boatswain's  mate,  first  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  May  25,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  September  8,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Anna  P.  Knauer,  2942  North  Lawrence  Street,  Phila- 
delphia, Pa. 
Kneip,  Edward  Charles,  machinist's  mate,  first  class  (A),  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  April  5,  1917. 

Died:  Naval  air  station,  Lecroisic,  France,  July  1,  1918. 

Cause :   Seaplane  accident. 

Next  of  kin  :  Mother,  Henrietta  Kneip,  Newfield,  N.  Y. 


431 

Knickerbocker,  Newton  Horace,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  December  27,  1916. 

Died :  U.  S.  S.  Salem,  September  29,  1918. 

Cause :  Lost  from-  motor  boat  while  returning  from  liberty. 

Next  of  kin :  Father,  Joseph  H.  Knickerbocker,  East  Smithrield,  Pa. 
Knight,  Benjamin  Franklin,  Jr.,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Jackson,  Miss.,  September  20,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  November  22,  1917. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Father,  Benjamin  F.  Knight,  sr.,  Seminary,  Miss. 
Knight,  Merritt,  hospital  apprentice,  first  class*  United  States  Navy. 

Enlisted:  Montgomery,  Ala.,  March  23,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  June  22,  1917. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  John  E.  Knight,  Ensley,  Ala. 
Knighton,  Harvey  Bivins,  landsman  for  carpenter's  mate   (A),  United  States 
Naval  Reserve  Force. 

Enrolled:  Miami,  Fla.,  December  13,  1917. 

Died :  Naval  hospital,  Pensacola,  Fla.,  February  2,  1918. 

Cause :  Disease. 

Next  of  kin:  Wife,  Poter  Autry  Knighton,  Homestead,  Fla. 
Knoblauch,   George  John,  apprentice  seaman,  United   States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  October  1,  1918. 

Died :  Great  Lakes,  111.,  October  22,  1918. 

Cause :  Pneumonia. 

Next  of  kin:   Mother,  Caroline  F.  Knoblauch,  3020  East  English   Street, 
Wichita,  Kans. 
Knopf,  Anthony  Joseph,  coxswain,  United  States  Naval  Reserve  Force. 

Enrolled :  Newark,  N.  J.,  April  11,  1917. 

Died :  U.  S.  S.  Siboneij,  October  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Mathias  Knopf,  23  Delaware  Avenue,  Paterson,  N.  J. 
Knopp,  Francis  Lemoyne,  yeoman,  third  class,  United  States  Navy. 

Enlisted  :  Parkersburg,  W.  Va.,  March  31,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  December  19,  1917. 

Cause :  Appendicitis,  acute. 

Next  of  kin :  Father,  Luther  D.  Knopp,  R.  8,  Parkersburg,  W.  Va. 
Evnowles,  Ernest  Leo,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  February  19,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  February  18,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Mary  Knowles,  6725  Twenty-second  Street,  Seattle, 
Wash. 
Knowlton,  Arley  Wilford,  landsman  for  electrician  (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  Des  Moines,  Iowa,  May  17,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Herbert  B.  Knowlton,  Box  93,  Sheffield,  111. 
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Knowlton,   Charles   Win  slow,  boatswain's  mate,   first   class,   United   States 
Navy. 

Enlisted :  Des  Moines,  Iowa,  February  16,  1915. 

Died :  U.  S.  S.  Pittsburgh,  October  18,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Ruth  Knowlton,  907  Irolo  Street,  Los  Angeles,  Calif. 
Knowlton,  William  Hewitt,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Rockland,  Me.,  May  21,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  December  19,  1917. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Edward  A.  Knowlton,  216  Limerock  Street,  Rock- 
land, Me. 
Knudsen,  Carl,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  November  16,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C,  February  20,  1918. 

Cause :  Pleurisy. 

Next  of  kin :  Father,  Peter  Knudsen,  Clear  Lake,  Minn. 
Knudson,  Harry  Mat,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Wausau,  Wis.,  December  12,  1917. 

Died:  Naval  training  station,  Great  Lakes,  111.,  March  10,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Nels  Knudson,  Goodrich,  Wis. 
Knudson,  Thomas  Graham,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Brooklyn,  N.  Y.,  March  27,  191S. 

Died:  At  home,  October  10,  191S. 

Cause :  Influenza. 

Next  of  kin :  Father,  James  F.  Knudson,  331  East  Twenty-sixth  Street, 
Brooklyn,  N.  Y. 
Knudtson,  Gustav  Theodore,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  April  19,  1918. 

Died :  Fleet  Base  No.  2,  August  15,  1918. 

Cause  :  Abscess  of  lung. 

Next  of  kin:  Mother,  Louise  Knudtson,  Route  1,  Lockhart,  Minn. 
Kobler,  William  Elmer,  seaman,  United  States  Navy. 

Enlisted :   Denver,  Colo.,  July  2,  1917. 

Died :   Naval  hospital,  Brooklyn,  N.  Y.,  October  25,  1918. 

Cause :   Mastoiditis. 

Next  of  kin :  Brother,  John  W.  Kobler,  Graylin,  Colo. 
Kobrin,  Samuel  H.,  yeoman,  first  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Brooklyn,  N.  Y.,  August  7  ,1917. 

Died :   New  York,  N.  Y.,  August  13,  1918. 

Cause :   Pneumonia,  lobar. 

Next  of  kin :  Mother,  Rebecca  Kobrin,  5622  Fourth  Avenue,  Brooklyn,  N.  Y. 
Koch,  Kenneth  Karl,  pharmacist's  mate,  third  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :   Philadelphia,  Pa.,  July  27,  1917. 

Died :  U.  S.  S.  Leviathan,  March  14,  1918. 

Cause:   Diphtheria. 

Next  of  kin :  Frank  O.  Koch,  624  Webster  Street,  Travers  City,  Mich. 
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Koehl,  Frank  August,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :   Pittsburgh,  Pa.,  October  1,  1918. 

Died :   Carnegie  Institute,  Pittsburgh,  Pa.,  November  9,  1918. 

Cause :   Influenza. 

Next  of  kin  :   Father,  Charles  Koehl,  225  Allen  Avenue,  Donora,  Pa. 
Koehlek,  George  W.,  apprentice  seaman,  United  States  Navy. 

Enlisted :   Cincinnati,  Ohio,  July  26,  1918. 

Died :   U.  S.  S.  Salem,  September  29,  1918. 

Cause :   Drowned. 

Next  tff  kin:   Mother,  Matilda  Koehler,  629  Harmes  Avenue,  Reading,  Ohio. 
Koenig,  Ernest,  fireman,  second  class,  United  States  Navy. 

Enlisted :   Kansas  City,  Mo.,  December  11,  1917. 

Died  :   U.  S.  S.  Mercy,  October  5,  1918. 

Cause:    Pneumonia,  lobar. 

Next  of  kin  :   Father,  Albert  Koenig,  Madison,  Kans. 
Kofahl,  Henry  Clay,  fireman,  second  class,  United  States  Navy. 

Enlisted :   San  Francisco,  Calif.,  October  11,  1917. 

Died :   Naval  hospital,  Chelsea,  Mass.,  January  27,  1918. 

Cause:   Appendicitis,  acute. 

Next  of  kin :   Mother,  Flora  E.  Kofahl,  Licking,  Mo. 
Kogel,  Frank  Paul,  landsman  for  machinist's  mate  (A),  United  States  Naval 
Reserve  Force. 

Enrolled :    Bridgeport,  Conn.,  June  11,  1918. 

Died :  Naval  hospital,  Gulfport,  Miss.,  October  8,  1918. 

Cause :   Influenza. 

Next  of  kin :    Mother,  Pauline  Kogel,  237  Remington   Street,  Bridgeport, 
Conn. 
Kohl,  Frank,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Buffalo,  N.  Y.,  June  1,  1918. 

Died  :  Aviation  repair  base,  Eastleigh,  England,  September  30,  1918. 

Cause:    Pneumonia,  lobar. 

Next  of  kin ;  Brother,  John  Kohl,  197  Goodell  Street,  Buffalo,  N.  Y. 
Kohl,  Joseph,  oiler,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  June  5,  1915. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  April  26,  1917. 

Cause :  Gastritis,  chronic. 

Next  of  kin :  Father,  Paul  Kohl,  4513  Hanover  Avenue,  St.  Louis,  Mo. 
Kohn,  Maurice  Relius,  landsman  for  electrician    (R),  United   States  Naval 
Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  January  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Relia  Kohn,  5095  Cabanne  Avenue,  St.  Louis,  Mo. 
Kokeen,  Ernie  Oscar,  fireman,  second  class,  United  States  Navy.      • 

Enlisted :  Portland,  Oreg.,  December  13,  1917. 

Died :  U.  S.  S.  Frederick,  September  20,  1918. 

Cause :  Drowned. 

Next  of   kin:    Mother,    Emma    J.   Kokeen,   1618   East   Thirteenth    Street, 
Spokane,  Wash. 
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Kolb,  Leo  Andrew,  yeoman,  second  class,  United  Slates  Navy. 

Enlisted:  Minneapolis,  Minn.,  May  11,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  September  21,  1918. 

Cause : Influenza. 

Next  of  kin :  Mother,  Elizabeth  Berg,  Melrose,  Minn. 
Konze,  John  Peter,  Jr.,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled  :  New  Orleans,  La.,  April  9,  1917. 

Died:  U.  S.  S.  Rhode  Island,  June  27,  1917. 

Cause :  Avulsion. 

Next  of  kin  :  Father,  John  Konze,  5106  Berundy  Street,  New  Orleans,  La. 
Kopp,  Ira  Francisco,  gunner's  mate,  first  class,  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  July  30,  1914. 

Died :  U.  S.  S.  Channcey,  November  19,  1917. 

Cause :  Drowning. 

Next  of  kin :  Father,  Jessie  F.  Kopp,  1527  Harrison   Street,  Davenport, 
Iowa. 
Korrison,  Elmer,  painter,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Milwaukee,  Wis.,  May  2,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  19,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Charles  Korrison,  Morrisonville,  Wis. 
Kowalski,  Albert,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  April  13,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  July  25,  1917. 

Cause :  Pleurisy. 

Next  of  kin :  Father,  Frank  Kowalski,  177  Harrison  Street,  Paterson,  N.  J. 
Kowalskt,   Stanley,   seaman,   second  class,   United   States  Navy. 

Enlisted:  Chicago,  111.,  April  20,  1917. 

Died :  Naval  hospital,  Portsmouth,  Va.,  September  8,  1918. 

Cause :  Tuberculosis. 

Next  of  kin  :  Father,  A.  Kowalski,  3089  Bonfiela  Street,  Chicago,  111. 
Kowalsky,  Max  Ernest,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Detroit,  Mich.,  June  21,  1918. 

Died:  Naval  hospital,  Great  Lakes,  HI.,  October  17,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Amiela  Kowalsky,  R.  F.  D.  2,  Alpena,  Mich. 
Kraemer,  Charles  Alcide,  apprentice  seaman,  United   States  Naval  Reserve 
Force. 

Enrolled :  New  Orleans,  La.,  July  24,  191S. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  15,  1918. 

Cause :  Influenza. 

NeiPt  of  kin :  Mother,  Leurencia  M.  Kraemer,  Kraemer,  La. 
Kramer,  Harold  Henry,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  December  5,  1917. 

Died:  Naval  hospital,  Brooklyn,  N.  Y.,  September  5,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin  :  Mother,  Rose  Kramer,  3S01  Colerain  Avenue,  Cincinnati,  Ohio. 
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Kramer,  Hkrbert  Henry  August,  seaman,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  Chicago,  111.,  May  20,  1918. 

Died:  Marine  hospital,  Chicago,  111.,  October  9,  1918. 

Cause :  Pneumonia. 

Next    of    kin :  Father,    Alfred    A.    Kramer,    3553    Nebraska    Avenue,    St. 
Louis,  Mo. 
Kramer,  William,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Detroit,  Mich.,  August  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Dena  Kramer,  429  Forest  Avenue,  Kalamazoo,  Mich. 
Kranz,  William  George  Emil,  seaman,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  October  5,  1915. 

Died:  U.  S.  A.  C.  T.  Ticondcroga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next   of  kin :  Mother,   Mrs.   Julia   Rodemeyer,    125   Elm    Street,   Astoria, 
Long  Island,  N.  Y. 
Kraus,  John  Richard,  chief  gunner's  mate,  United  States  Navy. 

Enlisted :  Washington,  D.  C,  September  24,  1914. 

Died :  Naval  hospital,  Fort  Lyon,  Colo.,  May  17,  1918. 

Cause :  Tuberculosis,  chronic  pneumonia. 

Next  of  kin:  Mother,  Margaret  Kraus,  707  West  Front  Street,  Jefferson- 
ville,  Ind. 
Kraus,  Rtchai:d  Parmely,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Cleveland,  Ohio,  June  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Mary  Kraus,  1863  Cadwell  Avenue,  Cleveland,  Ohio. 
Krause,  Lester  Edmond,  apprentice  seaman,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  April  21,  1917. 

Died :  U.  S.  S.  Monadnock,  June  20,  1918. 

Cause :  Abdominal  injury. 

Next  of  kin :  Mother,  Mabel  Krause,  box  126,  Story  Road,  San  Jose,  Calif. 
Kruszka,  Frank  Joseph,  water  tender,  United  States  Naval  Reserve  Force. 

Enrolled :  San  Francisco,  Calif.,  November  6,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  19,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mrs.  Frances  Kruszka,  997  Second  Avenue,  Milwau- 
kee, Wis. 
Kreh,  Carl  Herman,  chief  yeoman,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  July  9,  1915. 

Died :  U.  S.  S.  Pittsburgh,  October  20,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Louise  Kreh,  Mare  Island,  Calif. 
Kreiling,  Harry  Leroy,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Pittsburgh,  Pa.,  January  31,  1917. 

Died :  U.  S.  S.  Seattle,  April  11,  1918. 

Cause:  Drowned. 

Next  of  kin:  Father,  Fred  Kreiling,  712  South  Toles  Street,  McKeesport, 
Pa. 
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Kreitzer,  Charles  Andrew,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  December  14,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  10,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin  :  Mother,  Bertha  M.  Kreitzer,  1912  Debree  Avenue,  Norfolk,  Va. 
Krieg,  Paul  Leland,  hospital  apprentice,  first  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Parkersburg,  W.  Va.,  March  15,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  8,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Father,  Will  Krieg,  Stewardson,  111. 
Kriegel,  Rhinehart  William,  seaman,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  April  11,  1917. 

Died :  U.  S.  S.  Rochester,  August  27,  1918. 

Cause :  Drowned. 

Next  of  kin :  Mother,  Eva  Kriegel,  Buckley,  Wash. 
Krome,  Fred  Charles,  machinist's  mate,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Chicago,  111.,  July  27,  1917. 

Died :  Naval  air  station,  Eastleigh,  England,  October  1,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Ida  Krome,  6439  Sangamon  Street,  Chicago,  111. 
Kronnick,  Arthur  Clifford,   chief  quartermaster,   United   States   Naval   Re- 
serve Force. 

Enrolled  :  Los  Angeles,  Calif.,  December  21.  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  July  28,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:   Mother,   Cassie   D.    Kronnick,   3901    South  Hill    Street,   Los 
Angeles,  Calif. 
Kropp,  Louis  Paul,  seaman,  United  States  Navy. 

Enlisted:  Milwaukee,  Wis.,  April  10,  1917. 

Died :  U.  S.  S.  Buena  Ventura,  September  16,  1918. 

Cause:  Lost  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  Andrew  Kropp,  1429  Racine  Street,  Racine,  Wis. 
Kroupa,  Frank  Laybold,  storekeeper,  first  class,  United  States  Navy. 

Enlisted  :  Yorktown,  Va.,  December  9,  1917. 

Died :  Fleet  base  No.  2,  September  27,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Wife,   Mabel   H.   Kroupa,   3246  Grausback   Street,   Philadel- 
phia, Pa. 
Krtjckemkyek,    Justus    Louis,    landsman    for   electrician    (R),    United    States 
Naval  Reserve  Force. 

Enrolled :  Cincinnati,  Ohio,  May  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Lena  Kruckemeyer,  230  Hosea  Avenue,  Cincinnati, 
Ohio. 
Krueger,  Charles  John,  gunner's  mate,  first  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  April  2,  1914. 

Died  :  Navy  collier  Cyclops,  June  14,  1918. 

Cause  :  On  board  missing  ship. 

Next  of  kin :  Mother,  Margaret  Krueger,  Mildred,  Mont. 
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Krttger,  Charles  Edward,  electrician,  second  class    (It),  United  States  Naval 
Reserve  Force. 

Enrolled :  Atlanta,  Ga.,  July  19,  1917. 

Died:  Naval  air  station,  Moutchie-Lacanau,  July  30,  1918. 

Cause :  Drowned. 

Next  of  kin  :  Mother,  Julia  M.  Kruger,  221  Thirty-third  Street,  Newport 
News,  Va. 
Krymer,  John  Voorhees,  machinist's  mate,  first  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  New  York,  N.  Y.,  May  16,  1918. 

Died :  Naval  hospital,  New  London,  Conn.,  October  3,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Elias  M.  Krymer,  443  Morris  Avenue,  Elizabethtown, 
N.  Y. 
Kryzewski,  Walter,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Staten  Island,  N.  Y.,  June  25,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause :  Drowned. 

Next  of  kin :  Mother,  Kate  Kryzewski,  490  Bay  Street,  Stapletou,  N.  Y. 
Kuerzel,  Albert  Oscar,  water  tender,  United  States  Navy. 

Enlisted :  Pearl  Harbor,  Hawaii,  May  15,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C,  October  10,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Robert  Kuerzel,  587  Merrimac  Street,  Oakland,  Calif. 
Kuester,  James  Frederick,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted :  Houston,  Tex.,  December  12,  1917. 

Died :  Naval  radio  school,  Cambridge,  Mass.,  March  31,  1918. 

Cause :  Suicide. 

Next  of  kin :  Wife,  Ethel  M.  Kuester,  401  Gargan  Street,  Houston,  Tex. 
Kuhn,  William  George,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  January  10,  1918. 

Died :  Naval  station,  Great  Lakes,  111.,  May  22,  1918. 

Cause :  Tuberculosis. 

Next  of  kin :  Mother,  Agnes  Kuhn,  197  Adams  Avenue,  East  Detroit,  Mich. 
Kuhnert,   Victor  Joseph,  chief  commissary   steward.    United    States    Navy. 

Enlisted :  U.  S.  S.  Louisiana,  Norfolk,  Va.,  December  8,  1914. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  191S. 

Cause :  Lost  when  vessel  was  sunk. 

Next  of  kin :  Brother-in-law,  Thomas  McKena,  203  West  One  hundred  and 
thirtieth  Street. 
Kujath,  William  Otto,  apprentice    seaman,    United    States    Naval    Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  August  14,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  7,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Emily  Ross,  570  Fourth  Avenue,  Milwaukee,  Wis. 
Kulli,  Emal  Charles,  machinist's  mate,   second  class,  United   States  Naval 
Reserve  Force. 

Enrolled :  Los  Angeles,  Calif.,  April  30,  1918. 

Died :  U.  S.  S.  Yergena,  October  31,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Annie  Kulli,  553  East  Twenty-third  Street,  Los  An- 
geles, Calif. 
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Kunz,  Joseph  Anthony,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Galveston,  Tex.,  December  4,  1913. 

Died:  Naval  hospital,  Canacao,  P.  I.,  July  25,  3917. 

Cause:  Burns. 

Next  of  kin :  Father,  C.  R.  Kunz,  Cameron,  Tex. 
Kurdt,  Martin  Charles,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  January  27,  1915. 

Died:  U.  S.  S.  Manley,  March  39,  1918. 

Cause :  Killed  in  explosion. 

Next  of  kin :  Mother,  Pauline  Kurdt,  Lindenhurst,  N.  Y. 
Kxjrkendall,  William  Hicks,  coxswain,  United  States  Naval  Reserve  Force. 

Enrolled:  Newbern,  N.  C,  May  31,  1917. 

Died :  Naval  hospital,  Portsmouth,  Va.,  September  17,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Sister,  Laura  Kurkendall,   119  Central  Avenue,  Greenville, 
S.  C. 
Kurner,  Clement  Otto,  painter,  third  class,  United  States  Navy. 

Enlisted :  Pittsburgh,  Pa.,  May  18,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Father,  David  C.  Kurner,  77  Eighteenth  Street,  Wheeling, 
W.  Va. 
Kurskey,  Louis  Henry,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  July  22,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  8,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Catherine  Kurskey,  169  Columbia  Avenue,  North  Ber- 
gen, N.  J. 
Kurtenbach,  William  Frederick,  molder.  second  class,  United  States  Navy. 

Enlisted :  Peoria,  111.,  December  13,  1917. 

Died :  U.  S.  S.  Dixie,  October  10,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  William  Kurtenbach,  156  Proctor  Street,  Peoria,  111. 
Kurtz,  Albert  Edward,  ship's  cook,  third  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  May  31,  1917. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  October  29,  1918. 

Cause:  Influenza. 

Next    of    kin :  Mother,    Louise    Kurtz,    836    West    Seventy-first    Street, 
Chicago,  111. 
Kurtz,   Alphonse,    apprentice   seaman,   United    States   Naval   Reserve   Force. 

Enrolled :  Buffalo,  N.  Y.,  August  9,  1918. 

Died:  Naval  Hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Influenza. 

Next  of  kin:  Sister,  Margaret  E.  Grander,  38  Beckwith  Street,  Buffalo, 
N.  Y. 
Kurzman,  Melville,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Ithaca,  N.  Y.,  October  3,  1918. 

Died :  Cornell  University,  Ithaca,  N.  Y.,  October  19,  1918. 

Cause :  Pneumonia. 

Next    of    kin :  Mother,    Helen    Kurzman,    514    West    One    Hundred    and 
Fourteenth  Street,  New  York,  N.  Y. 
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Kuykendall,  Jesse  Tabor,  fireman,  first  class,  United  States  Naval  Reserve 

Force. 
Enrolled :  Louisville,  Ky.,  June  7,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 
Cause:  Influenza. 
Next    of    kin :  Mother,    Emma    Kuykendall,    1142    Breckenridge,    Owens- 

boro,  Ky. 

Kuykendall,    William   Henry,   seaman,    second   class,   United    States   Naval 
Reserve  Force. 

Enrolled:  Detroit,  Mich.,  June  12,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next   of   kin:  Father,   Thomas   M.    Kuykendall,    2058   West   Fort    Street, 
Detroit,  Mich. 
Kvidahl,  George  Oscar,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  June  9,  1917. 

Died :  U.  S.  S.  George  Washington,  December  17,  1917. 

Cause :  Washed  overboard  by  heavy  sea. 

Next  of  kin :  Mother,  Agnes  Kvidahl,  276  Forest  Street,  Arlington,  N.  J. 
Kyle,  Fred  Ray,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Salt  Lake  City,  Utah,  June  4,  1917. 

Died:  Receiving  ship  at  Puget  Sound,  Wash.,  August  10,  1917. 

Cause:  Arthritis,  acute. 

Next  of  kin :  Mother,  Annie  E.  Kyle,  Candwell,  Mont. 
Kynock,  Robert,  ship's  fitter,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  March  27,  1917. 

Died :  Navy  Base  Hospital  No.  5,  Brest,  France,  October  23,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Father,  Alexander  Kynock,  2734  A  Street,  Philadelphia,  Pa. 
Laaukea,  Herman,  musician,  second  class,  United  States  Navy. 

Enlisted:  Honolulu,  T.  H,  August  19,  1918. 

Died :  Naval  station,  Pearl  Harbor,  T.  H,  September  2,  1918. 

Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Wife,  Lily  Laaukea,  Parker  Lane,  Honolulu,  T.  H. 
Labbe,  Alan  Louis,  coxswain,  United  States  Naval  Reserve  Force. 

Enrolled:  New  Orleans,  La.,  July  9,  1918. 

Died :  New  Orleans,  La.,  September  30,  1918. 

Cause:  Typhoid  fever. 

Next  of  kin :  Wife,  Ellen  S.  Labba,  St.  Martinville,  La. 
Labell,  Dewey  Francis,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Albany,  N.  Y.,  July  8,  1918. 

Died :  New  York,  N.  Y.,  October  5,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Lottie  LaBell,  51  Maple  Street,  Hudson  Falls,  N.  Y. 
Labrecque,  Alphonse,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  March  27,  1918. 

Died :  Naval  training  camp,   Bumkin   Island,  Mass.,   September  19.   1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Delia  Labrecque,  Claremont,  N.  H. 
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Labry,  Warden  Eddings,  gunner's  mate,  first  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  September  3,  1915. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  17,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Idabell  Labry,  516  Toulouse  Street,  New  Orleans,  La. 
Laccorn,  Paul  Eugene,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  May  29,  1918. 

Died  :  Naval   training  camp,  Pelham  Bay  Park,  N.  Y.,   October  16,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Paul  M.  Lancorn,  1547  Avenue  A,  New  York,  N.  Y. 
LaCarronara,  Ralph,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  October  15,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Wife,   Rose  LaCarbonara,   32  Prince   Street,   Boston,  Mass. 
Lacey,  Charles  Joseph,  pharmacist's  mate,  second  class,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  May  26,  1913. 

Died :  Naval  Hospital,  New  York.  N.  Y.,  June  2,  1917. 

Cause :   Ilydronephrnna. 

Next  of  kin :  Father,   Dennis  Lacey,  321  West  Forty-fourth  Street,  New 
York,  N.  Y. 
LaChance,  Edward  Joseph,  landsman  for  electrician,  United  States  Naval  Re- 
serve Force. 

Enrolled :  New  York,  N.  Y.,  July  8,  1918. 

Died:  Naval  training  station,  Great  Lakes,  111.,  October  4,  1918. 

Cause :  Pneumonia,  lobar. 

Next   of   kin :  Wife,   Mazie  LaChance,   7   Mount   Olivet  Avenue,   Maspeth, 
Long  Island,  N.  Y. 
Lackyard.    Wesley    Lafayette,    machinist's   mate,    first   class,    United    States 
Naval  Reserve  Force. 

Enrolled :  Salt  Lake  City,  Utah,  August  3,  191S*. 

Died :  Naval  Air  Station,  Pensacola,  Fla.,  October  1,  1918. 

Cause:   Pneumonia,  lobar. 

Next  of  kin:  Wife,   Ida  N.  Lackyard,  Box  167,  Delta,  Utah. 
La  Combe,  Henry  Joseph,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Syracuse,  N.  Y.,  July  36,  1917. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action  with  enemy  submarine. 

Next  of  kin  :  Father,  Joseph  A.  La  Combe,  Hinckley,  N.  Y. 
Lacy,  Winfred  Herman,  chief  gunner's  mate,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  23,  1917. 

Died :  Naval  Hospital,  Philadelphia,  Pa.,  September  29,  1918.  • 

Cause:    Influenza. 

Next  of  kin  :  Wife,  Sara  A.  Lacy,  100  Fitzgerald  Street,  Philadelphia,  Pa. 

Ladd,    Joseph    Bernard,    yeoman,    third    class,    United    States    Naval    Reserve 
Force. 
Enrolled  :  Kansas  City,  Mo.,  November  27,  1917. 
Died:  Great  Lakes,  111.,  September  4,  1918. 
Cause:  Killed  in  an  explosion. 
Next  of  kin  :  Mother,  Sarah  E.  Ladd,  Salina,  Kans. 
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La  Fargue,  Louis,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Mare  Island,  Calif.,  May  8,  1917. 

Died:  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause :  Killed  in  battle  with  enemy  submarine. 

Next    of   kin :    Mother,    Madaline    La    Fargue,    337    Pennsylvania    Street, 
Vallejo,  Calif. 
La  Fever,  James  "Wright,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  St.  Louis,  Mo.,  July  10,  1918. 

Died  :  Naval  hospital,  Hampton  Roads,  Va.,   September  26,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Wife,  Lena  La  Fever,  Bowers  Mills,  Mo. 
La  Flamme,  Arrhur  William,  chief  quartermaster,  United  States  Naval  Re- 
serve Force. 

Enrolled  :  Boston,  Mass.,  June  8,  1918. 

Died :  Gallups  Island,  Mass.,  September  25,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Rachel  M.  La  Flamme,  66  Brook  Street,  Manchester, 
N.  H. 
La  Forge,  William  Peters,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Chicago,  111.,  July  5,  1918. 

Died :  U.  S.  S.  Salem,  September  29,  1918. 

Cause :  Lost  from  motor  boat  while  returning  from  liberty. 

Next  of  kin:  Father,  Gustave  La  Forge,  1845  Cuyler  Avenue,  Chicago,  111. 
Lahym,   Jakie   Deveer,   seaman,   second   class,  United   States  Naval   Reserve 
Force. 

Enrolled :  Detroit,  Mich.,  June  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Marie  Lahym,  777  Woodward  Avenue,  Detroit,  Mich. 
Lail,   George,    machinist's    mate,   second   class,    United   States  Naval    Reserve 
Force. 

Enrolled:  Raleigh,  N.  C,  July  IS,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  6,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Lee  Lail,  Conover,  N.  C. 
Lalone,  Claudius  Andrew,  seaman,  second  class,  United  States  Navy. 

Enlisted  :  Minneapolis,  Minn.,  September  8,  1916. 

Died :  Naval  hospital,  New  York,  N.  Y.,  June  14,  1917. 

Cause :  Diphtheria. 

Next  of  kin :  Mother,  Sarah  L.  Jacobson,  107  East  Seventh  Street,  Devils 
Lake,  N.  Dak. 
Lamb,  Aubrey  L.,  boilermaker,  United  States  Naval  Reserve  Force. 

Enrolled :  Collier  Cyclops,  May  19,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  191S. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Father,  W.  R.  Lamb,  2014  Queen  Street,  Portsmouth,  Va. 
Lamb,  Harry  Everitt,  landsman  for  electrician   (R),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Peoria,  111.,  May  31,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Father,  Charles  A.  Lamb,  Star  Route,  Quincy,  111. 
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Lamb,  William  Kent,  seaman,  second  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  September  29,  1915. 

Died :  Naval  Station,  Mare  Island,  Calif.,  October  29,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Nellie  M.  Lamb,  Winnemucca,  Nev. 
Lambert,  Lofton  Grady,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  June  25,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  20,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Joshua  E.  Lambert,  R.  F.  D.  8,  box  2,  Jackson,  Tenn. 
Lambert,  Raymond  Edgak,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  St.  Louis,  Mo.,  July  11,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  17,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  James  A.  Lambert,  R.  F.  D.  1,  Faulkener,  Kans. 
Lambert,  Samuel  Taylor,  oiler,  United  States  Naval  Reserve  Force. 

Enrolled:  Philadelphia,  Pa.,  May  30,  1917. 

Died :  U.  S.  S.  Orizaba,  August  17,  1918. 

Cause :  Fracture. 

Next  of  kin:  Father,  W.  George  Lambert,  562  Fairview  Street,  Riverside, 
N.  J. 
Lamke,  Ervin  Henry,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Salt  Lake  City,  Utah,  July  19,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  7,  191S. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Albert  C.  Lamke,  Jordan,  Mont. 
Lamm,  Thomas  Busby,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Raleigh,  N.  O.  July  22,  1918. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  November  3,  1918. 

Cause:  Broncho  pneumonia. 

Next  of  kin :  Father,  Jesse  Lamm,  Wilson  Mills,  N.  C. 
Lammers,  John,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Milwaukee,  Wis.,  July  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  Garrett  Lammers,  Route  12,  Oostburg,  Wis. 
Lamont,  Edwin  Francis,  hospital  apprentice,  first  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Newport,  R.  L,  November  27,  1917. 

Died :  Naval  hospital,  New  London,  Conn.,  September  27,  1918. 

Cause:  Broncho  pneumonia. 

Next  of  kin :  Father,  John  E.  Lamont,  274  Orms  Street,  Providence,  R.  I. 
Lamport,  Nathan  Harry,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Great  Lakes,  111.,  April  23,  1918. 

Died :  Naval  air  station,  Paimboeuf,  France,  September  3,  1918. 

Cause:  Fractured  skull. 

Next  of  kin :  Mother,  Ethel  Lamport,  990  John  R.  Street,  Detroit,  Mich. 
Lancaster,  Aubrey,  apprentice  seaman,  United  States  Navy. 
Enlisted :  Oklahoma  City,  Okla.,  November  16,  1917. 
Died:  Naval  hospital,  Great  Lakes,  111.,  December  14,  1917. 
Cause :  Cerebrospinal  fever. 
Next  of  kin :  Mother,  Cyntha  Lancaster,  Lampasas,  Tex. 
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Lancaster,  William  Elton,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Peoria,  111.,  November  22,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  February  11,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Henry  Lancaster,  R.  R.  3,  Macon,  111. 
Land,  Roy  Adam,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  November  27,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C,  January  29,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Mother,  Viola  Land,  Juniata,  Nebr. 
Landall,  Harry,  quartermaster,  first  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  February  26,  1915. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  John  Landall,  Ault,  Colo. 
Landgren,  George  A.,  quartermaster,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  U.  S.  S.  Cyclops,  May  16,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Mother,  Clara  Landgren,  5216  Wayne  Avenue,  Chicago,  111. 
Landon,  George  Joseph,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  April,  23,  1917. 

Died :  Naval  hospital,  Key  West,  Fla.,  October  22,  1918. 

Cause :  Pneumonia  lobar. 

Next  of  kin :  Mother,  Kate  Landon,  box  52,  Hugo,  Colo. 
Landrigan,  Peter  Aloysius,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  July  29,  1918. 

Died :  Boston,  Mass.,  September  18,  1918. 

Cause :  Broncho  pneumonia. 

Next  of  kin :  Sister,  Agnes  Chalmers,  Hamilton  Street,  Dorchester,  Mass. 
Landry,  Simon  Clifford,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  June  10,  1918. 

Died :  At  home,  September  19,  1918. 

Cause :  Broncho  pneumonia. 

Next  of  kin :  Father,  Alfred  J.  Landry,  125  Grant  Avenue,  Medford,  Mass. 
Landry,  Whitney  Coltjmblts,  fireman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  New  Orleans,  La.,  February  27,  1917. 

Died:  Naval  hospital,  New  Orleans,  La.,   January  30,   1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Oceana  D.  Landry,  Houma,  La. 
Landstrom,  Stanley  Ervin,  electrician,  second  class  (G),  United  States  Naval 
Reserve  Force. 

Enrolled :  San  Jose,  Calif.,  December  14,  1917. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  17,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Hannah  Landstrom,  322  Gifford  Avenue,  San  Jose, 
Calif. 
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Lane,  Albert,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  December  15,  1917. 

Died :  U.  S.  S.  El  Oriente,  October  14,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Thomas  H.  Lane,  Logan,  Okla. 
Lane,  Albert  Melvin,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  June  21,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  4,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Marie  Lane,  Decorah,  Iowa. 
Lane,   Henry   Edward,   seaman,   second   class,  United   States   Naval   Reserve 
Force. 

Enrolled :  Boston,  Mass..  April  16,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,   September  16,  1918. 

Cause :   Pneumonia,  broncho. 

Next  of  kin :  Father,  John  H.  Lane,  73  George  Street.   Roxbury,  Mass. 
Lane,  Luther,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Louisville,  Ky.,  July  12,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Barzil  Lane,  Eckerty,  Ind. 
Lane,  Rollie,  fireman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled  :  Louisville,  Ky.,  July  7,  1918. 

Died :  U.  S.  S.  Mercy,  October  5,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  LaFayette  W.  Lane,  Wickliffe,  Ky. 
Lane,  Willis  Linwood,  gunner's  mate,  third  class,  United  States  Naval  Re- 
serve Force. 

Enrolled  :  Bath,  Me.,  April  25,  1917. 

Died :  Montclair,  N.  J.,  September  26,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Edna  Lane,  general  delivery,  Richmond,  Me. 
Lang,  Gottfried,  Jr.,  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  April  27,  1917. 

Died  :  U.  S.  S.  Apache,  September  2,  1917. 

Cause :  Drowned. 

Next  of  kin :  Brother,  Albert  Lang,  47  Whitehall  Street,  New  York,  N.  Y. 
Lang,  Harold  Holden,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  November  9,  1914. 

Died :  Naval  hospital,  Canacao,  P.  I.,  July  25,  1917. 

Cause :  Burns. 

Next  of  kin :  Mother,  Fannie  Witherall,  Dorchester,  Mass. 
Lang,  Harry  Alford,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Los  Angeles,  Calif.,  June  18,  1917. 

Died:   Naval  hospital,  Mare  Island,  Calif.,   October  22,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :   Mother,  Mrs.  Gertrude  De  Blin,  5757  Mirada  Avenue,  Los 
Angeles,  Calif. 
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Langan,  Harry,   quartermaster,  second  class    (A),  United   States  Naval  Re- 
serve Force. 

Enrolled :  Brooklyn,  N.  Y.,  March  13,  1918. 

Died :  Naval  operating  base,  Hampton  Roads,  Va.,  October  22,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Henrietta  Langan,  127  Stuyvesant  Avenue,  Brook- 
lyn, N.  Y. 
Langdon,  Clyde  Calton,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  May  14,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  28,  191S. 

Cause :  Influenza. 

Next  of  kin :  Father,  Salem  W.  Langdoc,  Momence,  111. 
Langdon,  Francis  Elliott,  electrician,  third  class   (R),  United  States  Navy. 

Enlisted:  Boston,  Mass.,  March  1,  1917. 

Died :  Naval  air  station,  Miami,  Fla.,  March  18,  1918. 

Cause :  Seaplane  accident. 

Next  of  kin:  Mother,  Mary  Langdon,  94  Brook  Avenue,  Roxbury,  Mass. 
Langdon,  William  C,  chief  yeoman,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  October  17,  1915. 

Died :  Liverpool,  England,  October  11,  1918.    Attached  to  U.  S.  S.  Wyoming. 

Cause:  Heart  failure. 

Next  of  kin :  Sister,  Floy  I.  Erambert,  Fayetteville,  N.  C. 
Langlatz,  Charles  Edward,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  July  10,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  November  23,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Rosa  Langlatz,  Caldwell,  Tex. 
Langley,  Hugh  John,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  April  10,  1918. 

Died :  At  home,  October  10,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mary  E.  Langley,  655  Eighty-fourth  Street,  Brooklyn, 
N.  Y. 
Langley,  John  Thomas,  cook,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Brooklyn,  N.  Y.,  December  6,  1917. 

Died :  New  York,  N.  Y.,  March  20,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  Langley,  196  Van  Alst  Avenue.,  Brooklyn,  N.  Y. 
Langley.  Lyndon   Earl,  seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enrolled :  Parkersburg,  W.  Va.,  June  17,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  1,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  William  Langley,  Prestonburg,  Ky. 
Langlois,  Roy  Nelson,  musician,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Great  Lakes,  111..  May  3,  1918. 

Died  :  Naval  hospital,  naval  base,  Virginia,  October  18,  1918. 

Cause:  Pneumonia. 

Next  of  kin :     Mother,  Lydia  Langlois,  1079  N.  Schuyler  Avenue,  Kanka- 
kee, 111. 
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Langston,  John  Reubin,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  December  13,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  29,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Annie  Langston,  West  Point,  Tex. 
Langton,  George  Martin,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  April  30,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  July  8,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  George  H.  Langton,  Monroe  Hotel,  Portsmouth,  Va. 
Lanier,  Ernest  Le  Roy,  landsman  for  electrician    (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  Little  Rock,  Ark.,  April  23,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  R.  O.  Pickins,  Southwest  City,  Mo. 
Lanier,  William  Isaac,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  April  25,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  February  21,  1918. 

Cause :  Pleurisy. 

Next  of  kin :  Mother,  Jennie  Lanier,  Madison,  Tenn. 
Lanigan,  John  Lawrence,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  July  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mary  J.  Lanigan,  628  South  Valley  Street,  Kansas 
City,  Kaus. 
Lankford,  Wallace  Rollens,  shipfitter,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Raleigh,  N.  C,  May  22,  1918. 

Died :  U.  S.  S.  Bridgeport,  October  13,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Father,  John  W.  Lankford,  Tryon,  N.  C. 
Lanski,  William  George,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Detroit,  Mich.,  July  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  HI.,  September  24,  191S. 

Cause : Influenza. 

Next  of  kin :  Mother,  Susie  Lanski,  1444  Hamilton  Avenue,  Grand  Rapids, 
Mich. 
Lanthier,  Lawrence  Joseph,  fireman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Hollister,  Calif.,  August  2,  1917. 

Died :  Section  base,  St.  Augustine,  Fla.,  October  13,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Brother,  Charles  Lanthier,  124  Sally  Street,  Hollister,  Calif. 
Lantz,  Perry  Eugene,  landsman  for  quartermaster   (A),  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  January  18,  1918. 

Died :  Naval  Training  Camp,  San  Diego,  Calif.,  March  8,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Mother,  Clara  L.  Lantz,  Sunnyside,  Wash. 
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La  Pointe,  Wilfred  A.,  electrician,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Newport,  R.  I.,  December  7,  1917. 

Died :  Naval  hospital,  Newport,  R.  L,  January  20,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  La  Pointe,  11  Silver  Street,  Greenfield,  Mass. 
Lapwokth,  Royal  Henry,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  June  25,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Effie  E.  Lapworth,  Nowata,  Okla. 
La  Racco,  Frank,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  June  7,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  25, 1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Thomas  La  Racco,  1820  Spencer  Place,  Mamaroneck, 
N.  Y. 
Larochelle,  Ernest  Anthony,  electrician,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  New  Haven,  Conn.,  May  17,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  June  9,  1918. 

Cause :  Valvular  disease,  chronic  pulmonary. 

Next  of  kin :  Father,  Ambrose  Larochelle,  110  Court  Street,  Meriden,  Conn. 
La  Rose,  John  Benjamin,  baker,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Albany,  N.  Y.,  July  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Wife,  Genevieve  M.  La  Rose,  600  West  One  hundred  and  sixty- 
ninth  Street,  New  York,  N.  Y. 
Larrabee,  Jesse  Lorenzo,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  April  25,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  March  25,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Thomas  Larrabee,  1346  South  Tenth  East,  Salt  Lake 
City,  Utah. 
Larrick,  Louis  Lloyd,  chief  storekeeper,  United  States  Naval  Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  May  14,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Seywood  Larrick,  Lenora,  Kans. 
Larsen,  Edward  Andrew,  apprentice  seaman,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  November  13,  1917. 

Died:  Naval  training  camp,  San  Diego,  Calif.,  January  9,  1918. 

Cause :  Bronco-pneumonia. 

Next  of  kin :  Mother,  Kirsten  Larsen,  Lomis,  Calif. 
Larsen,  Harold  Kristian,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  June  4,  1918. 

Died :  Willard  Parker  Hospital,  N.  Y.,  October  31,  1918. 
Cause :  Brocho-pneumonia. 

Next  of  kin :  Father,  Anton  Larsen,  R.  F.  D.  1,  Box  35,  Nekoosa,  Wis. 
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Larsen,  Harry  Ingvald,  chief  turret  captain,  United  States  Navy. 
Enlisted  :  Newport,  R.  I.,  August  28,  1916. 
Died :  Receiving  ship  at  New  York,  September  11,  1917. 
Cause :  Killed  in  auto  accident. 

Next  of  kin :  Father,  Andrew  Larsen,  No.  4  Frederick  Sverns  View,  Lar- 
vick,  Norway. 

Larsen,   Orvill  Harry,   seaman,   second  class,   United   States  Naval  Reserve 
Force. 

Enrolled :  Salt  Lake  City,  Utah,  June  29,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  19,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Father,  Lars  H.  Larsen,  Brigham  City,  Utah. 
Larson,  Elmer,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Madison,  Wis.,  December  17,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  31,  1918. 

Cause:  Brocho-pneumonia. 

Next  of  kin :  Mother.  Lizzie  Larsen,  Deerfield,  Wis.,  R.  F.  D.  2. 
Larson,   Elmer  Martin,  seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enrolled:  Kansas  City,  Mo.,  July  5,  1918. 

Died :  U.  S.  S.  Solace,  October  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Gilbert  Larson,  Everest,  Kans. 
Larson,  Wallace  Elmer,  seaman,  United  States  Navy. 

Enlisted :  Chicago,  111.,  April  5,  1918. 

Died :  U.  S.  S.  New  Hampshire,  November  11,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Father,  Charles  L.  Larson,  4737  North  Maplewood  Avenue, 
Chicago,  111. 
LaRue,  Hobart  Paul,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  April  19,  1917. 

Died :  Brooklyn,  N.  Y.,  August  27,  1918. 

Cause:  Struck  by  a  train. 

Next  of  kin :  Father,  George  W.  LaRue,  Braymer,  Mo. 
Lary,  Ralph  Porch,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Pittsburgh,  Pa.,  May  15,  1917. 

Died:  Naval  hospital,  Cape  May,  N.  J.,  January  16,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  L.  Lary,  477  Venange  Street,  Mercer,  Pa. 
Laskon,  William  Frank,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  December  7,  1915. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Father,  William  Laskon,  1426  Atlantic  Avenue,  Camden,  N.  J. 
Laskowsky,  Felix,  quartermaster,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Dallas,  Tex.,  June  4,  1917. 

Died :  U.  S.  S.  Buck,  April  11,  1918. 

Cause :  Fractured  skull. 

Next  of  kin :  Mother,  Mrs.  Lenora  Petters,  617  Second  Street,  Dallas,  Tex. 
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Lasoff,  Samuel,  yeoman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  December  15,  1917. 

Died :  U.  S.  S.  Triton,  January  31,  1918. 

Cause :  Dilatation  of  the  heart. 

Next  of  kin :  Mother,  Eva  Lasoff,  27  Sylvia  Street,  Lexington,  Mass. 
Latham,  Lacy  Wilbur,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Birmingham,  Ala.,  June  24,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  29,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  Latham,  Greenpond,  Ala. 
Lathrop,  Frank  LeRoy,  painter,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Great  Lakes,  111.,  June  5,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  October  7,  1918. 

Cause:  Pneumonia,  lobar. 

Next   of   kin:  Wife,   Mildred   M.   Lathrop,   3611   West   Ohio   Street,   Chi- 
cago, 111. 
Latimer,  Leon  Leonard,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  June  29,  1916. 

Died :  U.  S.  S.  Marietta,  October  15,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Evota  M.  Latimer,  Neoga,  111. 
Latimer,  Oscar,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :   Houston,  Tex.,  June  4,  1918. 

Died:   Naval  Hospital,  Great  Lakes,  111.,  September  23,  191S. 

Cause :   Influenza. 

Next  of  kin :  Mother,  Jennie  Latimer,  2102  Hardy  Street,  Houston,  Tex. 
Latimer,  Walter  Allen,  seaman,  second  class,  United  States  Navy. 

Enlisted  :   Boston,  Mass.,  November  30.  1917. 

Died :   Naval  Hospital,  New  York,  N.  Y.,  May  3,  1918. 

Cause :   Pleurisy,  suppurative. 

Next  of  kin :    Father,  George  F.  Latimer,  54  Partridge  Avenue,  Somerville, 
Mass. 
Laughey,  Joseph  Linwood,  seaman,  United  States  Navy. 

Enlisted  :   Minneapolis,  Minn.,  April  16,  1917. 

Died :   U.  S.  S.  Culgoa,  September  29,  1917. 

Cause :   Killed  while  launching  motor  sailer. 

Next  of  kin  :  Mother,  Anna  Laughey,  Beaudette,  Minn. 
Laughlin,  James  Edward,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:   Des  Moines,  Iowa,  June  4,  1918. 

Died  :  Naval  training  camp,  Seattle,  Wash.,  October  8,  1918. 

Cause :   Pneumonia. 

Next  of  kin  :  Mother,  Mary  Laughlin,  St.  Charles,  Iowa. 
Laughlin,  Michael  Bryan,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :   Louisville,  Ky.,  July  5,  191S. 

Died :  Naval  hospital,  League  Island,  Pa.,  September  21,  1918. 

Cause :    Influenza. 

Next  of  kin :  Mother,  Lucy  Laughlin,  R.  F.  D.  No.  3,  Carlisle,  Ky. 
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Laurence,  Andrew,  seaman,  second  class.  United  States  Navy. 
Enlisted:   Scranton,  Pa.,  April  12,  1917. 
Died  :    Steamship  Matans,  July  31,  1917. 

Cause :  Drowned  when  vessel  was  sunk  by  German  submarine. 
Next  of  kin :    Mother,  Bertha  Laurence,  25  Hughes  Street,  Kingston  Sta- 
tion, Pa. 
Latjbia,  Jerry,  fireman,  second  class,  United  States  Navy. 
Enlisted :   Newark,  N.  J.,  April  9,  1917. 
Died :  Naval  hospital,  New  York,  N.  Y.,  February  25,  1918. 
Cause:   Pneumonia,  lobar. 

Next  of  kin :   Father,  William  A.  Lauria,  297  Danford  Avenue,  Jersey  City, 
N.  J. 
Laven,  Harry,  yeoman,  third  class,  United  States  Navy. 
Enlisted  :  Chicago,  111.,  June  19,  1917. 

Died :   Naval  air  station,  Dunkirk,  France,  August  12,  1918. 
Cause :   Died  from  injuries  received  in  seaplane  accident. 
Next  of  kin  :  Brother,  Bernard  Laven,  10  South  La  Salle  Street,  Chicago/Ill. 
Laverty,  Samuel  Lewis.  Jr.,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled :   New  York,  N.  Y„  March  18,  1918. 

Died :  Willard  Parker  Hospital,  New  York,  N.  Y.,  September  28,  1918. 
Cause :   Pneumonia. 

Next  of  kin :   Father,  Samuel  Laverty,  119  Edgecomb  Avenue,  Bronx,  N.  Y. 
La  vie,  JosEm  Maurice,  electrician,  first  class  (G),  United  States  Navy. 
Enlisted:  Boston,  Mass.,  January  25,  1915. 
Died:  Naval  hospital,  Portsmouth,  Va..  October  14,  191S. 
Cause :  Pneumonia. 

Next  of  kin :  Father,  Philip  M.  Lavie,  160  Boylston  Street,  Jamaica  Plains, 
Mass. 
LaVoie,  Edward  Joseph,   seaman,  second  class,   United  States  Naval  Reserve 
Force. 
Enrolled :  Provinceton,  Mass.,  March  10,  1918. 
Died :  St.  Andrews  Hospital,  Boston.  Mass..  October  18,  1918. 
Cause:  Broncho-pneumonia. 

Next  of  kin :  Brother,  Frank  LaVoie,  20  North  Spooner  Street,  Plymouth, 
Mass. 
Lawler,   Joseph    James,   fireman,    third    class,   United    States  Naval   Reserve 
Force. 
Enrolled :  Chicago,  111.,  July  24,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 
Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mary  Lawler,  15815  Loomis  Street,  Harvey,  111. 
Lawrence,  Charles  Bassett,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 
Enrolled :  Cleveland,  Ohio,  May  11,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 
Cause :  Influenza. 

Next  of  kin:  Mother,  Nellie  G.  Lawrence,  419  North  Main  Street,  North 
Baltimore,  Ohio. 
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Lawrence,  Ernest  Edwin,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  New  Haven,  Conn.,  May  28,  1918. 

Died:  Naval  hospital,  Pelhain  Bay  Park,  N.  Y.,  October  10,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mary  A.  Lawrence,  37  McMullen  Avenue,  Wethers- 
field,  Mass. 
Lawrence,  Isaac  Nelson,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  Birmingham,  Ala.,  June  6,  1918. 
Died :  Naval  hospital,  naval  base,  Virginia,  October  19,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  John  I.  Lawrence,  Randolph,  Ala. 
Lawrence,  Oscar  Rufus,  fireman,  third  class,  United  States  Navy. 
Enlisted:  Omaha,  Nebr.,  December  13,  1917. 
Died :  Naval  hospital,  Great  Lakes,  111.,  January  26,  1918. 
Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mollie  Lawrence,  Cadiz,  Ky. 
Lawrence,  Raymond,  seaman,  United  States  Naval  Reserve  Force. 
Enrolled :  Boston,  Mass.,  April  16,  1917. 
Died :  Naval  hospital,  Chelsea,  Mass.,  September  13,  1918. 
Cause :  Influenza. 

Next    of    kin:  Mother,    Mrs.   Annabelle    Furber,    52    Brandstreet    Avenue, 
Beachmont,  Mass. 
Lawrence,  Pauline  Marie,   landsman   for  yeoman    (F),   United   States  Naval 
Reserve  Force. 
Enrolled :  Washington,  D.  C,  February  23,  1918. 
Died:  Navy  Yard,  Washington,  D.  C,  July  29,  1918. 
Cause:  Uraemic  convulsions. 

Next  of  kin :  Mother,  Delia  Dawkins,  234  Eleventh  Street  NE.,  Washington, 
D.  C 
Lawrence,  Richard  Shafter,  mess  attendant,  third  class,  United  States  Naval 
Reserve  Force. 
Enrolled :  Norfolk,  Va.,  October  29,  1917. 
Died :  U.  S.  S.  Maggie,  November  4,  1917. 
Cause :  Drowning. 

Next  of  kin :  Mother,  Lorene  Allen,  1123  Florida  Avenue,  Portsmouth,  Va. 
Lawrence,  Walter  Edward,  Jr.,  hospital  apprentice,  second  class,  United  States 
Navy. 
Enlisted:  New  Haven,  Conn.,  Mayl  13,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  July  16,  1918. 
Cause:  Cerebrospinal  fever. 

Next  of  kin:  Father,  Walter  E.  Lawrence,  sr.,  531   Cumberland   Street, 
Norfolk,  Va. 

Law  son,  Millard  Ernest,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  San  Francisco,  Calif.,  April  6,  1918. 

Died:  Stanford  University,  San  Francisco,  Calif.,  October  21,  1918. 
Cause:  Pneumonia. 
Next  of  kin :  Mother,  Mary  Lawson,  Boonville,  Calif. 
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Lay,  Lewis  Sterling,  fireman,  third  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  July  3,  1917. 

Died :  U.  S.  S.  Martha  Washington,  April  4,  191S. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Annie  Lay,  Lorenzo,  Tex. 
Laybukn,  Thomas,  engineman,  first  class,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  April  4,  1917. 

Died :  Naval  hospital,  Gibraltar,  October  30,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mary  Layburn,  628  Coney  Island  Avenue,  Brooklyn, 
N.  Y. 
Layman,  Andrew  Jule,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Milwaukee,  Wis.,  August  13,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  March  20,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  George  Layman,  route  27,  Bear  Creek,  Wis. 
Layne,   Harry  Norvell,  seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enrolled :  Richmond,  Va.,  June  4,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  6,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mrs.  P.  M.  Layne,  Bremo  Bluff,  Va. 
Leach,  Harold  Baynton,  boatswain's  mate,  first  class,  United   States  Naval 
Reserve  Force. 

Enrolled :  Newport,  R.  I.,  December  5,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  22,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mattie  M.  Leach,  100  Orange  Street,  Waltham,  Mass. 
Leach,  Rufus  Earl,  seaman,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  May  7,  1917. 

Died :  U.  S.  S.  Shaw,  October  9,  1918. 

Cause :  Lost  his  life  in  collision. 

Next  of  kin :  Father,  Arthur  Leach,  1G11  West  Second  Street,  Chester,  Pa. 
Leaden,  Robert  James,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  May  5,  1917. 

Died :  Naval  prison,  Portsmouth,  N.  H.,  December  28,  1917. 

Cause :  Pneumonia. 

Next  of  kin:  Sister,  Mary  F.  Leaden,  347  Barder  Street,  East  Boston, 
Mass. 
Leahan,  Edward  Henry,  landsman  for  electrician    (R),  United  States  Naval 
Reserve  Force. 

Enrolled:  Boston,  Mass.,  February  11,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  4.  1918. 

Cause :  Influenza. 

Next  of  kin :  Aunt,  Mary  Leahan,  40  East  Newton  Street,  Boston,  Mass. 
Leamon,    George    Berry,    apprentice    seaman,    United    States    Naval    Reserve 
Force. 

Enrolled :  Nashville,  Tenn.,  July  30,  1918. 

Died :  Submarine  station,  Los  Angeles,  Calif.,  October  10,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  John  T.  Leamon,  33  Highland  Avenue,  Chattanooga, 
Tenn. 
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Ijsary,  Feank  Evert,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Chicago,  111.,  August  13,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  November  14,  1917. 

Cause :  Ulcer  of  stomach. 

Next  of  kin :  Mother,  Elizabeth  M.  Leary,  5483  Dorchester  Avenue,  Chi- 
cago, 111. 
Leary,   Joseph   Dubiunon,  fireman,   first  class,  United   States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  February  11,  1918. 

Died :  Naval  hospital,  New  York,  N.  Y.,  September  22.  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Arthur  H.  Leary,  510  Howe  Street  Brunswick  Ga. 
Leary,  William  Anthony,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Mount  Vernon.  N.  Y.,  August  7,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  March  20,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Daniel  F.  Leary,  69  East  Ninety-fifth  Street,  New  York,  N.  Y. 
Leblond,  Alfred,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Portland,  Me.,  June  5,  1918. 

Died :  Naval  training  camp,  Bumkin  Island,  Mass.,  September  18,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Alphonsine  Leblond.  R.  F.  D.  7,  Auburn,  Me. 
Le  Compte,  Paxson,  chief  yeoman,  United  States  Navy. 

Enlisted :  Pensacola,  Fla.,  March  25,  1916. 

Died :  Naval  aeronautic  station,  Pensacola,  Fla.,  September  15,  1917. 

Cause :  Self4nflicted  gunshot  wound. 

Next  of  kin:  Wife,  Emma   Le  Compte,  1532   East  Berk   Street,   Philadel- 
phia, Pa. 
Ledi-oed,  Robert  Hayes,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Louisville,  Ky.,  July  2,  191S. 

Died:  Naval  Hospital,  Great  Lakes,  HI.,  October  2,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Rebecca  H.  Ledford,  Point  Lick,  Ky. 
LeDuc,  Lloyd  Ernest,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Chicago,  111.,  June  7,  1918. 

Died :  Naval  Reserve  School,  Chicago,  111.,  October  27,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  A.  C.  LeDuc,  Wolvin  Building,  Duluth,  Minn. 
Lee,  Burton  Monroe,  fireman,  first  class,  United  States  Navy. 

Enlisted:  New  Haven,  Conn.,  June  4.  1917. 

Died:  Naval  Hospital.  Brooklyn,  N.  Y.,  Juue  19,  191S. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  Wilson  Lee,  94  Union  Street,  Guilford,  Conn. 
Lee,  Ed  Robert,  landsman  for  yeoman.  United  States  Naval  Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  July  22,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father.  Samuel  N.  Lee,  1107  South  Orchard  Street,  Carthage, Mo. 
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Lee,  Elon,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  June  4,  1918. 

Died:  Naval  training  camp,  Seattle,  Wash.,  July  7,  1918. 

Cause :  Cerebrospinal  meningitis. 

Next  of  kin :  Father,  William  W.  Lee,  Greenfield,  111. 
Lee,  James  Henry,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  May  14,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  September  24,  1918. 

Cause :  Influenza.   • 

Next  of  kin :  Mother,  Agnos  Lee,  203  Second  Street,  Valley  Junction,  Iowa, 
Lee,  John  William  Artist,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  December  17,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  March  2,  1918. 

Cause :  Empyema. 

Next  of  kin :  Father,  Booker  Lee,  Blossoms,  Tex. 
Lee,  Randolph  Thomas,  seaman,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  May  15,  1917. 

Died :  Naval  air  station,  St.  Tro.ian,  France,  August  28,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Polly  Pundt,  Houston,  Tex. 
Lee,  Richard  Sytces,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted:  Burlington,  Vt,  December  6,  1916. 

Died:  Naval  hospital,  New  York,  N.  Y.,  August  19,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Elizabeth  Lee,  Dorset,  Vt. 
Lee,  Rorert  Harold,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  December  2,  1917. 

Died:  Naval  hospital.  Hampton  Roads,  Va.,  February  15,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Lottie  Lee,  409  East  Pine  Street,  Fitzgerald,  S.  O. 
Lee,  Selmer,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  December  13,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  April  29,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Father,  Olelle  Lee,  Gary,  Minn. 
Lee,  Selmer  Northon,  yeoman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  July  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  7,  1918. 

Cause : Influenza. 

Next  of  kin :  Mother,  Caroline  S.  Lee,  Hartland,  Minn. 
Lee,  Thomas  Vernon,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  19,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  John  T.  Lee,  1120  Fulton  Avenue,  Baltimore,  Md. 
Leedy,  Archie,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  December  14,  1915. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  battle  with  enemy  submarine. 

Next  of  kin :  Father,  Daniel  K.  Leedy,  23  Holiday  Street,  Newark,  Ohio. 


455 

Lees,  Spencer  Montgomery,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  Philadelphia,  Pa.,  April  6,  1917. 
Died :  Cape  May,  N.  J.,  October  27,  1918. 
Cause :  Died  of  wounds. 

Next  of  kin:  Aunt,  Mary  A.  Thomas,  3501  North  Twenty-second   Street, 
Philadelphia,  Pa. 
Leese,  Royal  Allen,  gunner's  mate,  iirst  class,  United  States  Navy.   ■ 
Enlisted :  San  Francisco,  Calif.,  March  23,  1915. 
Died :  U.  S.  S.  L-10,  January  24,  1918. 
Cause :  Fell  overboard  and  was  drowned. 
Next  of  kin :  Mother,  Mary  Leese,  Gettysburg,  Pa. 
LeFevre,  Kenneth,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enrolled :  Detroit,  Mich.,  July  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Rebecca  B.  LeFevre,  Blissfield,  Mich. 
Lefi'man,  Harry  Lee,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 
Enrolled :  Great  Lakes,  111.,  May  23,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Sarah  Agatstein,  811  Eastwood  Avenue,  Chicago,  I1L 
Legare,  Albert  Joseph,  apprentice  seaman,  United  States  Navy. 
Enlisted :  Salt  Lake  City,  Utah,  December  14,  1917. 
Died :  Naval  training  camp,  San  Diego,  Calif.,  May  25,  1918. 
Sause:  Pleurisy,  supperative. 

Next  of  kin :  Father,  Pierre  Legare,  Riverside,  Mont. 
Leighton,  Ellington,  chief  boatswain's  mate,  United  States  Navy. 
Enlisted :  Boston,  Mass.,  January  13,  1908. 
Died :  Charlestown,  Mass.,  October  21,  1918. 
Cause :  Killed  by  train. 

Next  of  kin :  Wife,  Nellie  Leighton,  Mellbridge,  Me. 
Leitz,  Otto  Ellen,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enrolled:  El  Paso,  Tex.,  May  22,  1918. 
Died :  New  Orleans,  La.,  November  4,  1918. 
Cause:  Accidentally  killed. 

Next  of  kin:  Sister,  Mrs.  Belle  L.  Davis,  3439  West  Forty-fourth  Street, 
Denver,  Colo. 
Leiva,  Francis  Randolph,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  San  Pedro,  Calif.,  March  18,  1918. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  10,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Mother,  Amanda  Kelliher  Burhey,  205  North  St.  Andrews 
Place,  Los  Angeles,  Calif. 
Lem,  Yee,  Cabin  steward,  United  States  Navy. 
Enlisted :  San  Diego,  Calif.,  March  26,  1917. 
Died :  U.  S.  S.  Rochester,  September  27,  1918. 
Cause :  Pneumonia. 
Next  of  kin :  Wife,  One  Shee,  Sin  Ning,  Canton,  China. 
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Le  Master,  Vyrl,  landsman  for  electrician  (R),  United  State  Navy. 
Enlisted :  Peoria,  111.,  July  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 
Cause :  Influenza. 

Next  of  kin:  Father,  Charley  E.  Le  Master,  2120  North  Jefferson  Street, 
Peoria,  111. 
Le  Mieux,  Arthur  John,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  Milwaukee,  Wis.,  June  11,  1918. 
Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  10,  1918. 
Cause:  Influenza. 

Next  of  kin:  Mother,  Mary  Le  Mieux,  720  South  Jefferson  Street,  Green 
Bay,  Wis. 
Lemmerhirt,  Walter  Carl,  carpenter's  mate,  third  class,  United  States  Naval 
Reserve  Force. 
Enrolled :  Great  Lakes,  111.,  June  27.  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  11,  1918. 
Cause: Influenza. 

Next  of  kin :  Mother,  Helen  Lemmerhirt,  R.  R.  No.  20,  Burlington,  Wis. 
Lennon,  Graydon  Vaughn,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 
Enrolled:  Pamlico,  N.  C,  April  26,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  3,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  W.  P.  Lennon,  Manteo,  N.  C. 
Lennon,  John  Joseph,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enrolled :  New  York,  N.  Y.,  July  20,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  14,  191S. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  James  Lennon,  331  Sackett  Street,  Brooklyn,  N.  Y. 
Lennon.  John  Thomas,  apprentice  seaman,  United  States  Navy. 
Enlisted:  Newark,  N.  J.,  January  10,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  March  3,  1918. 
Cause :  Psychoses,  manic  depressive. 

Next  of  kin:  Grandfather,  John  Lennon,  28  Parker  Street,  Yonkers,  N.  Y. 
Lennon,  William  Ernest,  seaman,  United  States  Navy. 
Enlisted:  Boston,  Mass.,  October  1,  1917. 
Died :  Steamship  Florence  H.,  April  17,  191S. 
Cause:  Lost  life  in  explosion  on  board  ship. 

Next  of  kin :  Father,  William  H.  Lennon,  300  Quincy  Avenue,  East  Brain- 
tree,  Mass. 
Lennox,  Chester  Smithwick,  coxswain,  United  States  Naval  Reserve  Force. 
Enrolled :  New  York,  N.  Y.,  July  18,  191S. 

Died:  Naval  hospital,  Pelham  Bay  Park.  N.  Y.,  October  14,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Elizabeth  Lennox,  628  Sterling  Place,  Brooklyn,  N.  Y. 
Lentz,  Herbert  Paul,  fireman,  second  class,  United  States  Navy. 
Enlisted:  Allentown,  Pa.,  July  1,  1916. 
Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 
Cause:  Killed  in  action  with  enemy  submarine. 

Next  of  kin:  Mother,   Lizzy   A.   Lentz,  426  North   Fulton   Street,   Allen- 
town,  Pa. 
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Lentz,  Ira  Burton,  commissary  steward,  United  States  Navy. 

Enlisted :  Chicago,  111.,  February  4,  1915. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Uncle,  Silas  Grosh,  G31S  Green  Street,  Chicago,  111. 
Leonard,   Norman   Hoyt,   landsman  for  quartermaster,   United   States  Naval 
Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  August  7,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  October  3,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Marion  Leonard,  260  Highland  Avenue,  Landsdowne,  Pa. 
Leonard,  Robert  Henry,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Richmond,  Va.,  July  15,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  October  7,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Ella  P.  Leonard,  Talbotton,  Ga. 
Leonard,  Roscoe  Conklin,  coxswain,  United  States  Naval  Reserve  Force. 

Enrolled:  Baltimore,  Md.,  July  14,  1917. 

Died:  U.  S.  S.  Lalcemoor,  April  11,  1918. 

Cause:  Died  when  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Mollie  V.  Leonard,  22  High  Street,  Cambridge,  Md. 
Leonhardt,  Frederick  Martin,  seaman,  United  States  Navy. 

Enlisted:  Brooklyn,  N.  Y.,  November  28,  1916. 

Died :  Navy  Base  Hospital  No.  5,  Brest,  Fiance,  July  4,  1918. 

Cause :  Cerebrospinal  fever. 

Next  o f  kin :  Brother,  Charles  Leonhardt,  599  Ninety-second  street,  Brook- 
lyn, N.  Y. 
LEQnx,  Maurice  Lentilhon,  yeoman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Newport,  R.  I.,  June  27,  1917. 

Died:  U.  S.  S.  Leviathan,  October  12,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  L.   Lequin,  55  Chestnut  Street,  East  Orange, 
N.  J. 
Leser,  Paul  Bezella,  seaman,  second  >-iass,  United  States  Naval  Reserve  Force. 

Enrolled :  Cleveland,  Ohio,  June  4,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  April  16,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Fred  L.  Leser,  Brecksville,  Ohio. 
Leupold,  Theodore  Philip,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Philadelphia,  Pa.,  July  23,  1918. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  October  11,  1918. 

Cause :  Influenza. 

Next  of  kin:  Wife,  Mabel  C.  Leupold,  3902  North  Percy  Street,  Philadel- 
phia, Pa. 
Levenson,  Meyer  Altman,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  New  York,  N.  Y.,  .Time  11,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  13,  191S. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Jacob  Levenson,  320  First  Avenue,  New  York,  N.  Y. 
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Leyerton,  Charles  Henry,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Peoria,  111.,  July  31,  1918. 

Died:  U.  S.  S.  Solace,  October  11,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mattie  C.  Leverton,  Cooperstown,  111. 
Levi,  Edwin  Roy,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Milwaukee,  Wis.,  July  26,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111. ..September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Elizabeth  A.  Levi,  Glenwood  City,  Wis. 
Levy,  Abraham,  seaman,  second  class,  United  States  Naval  Reserve  For.e. 

Enrolled:  Staten  Island,  N.  Y.,  June  7,  1917. 

Died :  U.  S.  S.  President  Lincoln,  October  1,  1917. 

Cause :  Accidentally  killed. 

Next   of   kin:  Father,    Joseph   Levy,    11G6   Castleton   Avenue,   West   New 
Brighton,  N.  Y. 
Levy,  Henry,  yeoman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Scranton,  Pa.,  May  2,  1917. 

Died :  Section  base,  Cape  May,  N.  J.,  June  11,  1918. 

Cause:  Drowning. 

Next  of  kin:  Mother,  Mrs.  Rica  Levy,  520  Pine  Street,  Scranton,  Pa. 
Levy,  William  Abraham,  landsman  for  electrician   (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  Boston,  Mass.,  April  5,  191S. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Annie  Levy,  85  Trowbridge  Street,  Cambridge,  Mass. 
Lewandowski,  Stephen  William,  seaman,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Indianapolis,  Ind.,  June  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Stella  F.  Lewandowski,  1309  Linden  Avenue,  South 
Bend,  Ind. 
Lewis,  Abram,  chief  commissary  steward,  United  States  Naval  Reserve  Force, 

Enrolled:  Baltimore,  Md.,  April  19,  1918. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Rebecca  Lewis,  163  East  One  hundred  and  twelfth 
Street,  New  York,  N.  Y. 
Lewis,  Arthur  Ransdei.l,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Peoria,  111.,  April  27,  1918. 

Died :  Bay  City,  Mich.,  October  2,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Frederick  A.  Lewis,  800  Center  Avenue,  Bay  City, 
Mich. 
Lewis,  Earl  Ray,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  December  12,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  October  29,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Giles  Lewis,  Box  142,  Mylo,  N.  Dak. 
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Lewis,  Elmer  Clyde,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  June  22,  1918. 

Died :  Naval  hospital,  League  Island,  Pa.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Eunice  II.  Lewis,  Farmington,  Mo. 
Lewis,  Gaylokd  Judde,  fireman,  third  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  April  19,  1917. 

Died :  Naval  hospital,  Pensacola,  Fla.,  June  7,  1917. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Ida  Lewis,  Weitchper,  Calif. 
Lewis,  Lester  Roy,  yeoman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Chicago,  111.,  July  8,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  George  Lewis,  TOO  West  Jackson  Boulevard,  Chicago, 
111. 
Lewis,   McKinley   Royal,   apprentice   seaman,   United    States   Naval   Reserve 
Force. 

Enrolled :  Kane,  Pa.,  June  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Margaret  C.  Lewis,  R.  F.  D.  2,  Box  83,  Shippensville, 
Pa. 
Lewis,  Milton  Leon,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Rochester,  N.  Y.,  February  6,  1917. 

Died :  Steamship  Asimina,  January  2S,  1918. 

Cause :  Drowning. 

Next  of  kin :  Mother,  Jennie  T.  Lewis,  32  Bond  Street,  Rochester,  N.  Y. 
Lewis,  Niles  Oliver,  fireman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  June  26,  1917. 

Died :  U.  S.  S.  Sagadahoc,  September  5,  1918. 

Cause :  Endocarditis,  chronic. 

Next  of  kin :  Father,  Arthur  P.  Lewis,  372  Beacon  Street,  Somerville,  Mass. 
Lewis,  Rorert  Dale,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Kansas  City,  Mo.,  July  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Jessie  W.  Lewis,  Sedan,  Kans. 
Lewis,  Robert  Franklin,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Little  Rock,  Ark.,  December  13,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  26,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Dr.  J.  F.  Lewis,  Marianna,  Ark. 
Lewis,  William,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Easton,  Pa.,  June  21,  1917. 

Died:  U.  S.  S.  Rappahanoclc,  April  29,  1918. 

Cause:  Killed  by  accident. 

Next  of  kin :  Father,  Thomas  A.  Lewis,  1058  Wilkes-Barre  Street,  Easton, 
Pa. 
Ley,  Herman  Henry,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted  :  Fortress  Monroe,  Va.,  January  30,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Mrs.  F.  M.  Ley,  2712  Genesee  Street,  Trenton,  N.  J. 
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Licht,  Fokrest  Dick,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  January  20,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  15,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Laura  E.  Licht,  Orting,  Wash. 
Lickiss,  Lloyd  Roscoe.  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  August  7,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  2,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Lulu  M.  Lickiss,  4056  Cleveland  Avenue,  St.  Louis,  Mo. 
Lied,  Jacob,  ship's  cook,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  New  York,  N.  Y.,  September  4,  1917. 

Died:  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause:  Died  when  vessel  was  sunk  by  enemy  submarine. 

Next  of  kin :  Sister,  Louisa  Hente,  68  Columbus  Avenue,  New  York,  N.  Y. 
Lightenhome,  Charles  Corn,  Jr.,  coxswain,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  January  16,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin  :  Father.  Charles  C.  Lightenhome,  4845  Drake  Avenue,  Chi- 
cago, 111. 
Lightfoot,   Edward   Valentine,   seaman,   second   class,    United   States   Naval 
Reserve  Force. 

Enrolled :  Richmond,  Va.,  May  29,  1918. 

Died:  Naval  hospital,  naval  base,  Virginia,  October  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother.  Lucie  E.  Lightfoot,  Locust  Dale,  Va. 
Ligon,  Claude  G.,  musician,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  May  28,  1918. 

Died:  Naval  hospital.  League  Island,  Philodelphia,  Pa.,  September  23.  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Julia  B.  Ligon,  Pryor,  Okla. 
Liles,  George  Louis,  machinist's  mate,  second  class    (A),  United  States  Naval 
Reserve  Force. 

Enrolled :  Denver,  Colo.,  July  13,  1918. 

Died :  Naval  hospital,  Gulfport.  Miss..  October  13,  1918. 

Cause :  Influenza. 

Next  of  kin:  Wife,  Ethel  L.  Liles,  Fifteenth  and  Arapaho  Streets,  Denver, 
Colo. 
Llles,  Sam  Calvin,  seaman,  United  States  Navy.' 

Enlisted :  Nashville,  Tenn.,  December  13,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  January  19,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Sam  Liles,  Loaxahoma,  Miss. 
Liljgren,  Karl  Adolphus,  seaman,  second  class,  United  States  Navy. 

Enlisted :  U.  S.  S.  Georgia,  Boston,  Mass.,  March  30,  1917. 

Died :  U.  S.  S.  Solace,  November  4,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :   Mother,  Jessie  Liljgren,  48   Houghton   Street,   West  Lynn, 
Mass. 
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Lillegard,  Akent  Benjamin,  carpenter's  mate,  third  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  June  1,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  March  14,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Mandius  Lillegard,  Keldron,  S.  Dak. 
Lillegard,  Elmer  Hedean,  chief  electrician   (R),  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  February  12,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  22,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Peter  J.  Lillegard,  R.  F.  D.  5,  box  65,  Hillsboro,  Oreg. 
Lilley,  Robert  Greenleaf,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Raleigh,  N.  C,  May  22,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  June  8,  1918. 

Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Sister,  Mrs.  Sallie  Rodgerson,  Williamston,  N.  C. 
Lillich,  John  Edgar,  pharmacist's  mate,  third  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Philadelphia,  Pa.,  May  29,  1918. 

Died :  York,  Pa.,  October  4,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  Lillich,  205  North  West  Street,  York,  Pa. 
Limbaugh,  Hobart  F.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Kansas  City,  Mo.,  July  15,  191S. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  September  23,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Frances  A.  Limbaugh,  Rinehart,  Mo. 
Lincoln,  Charles,  Jr.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Providence,  R.  I.,  May  4,  1917. 

Died :  Gallops  Island,  Boston,  Mass.,  September  28,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Delia  Lincoln,  West  Shore  Road,  Conimicut,  R.  I. 
Lincoln,  Herl  Frederick,  quartermaster,  second  class  (A),  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  June  27,  1917. 

Died:  Naval  hospital,  Puget  Sound,  Wash.,  September  25,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Elinor  A.  Lincoln,  Medina,  Wash. 
Lind,  Carl  William  Harold,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enrolled :  Chicago,  111.,  July  19,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Charles  S.  Lind,  415  Morgan  Street,  Elgin,  111. 
Lind,  Edward  Phillip,  seaman,  second  class,  United  States  Navy- 
Enlisted  :  Boston,  Mass.,  December  3,  1917. 

Died:  Boston,  Mass.,  January  22,  1918. 

Cause :  Delirium. 

Next  of  kin :  Father,  Andred  Lind,  45  Merrifield  Street,  Worcester,  Mass. 
Lindauer,  Wilbur  Edward,  seaman  second  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  20,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  July  28,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  Godred  J.  Lindauer,  3409  Piedmont  Avenue,  Balti- 
more, Md. 
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Lindberg,   Feed  William,   painter,   third  class.   United   States  Naval    Reserve 
Force. 

Enrolled :  Chicago,  111.,  May  13,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  4,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mrs.  Augusta  A.  Lindberg,  367  East  One  hundred  and  seven- 
teenth Street,  Chicago,  111. 
Linder,  William  Lee,  coxswain,  United  States  Naval  Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  December  20,  1916. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  27,  1918. 

Cause:  Nephritis,  acute. 

Next  of  kin :  Mother,  Henriette  Linder,  510  Stell  Street,  Conway,  Ark. 
Lindley,  Vernon  Allen,  coxswain,  United  States  Naval  Reserve  Force. 

Enrolled :  El  Paso,  Tex.,  July  10,  1918. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  15,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  Lindley,  Hopkinsville,  Ky. 
Lindquist,  Ralph  Gibson,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Peoria,  111.,  June  13,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Father,  O.  A.  Lindquist,  3621  North  Moore  Street,  Peoria,  111. 
Lindsay,  Frank  Stutvesant,  yeoman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  New  York,  N.  Y.,  June  6,  1917. 

Died :  New  York,  N.  Y.,  March  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Sarah  S.  Lindsay,  135  Essex  Street,  Brooklyn,  N.  Y. 
Lindsey,  John,  chief  boatswain's  mate,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  April  26,  1916. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  March  13,  1918. 

Cause:  Tuberculosis. 

Next  of  kin:  Wife,  Mrs.  J.  Lindsey,  3260  Kensington  Avenue,  Philadel- 
phia, Pa. 
Lindsey,  Luther  Maetin,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Louisville,  Ky.,  July  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Sue  W.  Lindsey,  Sebree,  Ky. 
Lindstrom,  Robebt,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Los  Angeles,  Calif.,  May  15,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  13,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Lambert  Lindstrom,  1820  Capitol  Place,  St.  Paul, 
Minn. 
Lineberger,  James  Jenkins,  chief  water  tender,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  December  16,  1914. 

Died :  U.  S.  A.  C.  T.  Ticondcroya,  September  30,  1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Mother,  Fannie  Lineberger,  Mount  Holly,  N.  C. 
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Ling,  Sho,  wardroom  steward,  United  States  Navy. 

Enlisted :  U.  S.  S.  Brooklyn,  Shanghai,  China,  Decemher  9,  1916. 

Died :  Naval  hospital,  Yokohama,  Japan,  August  13,  1918. 

Cause:  Carcinoma. 

Next  of  kin :  Wife,  Lita  Ling,  Agana,  Guam. 
Link,  Leslie  Raymond,  landsman  for  machinist's  mate,  United  States  Naval 
Reserve  Force. 

Enrolled :  Louisville,  Ky.,  July  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Lillie  W.  Link,  Hutchinson,  Ky. 
Linkhakt,  Milo  Grafton,  chief  turret  captain,  United  States  Navy. 

Enlisted :  Yorktown,  Va.,  June  8,  1917. 

Died :  Scotland,  September  20,  1918. 

Cause:  Suicide  by  drowning. 

Next  of  kin :  Father,  Milo  Linkhart,  722  East  Hart  Street,  Dayton,  Ohio. 
Lippincott,  Samuel,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  May  31,  191S. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  16,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Susan  R.  Lippincott,  339  Main  Street,  Moorestown, 
N.  J. 
Litchfield,  John  Russell,  pharmacist's  mate,  third  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  April  17,  1917. 

Died :  France,  September  16,  1918. 

Cause :  Result  of  wounds  received  in  action. 

Next  of  kin :  Mother,  Mrs.  Martha  D.  Litchfield,  604  West  Padon  Avenue, 
Blackwell,  Okla. 
Lithio,  Brice  Daniel,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  July  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Frances  C.  Lithio,  Akeley,  Minn. 
Little,  Mallie  Bass,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  May  11,  1918. 

Died :  Submarine  base,  New  London,  Conn.,  October  10,  1918. 

Cause:  Bronchial  pneumonia. 

Next  of  kin :  Father,  Harmon  Little,  Lavaca,  Ark. 
Little,  Percy  Alvin,  landsman  for  machinist's  mate  (A),  United  States  Naval 
Reserve  Force. 

Enrolled :  Minneapolis,  Minn.,  June  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Little,  R.  1,  Osnabrook,  N.  Dak. 
Littrell,   Clarence  McKinley,   fireman,   third   class,   United   States  Navy. 

Enlisted :  Indianapolis,  Ind.,  December  1,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  31,  1918. 

Cause:  Scarlet  fever. 

Next  of  kin :  Mother,  Hannah  A.  Littrell,  R.  F.  D.  2,  Wirt,  Ind. 
Livingston,  Orval  Frank,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  April  20,  1917. 

Died:  Naval  hospital,  Mare  Island,  Calif.,  September  14,  1917. 

Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Mother,  Clara  N.  Livingston,  general  delivery,  Chelen,  Wash. 
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Lloyd,  Francis  Joseph,   seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Newark,  N.  J.,  May  4,  191S. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  25,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Margaret  Lloyd,  29  Canfield  Street,  Orange,  N.  J. 
Lobmeyee,   Henry  Frederick,  machinist's  mate,  second  class,   United   States 
Navy. 

Enlisted :  New  Haven,  Conn.,  February  21,  1917. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause :  Result  of-  explosion  on  board  ship. 

Next  of  kin:  Father,  Alexander  R.  Lobmeyer,  131  Standish  Street,  Hart- 
ford, Conn. 
Lochmann,  Emil  Ernest,  yeoman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Great  Lakes,  111.,  May  23,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Influenza. 

Next   of   kin :  Mother,   Elizabeth  Lochmann,   735  North   Loraine   Avenue, 
Chicago,  111. 
Loch  miller,  Frederick  Carl,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Omaha,  Nebr.,  June  29,  1918. 

Died :  U.  S.  S.  Georgia,  October  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  P.  Lochmiller,  Denison,  Iowa. 
Lochner,  Richard  Anthony,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enrolled:  New  Orleans,  La.,  September  IS,  1917. 

Died:  Naval  hospital,  New  Orleans,  La.,  October  22,  1918. 

Cause :  Influenza. 

Next   of   kin:  Mother,    Christina   H.    Lochner,    831    Pauline    Street,    New 
Orleans,  La. 
Locke,  George  William,  seaman,  second  class,  United  Slates  Navy. 

Enlisted:  New  Haven,  Conn.,  November  13,  1917. 

Died :  Steamship  Florence  H.,  April  17  ,1918. 

Cause:  Killed  in  explosion. 

Next  of  kin :  Father,  John  Locke,  136  Havemeyer  Place,  Greenwich,  Conn. 
Lockey,  Herbert  Tillman,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Montgomery,  Ala.,  April  17,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Sister,  Mrs.  Beulah  Cox,  Milledgeville,  Ga. 
Lockhart,  Homer  Houston,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  December  14,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  January  16,  1918. 

Cause :  Fever. 

Next  of  kin :  Mother,  Sarah  F.  Lockhart.  Route  2,  Ripley,  Miss. 
Lockhart,  Josiah  David,  seaman,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  December  17,  1915. 

Died:  Naval  hospital,  Norfolk,  Va.,  May  26,  1917. 

Cause :  Appendicitis. 

Next  of  kin:  Father,  Joe  E.  Lockhart,  114  North  Dickson  Street,  Gaines- 
ville, Tex. 
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Lockrey,  Rogeb  Walcott,  seaman,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  January  9,  1914. 

Died :  U.  S.  A.  C.  T.  Pastores,  November  17,  1917. 

Cause :  Fell  overboard  and  was  drowned. 

Next  of  kin :  Mother,  Jessie  E.  Lockrey,   193  Main  Street,  Charlestown, 
Mass. 
Lockwood,  Arthur  Loges,  printer,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Hoboken,  N.  J.,  July  31,  1917. 

Died :    U.  S.  S.  Leviathan,  June  24,  1918. 

Cause:  Cerebrospinal  fever. 

Next   of  kin :  Mother,   Augusta   F.   Lockwood,   River   Avenue   and    Spruce 
Street,  Lakewood,  N.  J. 
Loeffler,  George  Martin,  seaman  signalman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  May  13,  1916. 

Died :  U.  S.  S.  Marietta,  October  16,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Edward  M.  Loeffier,  426J  Eighth  Street,  Quincy,  111. 
Loftus,  Martin  Cyril,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Philadelphia,  Pa.,  April  23,  1918. 

Died:  Naval  hospital,  Cape  May,  N.  J.,  September  30,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Alice  Loftus,  S16  South  Valley  Avenue,  Olyphant,  Pa. 
Logan,  Ole  Christ,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Milwaukee,  Wis.,  May  3,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  9,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Sister,  Mary  Markuson,  Route  4,  Clear  Lake,  Wis. 
Logan,  Roger  Charles,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Indianapolis,  Ind.,  June  4,  1918. 

Died :  U.  S.  S.  Mercy,  October  10,  1918. 

Cause :  Pneumonia,   broncho. 

Next  of  kin :  Mother,  Mrs  Edith  Logan,  R.  R.  3,  Goshen,  Ind. 
Logsdon,  Charles,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Louisville,   Ky.,  July  16,  1917. 

Died:  U.  S.  S.  Oklahoma,  October  23,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Step-father,   Wesley  Needham,  402   Main   Street,  Jefferson- 
ville,  Ind. 
Lohse,  Herbert  Ernest,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Chicago,  111.,  June  21,  1918. 

Died:  At  home,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin:   Sister,   Mary  Lohse,  1548  Waveland  Avenue,   Chicago,   111. 
Lomas,  Leroy  Gosling,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Providence,  R.  I.,  June  26,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  17,  1918. 

Cause:  Pneumonia,  lobai\ 
'     Next  of  kin:  Mother,  Mrs.  Mary  E.  Lomas,  259  Central  Street,  Cantrall 
Falls,  R.  I. 
174483—20 30 
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Londahl,  Henry,  landsman  for  machinist's  mate    (A),  United   States  Naval 
Reserve  Force. 

Enrolled :  Buffalo,  N.  Y.,  May  22,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Charles  P.  Londahl,  Jamestown,  N.  Y. 
London,  Jacob  J.,  electrician,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Newport,  R.  I.,  December  4,  1917. 

Died :  U.  S.  S.  Herman  Frasch,  October  4,  1918. 

Cause:  Lost  when  vessel  was  sunk  in  collision. 

Next  of  kin :  Father,  A.  H.  London,  50  Bright  Street,  Burlington,  Vt. 
Lonergan,  Joseph  Francis,  seaman,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  January  29,  1915. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  5,  1918. 

Cause :  Influenza. 

Next  of  kin:  Sister,  Alice  M.  Quickett,  1294  Dorchester  Avenue,  Dorches- 
ter, Mass. 
Long,  Bryan  Breckenridge,  electrician,  third  class,  United  States  Navy. 

Enlisted :  Parkersburg,  W.  Va.,  June  7,  1917. 

Died :  Steamship  Florence  H.,  April  17,  1918. 

Cause:  Killed  in  explosion. 

Next  of  kin :  Father,  Charles  C.  Long,  Lanark,  W.  Va. 
Long,  Emmet  James,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  July  14,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  19,  1917. 

Cause:  Poliomyelitis,  acute  bulbar. 

Next  of  kin :  Mother,  Celia  Long,  Greeiy,  Nebr. 
Long,  Irl  Edwin,  coxswain,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  February  18,  1914. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Father,  John  Ell  Long,  R.  F.  D.  4,  Walter,  Okla. 
Longley,  Lawrence  Oral,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  May  2,  1917. 

Died :  U.  S.  S.  South  Dakota,  March  21,  1918. 

Cause:  Poisoning  by  inhalations  of  gas. 

Next  of  kin:  Mother,  Mary  J.  Longley,  Apison,  Tenn. 
Looker,  Arthur,  apprentice  seaman,  United  States  Navy- 
Enlisted  :  Detroit,  Mich.,  December  6,  1917. 

Died:  Naval   hospital,  Great  Lakes,   111.,  January   18,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Lozina  Looker,  R.  F.  D.  57,  Gladivin,  Mich. 
Lopatka,  Isador,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  New  York,  N.  Y.,  June  G,  1918. 

Died :  Naval  training  camp,  Pelham  Bay  Park,  N.  Y.,  October  8,  1918. 

Cause :  Influenza. 

Next   of   kin :    Father,    Solomon    Lopatka,    439   Bergenline    Avenue,    New 
York,  N.  Y. 
Lorans,  Arthur  William,  landsman  for  electrician  (R).  United  States  Naval 
Reserve  Force. 

Enrolled :  Minneapolis,  Minn.,  June  13,  1918.  ^ 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  16,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Josephine  L.  Lorans,  White  Rock,  S.  Dak. 
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Lobd,  Cabl  Chester,  chief  yeoman,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  September  30,  1916. 

Died :  Naval  hospital,  Washington,  D.  C,  October  4,  1918. 

Cause :  Influenza. 

Next  of  kin:  Wife,  Amy  M.  Lord,  814  Twenty-second  Street  NW.,  Wash- 
ington, D.  C. 
Lobd,   Thomas  Joseph,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  June  7,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  September  27, 1918. 

Cause:   Pneumonia,  lobar. 

Next  of  kin :  Father,  Edmond  Lord,  Cornell,  Wis. 
Lobee,  Fkank  Hazelton,  seaman,  United  States  Navy. 

Enlisted :   Philadelphia,  Pa.,  May  17,  1915. 

Died:   Steamship  Vacuum,  May  2,  1917. 

Cause:   Exhaustion,  overexercise. 

Next  of  kin :   Mother,  Mary  C.  F.  Loree,  1618  Cayuga  Street,  Philadelphia, 
Pa. 
Lobton,  Russell  Eugene,  seaman,  second  class,  United  States  Navy. 

Enlisted :   Cincinnati,  Ohio,  December  14,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  February  7,  1918. 

Cause :   Angina  Pectoris. 

Next  of  kin :   Father,  Lewis  N.  Lorton,  route  7,  Springfield,  Ohio. 
Loktz,  Harold  Ray,  seaman,  second  class,  United  States  Navy. 

Enlisted :   Buffalo,  N.  Y.,  June  3,  1918. 

Died  :  Naval  air  station,  Eastleigh,  England,  October  21,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  William  Lortz,  Batavia,  N.  Y. 
Louder,   Samuel  Chester,  apprentice  seaman,  United   States  Naval  Reserve 
Force. 

Enrolled  :   Philadelphia,  Pa.,  June  3,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  28,  1918. 

Cause :   Pneumonia,  lobar. 

Next  of  kin :  Father,  Edwin  Louder,  50S  Fairview  Street,  Riverside,  N.  J. 
Loudon,  William  Hobabt,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled  :   Louisville,  Ky.,  June  4,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  11, 1918. 

Cause:    Influenza. 

Next  of  kin :   Mother,  Ida  Loudon,  rural  route  No.  1,  Depauw,  Ind. 
I^oughlin.  Michael,  mess  attendant,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :   Brooklyn,  N.  Y.,  May  21,  1918. 

Died :   U.  S.  S.  Galveston,  July  23,  1918. 

Cause :   Constipation. 

Next  of  kin :   Sister,  Mary  Cumin,  85  Second  Place,  Brooklyn,  N.  Y. 
Ikxunsbery,  Richard,  seaman,  United  States  Naval  Reserve  Force. 
;       Enrolled  :   Pelham  Bay  Park,  N.  Y.,  April  IS,  1918. 

Died  :  Mount  Vernon  Hospital,  N.  Y.,  October  9,  1918. 

Cause :   Pneumonia. 

Next  of  kin :    Sou,  Harold  Lounsbery,  234  North  Terrace  Avenue,  Mount 
Vernon,  N.  Y. 
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Love,  Arthur   Vaughn,   seaman,  second  class,  United   States  Naval   Reserve 
Force. 

Enrolled  :   Chicago,  111.,  June  11,  191S. 

Died :   Naval  hospital,  Puget  Sound,  Wash.,  October  3,  1918. 

Cause :    Influenza. 

Next  of  kin :   Father,  Harry  P.  Love,  7301  Park  Ridge  Road,  Chicago,  111. 
Love,  Coleman  Stevens,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  September  18,  1917. 

Died :  U.  S.  S.  Lake  Huron,  October  9,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Nellie  Love,  Coleman,  Tex. 
Love,  Stanley  John,  seaman,  second  class,  United  States  Navy. 

Enlisted  :  Detroit,  Mich.,  August  IS,  1917. 

Died  :  Naval  hospital,  League  Island,  Pa.,  March  7,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Minnie  Love,  R.  1,  Box  21,  P>enzonia,  Mich. 
Lovelace,  Fred  Jones,  fireman,  third  class.  United  Stnles  Navy. 

Enlisted:  Portland,  Oreg.,  December  5,  1917. 

Died:  Naval  hospital,  Mare  Island,  Calif.,  February  10,  1918. 

Cause:  Mastoiditis,  acute. 

Next  of  kin :  Mother,  Elizabeth  Lovelace,  Wilderville,  Oreg. 
Lovell,  Benjamin  Pinkney,  quartermaster,  third  class,  United  States  Navy. 

Enlisted :  Meridian,  Miss.,  June  8,  191S. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  8,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  William  A.  Lovell,  Zimmerman,  La. 
Lovell,  Myron  Walter,  Jr.,  oiler,  United  States  Naval  Reserve  Force. 

Enrolled:  Jacksonville,  Fla.,  July  25,  1918. 

Died:  Fernandina,  Fla.,  October  16,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Olivia  A.  Lovell,  Sanford,  Fla. 
Lovely,  Lyman  Frederick,  machinist's  mate,  second  class.  United  States  Navy. 

Enlisted :  Denver,  Colo.,  April  30,  1917. 

Died:  U.  S.  S.  l'-l,  December  17,  1917. 

Cause:  Drowned. 

Next  of  kin :  Father,  Lyman  Lovely,  2343  Bryant  Street,  Denver,  Colo. 
Low,  Harry  Orpheus,  machinist's  mate,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Great  Lakes,  III.,  June  27,  191S. 

Died:  At  home,  September  18,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Gladys  B.  Low,  616  Van  Buren  Street,  Joliet,  111. 
Lowder,  John  David,  Jr.,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  March  28,  1916. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause:  Killed  in  explosion  on  board  ship. 

Next  of  kin  :  Father,  John  D.  Lowder,  Lisbon,  S.  C. 
Lowell,  Vance  Hanson,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Portland,  Me.,  April  6,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  24,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Edwin  A.  Lowell,  Lincoln,  Me. 
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Lowenberg,  Sam  Block,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Jackson,  Miss.,  December  4,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  January  6,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Sophia  Lowenberg,  Natchez,  Miss. 
Lovvman,  Dewey  Nicholas,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Baltimore,  Md.,  April  19,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Father,  Nicholas  Lovvman,  Leedsville,  Md. 
Lowry,  Clelt.  Elle,  ship's  cook,  fourth  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Oklahoma  City,  Okla.,  July  19,  1918, 

Died:  Naval  hospital,  New  Orleans,  La.,  October  13,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Ida  M.  Lowry,  Weatherford,  Okla. 
Lowry,  Mary  Gertrude,  landsman  for  yeoman   (F),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Philadelphia,  Pa.,  September  6,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  19,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Thomas  P.  Lowry,  805  South  Forty-ninth  Street, 
Philadelphia,  Pa. 
Lowry,  Wile  Henry,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Louisville,  Ky.,  July  30,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause : Influenza. 

Next  of  kin :  Mother,  Mary  E.  Lowry,  R.  F.  D.,  No.  2,  Oak  Grove,  Ky. 
Lozway,  Earl  Bertrum,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  April  21,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  July  4,  1918. 

Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :   Mother,   Mary   Lo7Avay,   124   South   Twenty -eighth   Avenue, 
West  Duluth,  St.  Louis,  Minn. 
Lucas,  Kenneth  Rodney,  carpenter's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Newport,  R.  I.,  May  23, 1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  25,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Dora  L.  Lucas,  23  Brown  Street,  Waltham,  Mass. 
Luckan,  Charles  Francis,  seaman,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  August  19,  1914. 

Died:  Steamship  Vacuum,  April  28,  1917. 

Cause :  Result  of  sinking  of  ship. 

Next  of  kin :  Mother,  Marie  C.  Luckan,  124  South  Maderia  Street,  Balti- 
more, Md. 
Luckett,  Homer,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  July  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Millie  Luckett,  Elsberry,  Mo. 
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Ltjka,   Stanley,  carpenter's  mate,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Great  Lakes,  111.,  August  8,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  IS,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Stalawva  Luka,  Cicero,  111. 
Luke,  Isaac  William,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  June  27,  1918. 

Died:  Gallups  Island,  Mass.,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Elie  R.  Luke,  Route  1,  Enigma,  Calif. 
Luke,  Ronald  Sands,  fireman,  second  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  March  21,  1917. 

Died :  Roosevelt  Hospital,  New  York,  Mar  17,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  E.  Luke,  5  Tower  Place,  Danbury,  Conn. 
Luken,  Herman  Bernard,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Omaha,  Nebr.,  June  11,  1918. 

Died :  Camp  Logan,  111.,  October  1,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Herman  Luken,  Hazel,  S.  Dak. 
Luker,  Walter  Marion,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  March  6,  1917. 

Died :  U.  S.  S.  Solace,  October  5,  1917. 

Cause  :  Compound  fracture  of  skull. 

Next  of  kin :  Father,  J.  W.  Luker,  Bashi,  Ala. 
Lumpp,  Frank,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich..  December  14,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  February  14,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Carry  Snyder,  R.  R.  1,  Pellston,  Mich. 

Lund,  Alfred,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  July  12,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  4,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Lund,  Nekoma.  N.  Dak. 
Lundgreen,  Frank  G.,   ship's  cook,   second  class,   United   States  Naval  Re- 
serve Force. 

Enrolled :  New  Orleans,  La.,  March  20,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  16,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,   Emil  Lundgreen,   385  Prospect   Street,   Perth  Am- 
boy.  N.  J. 
Lundy,  Virgil  Jackson,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Detroit,  Mich.,  July  2,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause :  Influenza. 

Next  of  kin:  Wife,  Lucy  J.  Lundy,  321  Cottage  Grove,  Bloomington,  Ind. 
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Lunn,  Rowles  Edgar,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  December  8,  191S. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  25,  1917. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Father,  George  Lunn,  Coudersport,  Pa. 
Lupher,  Harry  James,  machinist's  mate,  first  class  (A),  United  States  Naval 
Reserve  Force. 

Enrolled :  Puget  Sound,  Wash.,  June  15,  1918. 

Died :  Naval  hospital.  Gulfport,  Miss.,  October  15,  1918. 

Cause :  Pneumonia,  broncbo. 

Next  of  kin :  Wife,  Vonnie  G.  Lupher,  Deer  Lodge,  Mont. 
Ltjsey,  Harry  Elmer,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Little  Rock,  Ark.,  July  1,  1918. 

Died :  U.  S.  S.  Georgia,  October  7,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  John  Morgan  Lusby,  R.  F.  D.  1,  Danville,  Ark. 
Lush,  Fred  Stanley,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled':  Buffalo,  N.  Y.,  June  1,  1918. 

Died:  Great  Lakes,  111.,  October  13,  1918. 

Cause :  Burns. 

Next  of  kin :  Father,  Henry  W.  Lush,  Galeton,  Pa. 
Lusk,  Grover,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  December  12,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  13,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Marion  Lusk,  Larkinsville,  Ala. 
Lusk,  Joe,  fireman,  first  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Puget  Sound,  Wash.,  April  10,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  June  14,  1918. 

Cause:  Diphtheria. 

Next  of  kin :  Father,  N.  U.  Lusk,  Ovillia,  Wash. 
Lusk,  Vernon  Allen,  chief  boatswain's  mate,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  July  12,  1916. 

Died :  Lynn,  Mass.,  October  5,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Blanch  I.  Lusk,  Parish,  N.  Y. 
Lusso,  William,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  April  25,  1917. 

Died:  U.  S.  S.  Jenkins,  January  16,  1918. 

Cause :  Killed  by  shell  from  steamsbip  New  York. 

Next  of  kin :  Father,  John  Lusso,  1S70  North  Twenty-seventh  Street,  Kan- 
sas City,  Kans. 
Lute,  Clarence  Melvin,  seaman,  United  States  Navy. 

Enlisted:  Oklahoma  City,  Okla.,  December  15,  1917. 

Died :  Submarine  Base,  New  London,  Conn.,  September  29,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Kessa  Lute,  West  Union,  Ohio. 
Luther,  Fred  Leslie,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  August  22,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  April  5,  1918. 

Cause :  Pneumonia,  lobar. 
'Next  of  kin :  Father,  Menter  J.  Luther,  Burney,  Ind. 
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Lutz,  Conrad  Albert,  landsman  for  blacksmith,  United  States  Naval  Reserve 
Force. 

Enrolled  :  St.  Louis,  Mo.,  May  17,  1918. 

Died:  Receiving  ship  at  Philadelphia,  September  21,  191S. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lizzie  Lutz,  Flint  Hill,  Mo. 
Lxjtz,    Valentine   Kilgore,    hospital   apprentice,    second   class,   United    States 
Naval  Reserve  Force. 

Enrolled:  Philadelphia,  Pa.,  June  29,  1918. 

Died:  Naval  hospital,  League  Island,  Pa.,  October  11,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Samuel  D.  Lutz,  Laurel,  Pa. 
Lyall,    Sidney  Henry,   seaman,   second  class,   United   States   Naval   Reserve 
Force. 

Enrolled :  San  Francisco,  Calif.,  June  4,  1918. 

Died:  San  Francisco,  Calif.,  October  30,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Margaret  Lyall,  Verona,  Calif. 
Lycke,  Adolph  Nelson,  oiler,  United  States  Navy. 

Enlisted :  Annapolis,  Md.,  October  15,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C.  March  7,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,   Anna   Lycke,   1829  North   Center   Street,   Stockton, 
Calif. 
Lyi>en,  Thomas  Francis,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Brooklyn,  N.  Y.,  June  8,  191S. 

Died :  Naval  rifle  range,  Peekskill,  N.  Y.,  October  7,  1918. 

Cause:  Influenza. 

Next    of   kin :  Father.    Michael   Lyden.    1067    Bedford    Avenue,    Brooklyn, 
N.  Y. 
Lyles,  Clay  Tenny.  seaman.  United  States  Navy. 

Enlisted :  Dallas.  Tex.,  June  1,  1916. 

Died :  U.  S.  S.  Pittsbtirgh,  July  23,  1917. 

Cause:  Killed  in  explosion. 

Next  of  kin :  Father,  Charles  R.  Lyles,  general  delivery,  Garland,  Tex. 
Lynch,   Andrew,    mess  attendant,   first   class,   United    States   Naval   Reserve 
Force. 

Enrolled:  Norfolk,  Va.,  October  15,  1917. 

Died:  Naval  hospital,  naval  base,  Virginia,  October  17,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Jennie  Lynch,  R.  F.  D.,  3,  Berkeley,  Va. 
Lynch,  Bernard,  storekeeper,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  April  4,  1918. 

Died :  Naval  training  camp,  Pelham  Bay  Park,  N.  Y.,  October  20,  1918. 

Cause:  Influenza. 

Next  of  kin:  Sister,  Mary  A.  Murphy,  223  West  Twentieth  Street,  New 
York,  N.  Y. 
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Lynch,  Michael  James,  chief  master  at  arms,  United  States  Naval   Reserve 
Force. 

Enrolled :  San  Francisco,  Calif.,  May  10,  1917. 

Died:  Naval  training  camp,  San  Diego,  Calif.,  February  12,  1918. 

Cause :  Dilatation,  acute  cardiac. 

Next  of  kin:  Wife,  Margaret  M.   Lynch,  644  Second  Avenue,   San  Fran- 
cisco, Calif. 
Lynch,   John    Francis,    seaman,   second   class,   United    States    Naval    Reserve 
Force. 

Enrolled:  Chicago,  111.,  July  27,  1917. 

Died :  Municipal  pier,  Chicago,  111.,  September  27,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mary  Lynch,  4555  Sheridan  Road,  Chicago,  111. 
Lynch,  Patrick  Francis,  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  16,  1917. 

Died :  Naval  hospital,  Key  West,  Fla.,  October  17,  1918. 

Cause :  Pneumonia,  lobar. 

Next   of   kin :  Father,   Timothy   Lynch,   31   South   Oxford   Street,   Brook- 
lyn, N.  Y. 
Lynch,  Roscoe,  engineman,  second  class,  United  States  Navy. 

Enlisted :  Parkersburg,  W.  Va.,  January  22,  1918. 

Died:  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  E.  A.  Lynch,  Kenova,  W.  Va. 
Lynch,  William  Franklin,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  March  27,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  March  20,  1918. 

Cause :  Tuberculosis. 

Next  of  kin :  Father,  William  D.  Lynch,  112  Pleasant   Street,   Franklin, 
Mass. 
Lynch,  William  Henry,  jr.,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  May  28,  1917. 

Died :  U.  S.  S.  Covington,  July  1,  1918. 

Cause :  Lost  when  vessel  was  sunk. 

Next  of  kin:  Father,  William  H.  Lynch,  1250  Brown  Avenue,  Manchester, 
N.  H. 
Lyngaas,  Harold  Toralf,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted  :  Milwaukee,  Wis.,  May  31,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  2,  1918. 

Cause :  Suicide. 

Next  of  kin:  Father,  Robert  Lyngaas,  924  Water  Street,  Eau  Claire,  Wis. 
Lynn,  Eddie  Lee,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  April  11,  1917. 

Died :  U.  S.  S.  New  Hampshire,  June  30,  1917. 

Cause:  Lost  at  sea. 

Next  of  kin :  Mother,  Caroline  Dorster,  Saint  Marys,  Ohio. 
Lyon,  John  Raymond,  seaman,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  January  24,  1917. 

Died:  Naval  hospital,  League  Island,  Pa.,  January  23,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Sister,  Gertrude  Dhu,  1530  South   Fifteenth   Street,   Terre 
Haute,  Ind. 
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Lyons,  Daniel  Joseph,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  Slay  2,  1917. 

Died:  Naval  hospital,  Fort  Lyon,  Colo.,  May  6,  1918. 

Cause:  Tuherculosis,  chronic  pulmonary. 

Next  of  kin :  Mother,  Margarent  Lyons,  1335  Wolf  Street,  Philadelphia,  Pa. 
Lyons,  Frankijn  Jay,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  Minneapolis,  Minn.,  May  21,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Matilda  S.  Lyons,  Osakis,  Minn. 
Lyons,  John,  chief  water  tender,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  March  31,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  November  1,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Son,  John  Lyons,  jr.,  Van  Nest  Avenue,  Van  Nest,  N.  Y. 
Lyons,  Luther  Don,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Puget  Sound,  Wash.,  April  11,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  March  28,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  J.  E.  Lyons,  Cosmopolis,  Wash. 
Lyons,  Raymond  Thomas,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  IS,  1917. 

Died:  Willard  Parker  Hospital,  New  York,  December  8,  1917. 

Cause :  Spinal  meningitis. 

Next  of  kin:  Mother,  Ellen  Eacott,  147  East  One  hundred  and  twentieth 
Street,  New  York,  N.  Y. 
Lyons,  Thomas  Cannon,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Norfolk,  Va.,  December  3,  1917. 

Died:  U.  S.  S.  Triton,  March  28,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Mrs.  Jeremiah  J.  Lyons,  4457  Maiden  Street,  Chi- 
cago, 111. 

McAdams,  William  James,  chief  water  tender,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  December  14,  1915. 

Died :  Navy  collier  Cyclops,  June  14,  191S. 

Cause :  Member  of  cre\v  on  missing  Cyclops. 

Next  of  kin  :  Mother,  Annie  Jane  McAdams,  92  Morningside  Avenue,  New 
York,  N.  Y. 
McAlister,  John  B.,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Portland,  Oreg.,  July  23,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  9,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Polly  Phillips,  Bayview,  Kootenai  County,  Idaho. 
McAllister,  Clarence  Henry,  ship's  cook,  third  class,  United  States  Navy. 

Enlisted  :  New  York,  N.,Y.,  June  7,  1917. 

Died:  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause :  Lost  life  when  vessel  sunk. 

Next  of  kin  :  Father,  Charles  McAllister,  Akron,  N.  Y. 
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McAllister,  Leonard  N.,  coxswain,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  April  27,  1917. 

Died :  U.  S.  S.  Atlantic  Second,  November  10,  1918. 

Cause:  Accidentally  drowned. 

Next  of  kin :  Sister,  Lillian  McAllister,  Neoga,  111. 
McAllister,   Wedworth   West,   chief  yeoman,   United  States  Naval   Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  November  2,  1917. 

Died :  At  home,  Mittineague,  Mass.,  July  2G,  1918. 

Cause :  Embolism  of  left  lung. 

Next  of  kin :  Mother.  Lillie  L.  McAllister,  31  Ames  Avenue,  Mitteneague, 
Mass. 
McAnulty,  Brannon,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  February  8,  1918. 

Died :  Naval  hospital,  Newport,  It.  I.,  April  9,  1918. 

Cause :   Pleurisy,   suppurative. 

Next  of  kin  :  Father,  Francis  McAnulty,  Malone,  Fla. 
McArdle,  John  Paul,  carpenter's  mate,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Chicago,  111.,  June  17,  1918. 

Died :  United  States  Naval  Auxiliary  Reserves  School,  Chicago,  111.,  August 
22,  1918. 

Cause:  Compound  fracture  of  skull. 

Next  of  kin:  Father,  E.  J.  McArdle,  111  Broadway,  Wilmete.  111. 
McArthxjr,   Earl  Byron,   apprentice   seaman,   United    States   Naval   Reserve 
Force. 

Enlisted :  Peoria,  111.,  August  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause :   Influenza. 

Next  of  kin :  Father,  Lyle  T.  McArthur,  704  Ravine  Avenue,  Peoria,  111. 
McBain,  Earl  Weslev,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  April  9,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  May  IS,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Cora  Coad,  Keystone.  S.  Dak. 
McBride,  Earl  Lyle,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Kansas  City,  Mo.,  July  23,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Frances  McBride  Clark,  Gray,  Okla. 
McBride,  John  Alexander,  quartermaster,  first  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Philadelphia,  Pa.,  March  11,  1918. 

Died :  Submarine  chaser  209,  August  27,  1918. 

Cause:  Lost  life  when  vessel  was  mistaken  for  enemy  submarine. 

Next  of  kin :  Mother,  Janet  McBride,  5419  Jefferson  Street,  Philadelphia, 
Pa. 
McBride,  John  Gayden,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Jackson,  Miss.,  May  14,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderopa,  September  30,  1918. 

Cause:  Life  lost  when  vessel  was  sunk. 

Next  of  kin :  Father,  Louis  D.  McBride,  Florence,  Miss. 
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McBurney,  John  Pbancus,  landsman  for  electrician  (G),  United  States  Navy 

Enlisted :  Richmond,  Va.,  July  9,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  21.  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  McBurney,  South  Roanoke,  Va. 
McCabe,  John  Leo,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  March  21,  1918. 

Died :  Royal  Naval  Hospital,  Bermuda,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Philip  McCabe,  161  East  Seventy-fifth  Street,  New 
York,  N.  Y. 
McCabe,   Warren   Bennett,   hospital   apprentice,   second   class,   United   States 
Naval  Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  July  19,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mabel  McCabe,  Rushville,  111. 
McCaffrey,  Patrick  Francis,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Newport,  R.  I.,  May  8,  1918. 

Died :  Naval  training  station,  Newport,  R.  I.,  June  26,  1918. 

Cause:  Asphyxiation  by  illuminating  gas. 

Next  of  kin :  Father,  Patrick  McCaffrey,  523  Broad  Street,  Lonsdale,  R.  I. 
McCain,  George  Leo,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  April  4,  1916. 

Died :  U.  S.  S.  Bainbridge,  July  3,  1918. 

Cause :  Endocarditis,  acute. 

Next  of  kin :  Mother,  Bertha  G.  McCain,  508  North  Jackson  Street,  Robin- 
son, 111. 
McCalister,  Charles  Jackson,  blacksmith.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  April  9,  1915. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  17,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife.  Daisy  McCalister,  459  North  First  Street,  Terre  Haute, 
Ind. 
McCall,  Frank  Stephen,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Providence,  R.  I.,  May  2,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  30,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Michael  McCall,  95  Cross  Street,  Providence,  R.  I. 

McCall,  George,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  May  31,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  1,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Jane  McCall,  Decorah,  Iowa. 
McCalla,  Richard  Calvin,  chief  quartermaster  (A),  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  July  21,  1917. 

Died :  Naval  station,  Pensacola,  Fla.,  May  10,  1918. 

Cause :  Killed  in  seaplane  accident. 

Next  of  kin :  Sister,  Margaret  G.  Scott,  Johnson  City,  Tenn. 
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McCallan,  James  Lester,  landsman  for  electrician   <G),  United  States  Naval 
Reserve  Force. 
Enlisted:  Milwaukee.  Wis..  July  2,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  October  3,  1918. 
Cause:  Pneumonia,  broncho. 
Next  of  kin:  Cousin,  Ella  Heiman,  876  Twenty-eighth  Street,  Milwaukee,  Wis. 

McCann,  George  Henry,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  January  10,  1918. 

Died:  Naval  hospital.  Norfolk.  Va.,  September  29,  1918. 

Cause:  Pneumonia. 

Next  of  kin :    Mother.   Catherine   McCann,   2501   Potter   Street,   Philadel- 
phia, Pa. 
McCann,  Richard  Ward,  landsman,  for  machinist's  mate   (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Detroit,  Mich.,  July  19,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Effie  Anna  McCann,  Willsboro,  N.  Y. 

McCarter,  Jesse  Bbyan,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  August  24,  1916. 

Died:  U.  S.  S.  Pittsburgh,  October  21,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Perry  E.  McCarter,  Boaz,  N.  Mex. 
McCarthy,  Edwin  Gerard,  apprentice  seaman,  United   States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  August  6,  1918. 

Died :  Naval  training  camp,  Bumkin  Island,  Mass.,  October  29,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Anna  Francis  McCarthy,  1540  Tremont  Street,  Rox- 
bury.  Mass. 
McCarthy,  John  Htjmphkey.  seaman  (signalman),  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  May  24,  1918. 

Died:  U.  S.  S.  New  Hampshire,  November  7,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Anna  Brown  McCarthy,  1006  University  Avenue,  East, 
Gainesville,  Fla. 
McCarthy,  Eugene  Simon,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Peoria,  111.,  August  8,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  October  11,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,   Maurice  C.  McCarthy,  505  North  Roosevelt  Street, 
Bloomington,  111. 
McCarthy,  Robert  Florence,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  December  10,  1917. 

Died :  U.  S.  S.  Solace,  March  15,  1918. 

Cause:  Burns. 

Next  of  kin :  Father,  Eugene  McCarthy,  1929  Philip  Street,  Philidelphia,  Pa. 
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McCartney,  Clarence  H.,  machinist's  mate,  second  class,  National  Naval  Volun- 
teers. 

Enlisted :  Brooklyn,  N.  Y.,  July  10,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Died :  Lost  life  when  vessel  foundered. 

Next  of  kin  :  Stepmother,  Jennie  McCartney,  1108  Hancock  Street,  Brooklyn, 
N.  Y. 
McCauley,  Harolo  Wright,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Des  Moines,  Iowa,  June  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  4,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Sappho  Lane  McCauley,  903  Burnett  Avenue,  Ames, 
Iowa. 
McCattt.ey,  Irvon  Ewell,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  April  9,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  August  22,  1917. 
.    Cnuse:  Valvular  disease,  cardiac,  chronic. 

Next  of  kin:  Father,  John  E.  McCauley,  Warehouse  Point,  Conn. 
McCausland,  Harry,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  August  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  William  McCausland,  Osborne,  Kans. 
McClain,  George  Bushnell,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  July  11,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Milton  H.  McClain,  318  McLemore  Avenue,  Memphis, 
Tenn. 
McClanahan,  Cary,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  July  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mattie  McClanahan,  Nicholasville,  Ky. 
McClanahan,  Guy  Stephen,  yeoman,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  June  4,  1917. 

Died:  Naval  hospital,  Washington,  D.  C,  August  25,  1918. 

Cause :  Endocarditis. 

Next  of  kin :  Father,  Frank  McClanahan,  Farmersburg,  Ind. 
McCluer,  Ralph  Edgar,  electrician,  second  class  (G),  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  October  3,  1916. 

Died :  U.  S.  S.  F-l,  December  17,  1917. 

Cause :  Drowned. 

Next  of  kin:  Mother,  Josephine  McCluer,  478A  Pallister  Avenue,  Detroit, 
Mich. 
McCluke,  Lloyd  Edward,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Peoria,  111.,  July  19,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Mary  F.  McClure,  Colchester,  111. 
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McComb,  Joe  Gillis,  machinist's  mate,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Mare  Island,  Calif.,  April  18,  1917. 

Died :  U.  S.  S.  Pueblo,  September  23,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Edith  P.  McComb,  Oceanside,  Calif. 
McComtskey,  William  Henry,   carpenter's   mate,  third  class,   United   States 
Naval  Reserve  Force. 

Enlisted :  Newport,  R.  I.,  July  10,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  29,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Edward  McComiskey,  South  Scituate,  R.  I. 
McConkey,  Robert  Johnson,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  June  30,  1917. 

Died :  U.  S.  S.  West  Bridge,  August  15,  1918. 

Cause :  Lost  life  when  vessel  sunk. 

Next  of  kin :  Mother,  Ella  Little,  R.  F.  D.  3,  Mount  Vernon,  Wash. 
McConnell,  Jesse  Howard,  chief  gunner's  mate,  United  States  Naval  Reserve 
Force. 

Enlisted :  San  Francisco,  Calif.,  September  17,  1917. 

Died :  United  States  Naval  Auxiliary  Reserve  School,  Chicago,  111.,  October 
12,  191S. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Wife,  Nina  K.  McConnell,  1420  Brookes  Street,  San  Diego, 
Calif. 
McConnell,    Joseph  Marsee,  landsman   for  electrician,   United   States  Naval 
Reserve  Forces 

Enlisted :  Kansas  City,  Mo.,  February  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  11,  1918. 

Cause:   Influenza. 

Next  of  kin :  Father.  Weston  H.  McConnell,  La  Fontaine,  Kans. 
McCord,  Irwin  Alonzo,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  June  6,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  21,  1917. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Hannah  V.  McCord,  Frankton,  Ind. 
McCorkle,  Henry,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  September  20,  1917. 

Died :  U.  S.  S.  Von  Steuben,  April  4,  1918. 

Cause:  Knife  wound. 

Next  of  kin:   Sister,  Viola   Johnson,  1816  North  Ringgold  Street,  Phila- 
delphia, Pa. 
McCorkle,  Hugh  Archibald,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  St.  Louis,  Mo.,  June  13,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  November  1,  1918. 

Cause:  Meningitis,  cerebrospinal. 

Next  of  kin :  Sister,  Mary  B.  Raines,  Beaman,  Mo. 
McCormtck,  Emmett  Lawrence,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  August  10,  1918. 

Died :  Mare  Island,  Calif.,  October  31,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  William  A.  McCormick,  Crystal  City,  Tex. 
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McCokmick,  Frank  Henry,  quartermaster,  third  class,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,' February  16,  1915. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Nora  Amundsen,  9869   Sunnyside  Street,  Oakland, 
Calif. 
McCoy,  Allison  Joe,  chief  boatswain's  mate,  United  States  Navy. 

Enlisted  :  Pearl  Harbor,  Hawaii,  August  19,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  21,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mrs.  F.  Crandall,  Box  283,  Deertrail,  Colo. 
McCoy,  Forrest  Ray,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  May  4,  1918. 

Died :  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  October  15,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Edgar  M.  McCoy,  Urich,  Mo. 
McCrary,  Harry  Lee,  electrician,  first  class,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  February  7,  1917. 

Died :  Submarine  base,  San  Pedro,  Calif.,  December  9,  1917. 

Cause:  Died  from  injuries. 

Next  of  kin :  Sister,  Mary  B.  McCrary,  253  Maple  Street,  Laurel,  Miss. 
McCray,  Robert,  ship's  cook,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  10,  1917. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause :  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin:  Father,  Capus  McCray,  Navy  Yards,  care  of  Harry  Brown, 
Building  No.  5,  Charleston,  S.  C. 
McCray,  Robert  Francis,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  St.  Louis,  Mo.,  May  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  6,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Nellie  McCray,  R  4,  Jamesport,  Mo. 
McCreery,  William  H,  landsman  for  machinist's  mate    (A),   United  States 
Naval  Reserve  Force. 

Enlisted:  Brooklyn,  N.  Y.,  Decmber  14,  1917. 

Died:  Naval  hospital,  Pensacola,  Fla.,  February  11,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin:  Father,  Robert  W.  McCreery,  168  Bank  Street,  Fall  River, 
Mass. 
McCrisaken,  Joseph  Bernard,  pharmacist's  mate,  second  class,  United  States 
Navy. 

Enlisted:  Indianapolis,  Ind.,  April  16,  1917. 

Died :  U.  S.  S.  Marietta,  October  14,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Phceba  L.  McCrisaken,  101  Pearl  Street,  Washington, 
Ind.  ^ 
McCullah,  Herman  Ellis,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  St.  Louis,  Mo.,  July  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  C.  McCullah,  R.  F.  D.  2,  Aurora,  Mo. 
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McCullough,  James,  coppersmith,  United  States  Naval  Reserve  Force. 
Enlisted :  Philadelphia,  Pa.,  April  7,  1917. 
Died:  Receiving  ship,  Philadelphia,  Ta.,  September  22,  191S. 
Cause :  Pneumonia. 

Next  of  kin:  Mother,  Margaret  McCnllough,  2827  Popular  Street,  Phila- 
delphia, Pa. 
McCullough,  John  Cameron,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 
Enlisted:  Pittsburgh,  Pa.,  May  9,  1918. 

Died:  Naval  hospital,  League  Island,  Pa.,  September  26,  191S. 
Cause:  Influenza. 
Next  of  kin :  Father,  William  McCullough,  4038  How  ley  Avenue,  Pittsburgh, 
Pa. 
McCullough,  Lewis  David,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Kansas  City,  Mo.,  June  1,  1918. 
Died :  Naval  training  camp,  Seattle,  Wash.,  October  5,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  Clark  B.  CcCullough,  Manhattan,  Kans. 
McCullough,  Silas  Martin,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Birmingham,  Ala.,  June  3,  1918. 
Died :  U.  S.  S.  Comfort,  September  22,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Fannie  McCullough,  Cleveland,  Ala. 
McCully,  Rawson  Clarence,  fireman,  second  class,  United  States  Navy. 
Enlisted :  Denver,  Colo.,  December  12,  1917. 

Died:  Willard  Parker  Hospital,  New  York,  N.  Y.,  October  14,  1918 
Cause :  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Addiline  Foster,  1226  East  Fifty-second  Street,  Los 
Angeles,  Calif. 
McCurry,  Joseph  Emerson,  yeoman,  third  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Georgetown,  S.  C,  June  17,  1918. 
Died :  U.  S.  S.  Montauk,  S.  P.,  392,  August  21,  1918. 
Cause :  Shipwrecked. 

Next  of  kin:  Wife,  Fannie  Mae  Hunt  McCurry,  220  West  Warley  Street, 
Florence,  S.  C. 
McDaniel,  Richard  Hughie,  fireman,  third  class,  United  States  Navy. 
Enlisted:  Jackson,  Miss.,  June  25,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  On  missing  ship. 

Next  of  kin :  Father,  Raleigh  D.  McDaniel,  Magnolia,  Miss. 
McDonald,  Hal  Baker,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Parkersburg,  W.  Ya..  March  24,  1917. 
Died :  Naval  hospital,  Washington,  D.  C,  May  27,  1917. 
Cause:  Scarlet  fever. 

Next  of  kin:  Father,  James  E.  McDonald,  718  East  Montgomery  Avenue, 
Ashland,  Conn. 
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McDonald,  Jesse  Eliabs,  fireman,  third  class.  United  States  Navy. 
Enlisted:  Houston,  Tex..  August  15,  1918. 

Died:  Navy  Yard,  Mare  Island,  Calif.,  October  14,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Martha  E.  McDonald.  Sptirger,  Tex. 
McDonald,  Joseph  Gabriel,  commissary  steward,  United  States  Naval  Reserve 
Force. 

Enlisted :  Washington,  D.  C,  June  17,  1918. 

Died :  Naval  hospital,  naval  base,  Va.,  September  28,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Wife,  Mary  M.  McDonald,  2131  Pennsylvania  Avenue,  Wash- 
ington, D.  C. 
McDonald,  Joseph   Michael,  seaman,   second  class.    United    States  Naval  Re- 
serve Force. 

Enlisted:  Chicago.  111.,  May  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mary  McDonald,  721  Ninth  Street,  La  Salle,  111. 
McDonald,  Karl,  landsman  lor  musician,  United  States  Naval  Reserve  Force. 

Enlisted:  Cincinnati.  Ohio,  May  31,  1918. 

Died  :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Leroy  McDonald,  Ashville,  Ohio. 
McDonald.   Sidney  Sherrill.  fireman,  third  class.  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  July  6,  1917. 

Died:  U.  S.  S.  Wicomico,  July  14,  1918. 

Cause:  Lost  overboard. 

Next  of  kin  :  Mother,  Bell  Burse  McDonald,  Lafollette,  Tenn. 
McDonough,  Edward,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Seattle.  Wash.,  June  8.  1917. 

Died  :  Naval  hospital,  Portsmouth,  N.  H.,  October  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Bartholomew  McDonough,  general  delivery,  Seattle, 
Wash. 
McDonough,  George  Joseph,  chief  boatswain's  mate,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  December  24,  1914. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  2,  1918. 

Cause :  Pneumonia,  lobar. 

Next   of   kin:    Brother,    Frank   X.    McDonough,    110   Edsall   Avenue,   New 
York,  N.  Y. 
McDougall,  Abraham  Clifford,  apprentice  seaman,  United  States  Navy. 

Enlisted  :  Atlanta,  Ga.,  December  11,  191.7. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  8,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin  :  Mother,  Eliza  B.  McDougall,  Tallahassee,  Fla. 
McDougall,  William  Jas.,  Jr.,  engineman,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  March  23,  1917. 

Died :  U.  S.  S.  Chicago,  September  29,  1918. 

Cause :  Pneumonia. 

Next   of   kin :    Wife,   Jennie   McDougall,    1011    Okdale    Street,    Philadel- 
phia, Pa. 
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McDougle,    Benjaaun    Homer,    seaman,    second    class,    United    States    Naval 
Reserve  Force. 

Enlisted:  Jacksonville,  Fla.,  June  29,  1918. 

Died:  Naval  hospital,  Portsmouth,  Va.,  October  8,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Father,  John  A.  McDougle,  It.  F.  D.  1,  Orlando,  Fla. 
McElbee,  Reuben,  coxswain,  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  December  12,  1916. 

Died :  U.  S.  S.  Delaware,  June  25,  1918. 

Cause  :  Pneumonia,  broncho. 

Next  of  kin :  Ella  McElree,  Suffren,  N.  Y. 
McElboy,  Jerome,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Burlington,  Vt,  .March  19,  1918. 

Died:  Naval  hospital,  Brooklyn,  N.  Y..  October  20,  1918. 

Cause:  Pneumonia,  broncho. 

Next:  of  kin :  Mother,.  Nellie  McElroy,  Montgomery,  Center,  Vt. 
McElveen,  Lowell  Hudson,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  December  15,  1917. 

Died:  Naval  hospital,  Hampton  Roads,  Va.,  February  27,  1918. 

Cause:  Spinal  fever. 

Next  of  kin :  Mother,  Zetta  McElveen,  Timmonsville,  S.  C. 
McElwee,  Joseph  Anthony,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  July  10,  191S. 

Died :  Naval  hospital,  Paget  Sound,  Wash.,  October  12,  1918. 

Cause:  Influenza. 

Next  of  kin:  Brother,  Owen  McElwee,  Main  Street.  Sugar  Notch,  Pa. 
McElyea,  George  Green,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  August  16,  1918. 

Died:  Naval  training  camp,  Mare  Island,  Calif.,  October  17,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  H.  McElyea,  R.  1,  Yoakum,  Tex. 
McFJnany.  Vincent  Fbancis,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  July  12,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  27.  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  Peter  J.  McEnany,  R.  R.  1,  Bryan,  Iowa. 
McEvot,  Joseph  Arthur,  seaman,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  May  9,  1917. 

Died:  Naval  hospital,  Norfolk.  Va.,  January  17,  1918. 

Cause:  Leukaemia. 

Next  of  kin :  Mother,  Mary  McArthur,  Lake  View.  Wash. 
McFadden,   John   Allen,    yeoman,    first   class.   United    States   Naval   Reserve 
Force. 

Enlisted,  Washington,  D.  C,  June  6,  1918. 

Died:  Naval  hospital,  Washington,  D.  O,  October  18,  1918. 

Cause :  Influenza. 

Next  of  kin:  Wife,  Pauline  A.  McFadden,  3243  P  Street  N.  W.,  Washing- 
ton, D.  C. 
McFaeland,  Forest,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  November  12,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  17,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin  :  Father,  Frank  McFarland,  Winchester,  Ind. 
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McFarlane,  Geokge,  landsman  for  electrician  (G),  United  States  Naval  Re- 
serve Force. 

Enlisted  :  Kansas  City,  Mo.,  June  20,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin:  Brother,  James  McFarlane,  Sussex  County  Hospital,  Brigh- 
ton, England. 

McGahn,  Leo  John,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  July  10,  1918. 

Died :  U.  S.  S.  Solace,  October  8,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Nora  McGahn,  626  Bennett  Street,  Appleton,  Wis. 
McGahren,  George  Anthony,  landsman  for  yeoman,  United  States  Navy. 

Enlisted :  Wilkes-Barre,  Pa.,  August  5,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  October  11,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  John  McGahren,  36  Butler  Street,  Dorrance- 
ton,  Pa. 

McGaleiard,  Geokge  Tomeinson,  fireman,  first  class,   United   States  Navy. 

Enlisted :  Philadelphia,  Pa.,  July  31,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  22,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin:  Father,  Charles  McGalliard,  R.  F.  D.,  5,  Bridgeton,  X.  J. 
McGeehan,  James,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  May  10,  1918. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  October  1,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Father,  Patrick  McGeehan,  Fintown,  Ireland. 
McGhee,  Robert  Montgomery,  pharmacist,  second  class.  United  States  Navy. 

Enlisted :  Galveston,  Tex.,  June  30,  1913. 

Died:   Shangai  Isolation  Hospital,  Shangai,  China,  September  3.  1917. 

Cause:  Smallpox. 

Next  of  kin :  Father,  J.  W.  McGhee,  Clennan,  Fla. 
McGinness,  Ernest  Andrew,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Little  Rock,  Ark.,  June  19,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  16,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Margaret  K.  McGinness,  Grange,  Ark. 
McGinness,  John  Herbert,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Pittsburgh,  Pa.,  June  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  25,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  John  McGinniss,  41  Andrew  Street,  Sharon,  Pa. 
McGinness,  AV alter  Irvin,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  July  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  12,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Lydia  McGinness,  R.  1,  Elma,  Iowa. 
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McGinnis,  John  Francis,  boilermaker,  United  States  Naval  Reserve  Force. 

Enlisted:  Great  Lakes,  111.,  May  25,  1918. 

Died  :  Naval  hospital,  Philadelphia,  Pa.,  November  4,  1918. 

<  'ause :  Broncho-pneumonia. 

Next  of  kin:  Wife,  Marvel  McGinnis,  2542  Eighth  Avenue,  Rock  Island,  111. 
McGinty,  John  William,  water  tender,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  January  26,  1916. 

Died :  U.  S.  S.  Jacob  Jones.,  December  6,  1917. 

Cause:  Killed  in  action. 

Next  of  kin :  Brother,   Robert  McGinty,  25  Camden   Avenue,   Providence, 
R.  I. 
McGovebn,  John  Thomas,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted  :  Great  Lakes,  111.,  June  8,  1918. 

Died  :  Naval  training  station,  Great  Lakes,  111.,  October  4,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Mary  McGovern,  6803  May  Street,  Chicago,  111. 
McGowan,  John  Patrick,  ship  titter,  first  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  February  26,  1915. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  October  9,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Margaret  McGowanj   15  Austin    Street,   Cambridge, 
Mass. 
McGowan,  Malsey  Mark,   mess   attendant,   third   class,   United   States  Naval 
Reserve  Force. 

Enlisted  :  New  York,  N.  Y.,  February  6,  1918. 

Died:  Receiving  ship,  New  York,  March  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Beat  race  Caspersen,  59  Courtland  Street,  Port  Rich- 
mond, N.  Y. 
McGowan,  Michael  Francis,  blacksmith,  first  class,  United  States  Navy. 

Enlisted:  Rochester,  N.  Y.,  June  18.  1917. 

Died  :  U.  S.  S.  Manley,  March  19,  1918. 

Cause  :  Killed  in  explosion  on  board  ship. 

Next  of  kin  :  Father,  James  F.  McGowan,  439  Oak  Street,  Scranton,  Pa. 
McGrath,  Frank  Navier,  boatswain's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  New  York,  N.  Y.,  March  12,  1918. 

Died :  Kingston  Avenue  Hospital.  Brooklyn,  N.  Y.,  October  14,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Father,  Eugene  T.  McGrath,  302  East  One  hundred  and  thirty- 
seventh  Street,  New  York.  N.  Y. 
McGrath,  George  Joseph,  fireman,  second  class,  United  States  Navy. 

Enlisted  :  Los  Angeles,  Calif.,  March  19,  1917. 

Died:  Halifax,  Nova  Scotia,  March  26,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  James  E.  McGrath,  1268  West  Twenty-third   Street, 
Los  Angeles,  Calif. 
McGrath,  George  Samuel,  sliip"s  cook,  fourth  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Boston,  Mass.,  May  7,  1917. 

Died :  Navy  Base  No.  17,  Inverness,  Scotland,  June  19,  1917. 

Cause :  Pneumonia. 

Next  of  kin  :  Mother,  Marian  McGrath,  16  Draper  Street,  Dorchester,  Mass. 
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McGbath,  JOSEPH  Francis,  seaman,  second  class,  United  States  Naval   Reserve 
Force. 

Enlisted:  Boston,  Mass.,  March  21.  1918. 

Died:  Lynn,  Mass.,  October  22,  1918. 

Cause :  Broncho-pneumonia  and  influenza. 

Next  of  kin:  Mother,  Nora  A.  McOrath,  28  High  Rock  Street,  Lynn,  Mass. 
McGeath,  Thomas  Francis,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Kansas  City,  Mo.,  July  jr..  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  8.  1918. 

Cause:  Influenza. 

Next  of  kin:   Father,  Thomas  Francis   McGrath,  sr.,  'l'A'S.\  Madison   street, 
Kansas  City,  Mo. 
McGraw,  Leo,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Cincinnati,  Ohio,  July  3,  191S. 

Died:  Naval  hospital,  Norfolk,  Va„  September  80,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,. Frank  McGraw,  171'2  Sherman  Avenue,  Norwood,  Ohio. 
McGuire,  Daniei  Francis,  seaman,  second  class,  United  States  Navy. 

Enlisted:  New  Haven,  Conn.,  April  14,  1917. 

Died,  U.  S.  S.  Charleston,  July  13,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Sister,  Mary  McGuire,  Norwich,  Conn. 
McGuire,  Jesse  Marion,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  April  29,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  June  7.  1917. 

Cause:  Suppurative  pleurisy. 

Next  of  kin :  Mother,  Maud  Mosley,  Brock,  Okla. 
McGuire,  Paul  Vincent,  landsman  for  electrician    (R),   United   States   Navy. 

Enlisted:  Peoria,  111.,  January  14,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  February  26,  1918. 

Cause :  Measles. 

Next  of  kin  :  Mother;  Grace  B.  Davis,  716  South  Illinois  Street,  Springfield, 
111. 
McGuire,  Wii.r.iv.M    Joseph   George,  seaman,  second  class    (C),  United   States 
Naval  Reserve  Force. 

Enlisted:  Milwaukee,  Wis.,  June  26,  1918. 

Died:  Mountainside  hospital,  Montclair,  N.  J.,  October  22,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  John  F.  McGuire,  22  East   St.  Patrick  Street,  Rice 
Lake,  Wis. 
McGuirk:,  John  Aloysius,  landsman  for  machinist's  mate  (A),  United  States 
Navy. 

Enlisted :  Buffalo,  N.  Y.,  December  13,  1917. 

Died:  Naval   hospital,  naval   operating  base,  Hampton   Roads,   Va.,   Feb- 
ruary 6,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin  :  Father.  James  McGuirk,  Cherry  and  Walnut  Streets,  Towanda, 
Pa. 


487 

McGurr,  Charles  Joseph,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Newark,  N.  J.,  July  6,  1917. 

Died:  Marine  hospital,  Stapleton,  Staten  Island,  N.  Y.,  October  10,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  McGurr,  363  Montgomery  Street,  Jersey  City, 
N.J. 
McInerny,  James,  chief  water  tender,  United  States  Naval  Reserve  Force. 
Enlisted:  Boston,  Mass.,  November  7,  1916. 
Died :  Dispensary,  navy  yard,  Boston,  Mass.,  July  28,  1917. 
Cause :  Tuberculosis,  pulmonary. 

Next  of  kin :  Uncle,  Dennis  Mullins,  263  Beacon  Street,  Jersey  City,  N.  J. 
McInerny,  John  Aloysius,  gunner's  mate,  third  class,  United  States  Naval 
Reserve  Force. 
Enlisted :  Philadelphia,  Pa.,  April  25,  1917. 
Died :  Philadelphia,  Pa.,  March  12,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Rose  O.  McInerny,  1917  North  Twenty-third  Street, 
Philadelphia,  Pa. 
McIntosh,  James,  carpenter's  mate,  first  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Burlington,  Vt.,  April  30,  1918. 
Died :  Naval  hospital,  New  York.  N.  Y.,  September  25,  1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Lizzie  Taylor,  Box  225,  Barre,  Vt. 
McIntosh,  John  Alister,  landsman  for  yoeman,  United  States  Navy. 
Enlisted :  New  Orleans,  La.,  April  21,  1917. 
Died :  Naval  hospital,  Great  Lakes,  111.,  May  23,  1917. 
Cause :  Measles,  suppurative  pleurisy. 

Next  of  kin :  Mother,  Maggie  S.  Mcintosh,  Moss  Point,  Miss. 
McIntosh,  Walter  Preston,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Columbia,  S.  C,  May  11,  1918. 
Died:  Naval  hospital.  Charleston,  S.  C,  September  22,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Maggie  Cato,  203  King  Street,  Bennettsville,  S.  0. 
McIntyre,  Thomas  Aloyshjs,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Philadelphia.  Pa.,  December  10,  1917. 
Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 
Cause:  Lost  life  when  vessel  was  torpedoed  by  submarine. 
Next  of  kin:  Wife,  Mary  McIntyre,  2821  North  Waterloo  Street.   Phila- 
delphia, Pa. 
McIsaac,  Angtjs  Leroy,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted:  Detroit,  Mich.,  June  24,  1918. 

Died:  Naval  hospital,  naval  base,  Virginia,  September  28,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Bell  Rose  McIsaac,  South  Rockwood,  Mich. 
McIsaac,  James,  fireman,  second  class.  United  States  Naval  Reserve  Force. 
Enlisted :  New  Orleans,  La.,  December  11,  1917. 
Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  5,  1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Margaret  M.  McIsaac,  315  Kirby   Avenue,  Chit  It  H- 
nooga,  Tenn. 
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McIvek,  William  Wallace,  quartermaster,  first  class,  United  States  Naval  Re- 
serve Force. 
Enlisted:  Boston.  Mass.,  June  13,  1917. 
Died:  U.  S.  S.  Mount  Vernon,  October  11,  1918. 
Cause:  Pneumonia. 
Next  of  kin  :  Wife.  Esther  E.  Mclver,  61  Dexter  Street,  Medford,  Mass. 

McKay,  David  Carter,  chief  boatswain's  mate,  United  States  Naval  Reserve 
Force. 

Enlisted :  Detroit,  Mich.,  June  27,  1917. 

Died :  Harper  Hospital,  Detroit,  Mich.,  October  4,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Jessie  D.  McKay,   232  Gladstone  Avenue.   Detroit, 
Mich. 
McKay,  John  Russell,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Wellfleet,  Mass.,  April  13,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  1,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Linnie  H.  McKay.  Wellfleet,  Mass. 
McKean,  Charles  Perkins,  seaman,  second  class,  United  States  Navy. 

Enlisted  :  Boston,  Mass.,  October  23,  1917. 

Died :  Naval  hospital,  Portsmouth,  Ya.,  April  16,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin  :  Mother.  Gertrude  McKean.  Groton,  Mass. 
McKean,  Walter  Myron,  fireman,  third  class.  N.  N.  V. 

Enlisted:  Seattle,  Wash.,  July  13,  1917. 

Died :  Base  2,  November  24.  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother.  Maud  McKean,  Fall  City.  Wash. 
McKee,  Dallas,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Chicago,  111.,  July  19,  1918. 

Died :  U.  S.  S.  Solace,  October  8,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin  :  Father,  Scott  McKee.  Glad  Springs,  Va. 
McKeen,  Donald  Jane,  blacksmith,  second  class,  United  States  Navy. 

Enlisted:  Cavite,  P.  I.,  May  17,  1915. 

Died:  Navy  collier  Cyclops,  June  14.  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin  :  Sister,  Fannie  Serna,  Santa  Rita,  N.  Mex. 
McKelvey,    Lucius    Sinclair,    landsman    for    machinist's    mate     (A),    United 
States  Naval  Reserve  Force. 

Enlisted :  Portland,  Oreg.,  June  10.  1918. 

Died:  Naval  hospital,  Gulfport,  Miss..  October  13.  1918. 

( 'ause :  Influenza. 

Next   of  kin:  Wife,  Hazel  McKelvey,  230  East   Forty-ninth   Street,  Port- 
land, Oreg. 
McKenna,  Eugene  William,  blacksmith,  first  class,  United  States  Navy. 

Enlisted :   New  York,  N.  Y.,  August  4,  1917. 

Died :   U.  S.  S.  Jason,  January  1,  1918. 

Cause:    Poisoned  by  illuminating  gas. 

Next  of  kin :   Mother,  Marie  McKenna,  Fort  Benton,  Mont. 
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McKenna,  Habey  Albert,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enlisted  :   Johnstown,  Pa.,  June  28,  1918. 
Died:  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 
Cause :   Influenza. 
Next  of  kin:    Sister.  Catherine  McKenna,  318  Forty-fifth  Street,  Pittsburgh, 

Pa. 
McKenna,   Joseph   Leo,  seaman,   second   class,   United   States  Naval   Reserve 

Force. 
Enlisted  :   Washington,  D.  C,  March  30,  1918. 
Died:   Naval  hospital,  Washington,  D.  C,  October  IS,  1918. 
Cause:   Influenza.  \ 

Next  of  kin:    Father,  Peter  J.  McKenna,  24  Waterman  Street,  Valley  Falls, 

R.  I. 
McKenzie,  Edward  Joseph,  seaman,  second  class,  United  States  Navy. 
Enlisted :   Boston,  Mass.,  December  31,  1917. 
Died:  Receiving  ship,  New  York,  N.  Y.,  March  22,  1918. 
Cause :   Cerebrospinal  fever. 
Next  of  kin:     Mother,   Catherine  McKenzie,  31  Marcella    Street,    Boston, 

Mass. 
McKenzie,  Kenneth  Dickson,  landman  for  quartermaster,  United  States  Naval 

Reserve  Force. 
Enlisted:    Boston,  Mass.,  July  18,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 
Cause:   Influenza. 

Next  of  kin:   Wife,  Ethel  McKenzie,  1202  Boyleston  Street,  Brookline,  Mass. 
McKenzie,  William  Frank,  apprentice  seaman,  United  States  Navy. 
Enlisted:   Dallas,  Tex.,  December  15,  1917. 
Died :   Naval  hospital,  Norfolk,  Va.,  January  10,  1918. 
Cause:   Pneumonia. 

Next  of  kin :   Father,  J.  W.  McKenzie,  Lindsey,  Okla. 
McKeown,  Bernard  Joseph,  fireman,  first  class,  United  States  Navy. 
Enlisted :    Philadelphia,  Pa.,  August  2S,  1914. 
Died :   U.  S.  S.  Jacob  Jones,  December  6,  1917. 
Cause:   Killed  in  action  with  enemy  submarine. 

Next  of  kin:    Brother,  Francis  Patrick,  2650  North  Palethrope  Street,  Phil- 
adelphia, Pa. 
McKeown,  Michael  John,  carpenter's  mate,  first  class,  United   States   Naval 

Reserve  Force. 
Enlisted  :   Philadelphia,  Pa.,  August  29,  1918. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  October  4,  1918. 
Cause:    Influenza. 

Next  of  kin  :  Wife.  Laura  P.  McKeown,  box  75,  Camden,  Del. 
McKillop,  Matthew  John,  carpenter's  mate,  first  class,  United  States  Navy. 
Enlisted  :    Norfolk,  Va.,  August  13,  1914. 
Died:   Naval  hospital,  Norfolk,  Va.,  March  15,  1918. 
Cause :    Broncho-pneumonia. 

Next  of  kin  :   Father,  Michael  McKillop,  Holyoke,  Mass. 
Mc  Kinley,  Thomas  Jackson,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Montgomery,  Ala.,  June  29,  1917. 
Died :  Navy  collier  CUjclops,  June  14,  1918. 
Cause :  Member  of  crew  on  missing  Cyclops. 
Next  of  kin:  Father,  Pinkney  S.  McKinley.  Evergreen,  Ala. 
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M(  Kinney,  Doouey  Oakley,  machinist's  mate,  first  class,  United  States  Naval 
Reserve  Force. 
Enlisted:  Washington,  J  >.  C.,  I>ec.  11,  1917. 
Died:  Naval  air  station,  Pensacola,  Fla.,  October  4,  1918. 
Cause:  Killed  in  seaplane  accident. 

Next  of  kin  :  Wife.  Ida  W.  McKinney,  4533  Ashland  Avenue,  St.  Louis,  Mo. 
McKiNNEY.  Joseph  Christopher,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Newark,  N.  J.,  March  29,  1917. 
Died  :  U.  S.  A.  C.  T.  Antilles,  October  17,  1917. 
Cause:  Lost  life  when  vessel  sunk. 

Next  of  kin  :  Father,  Andrew  L.  McKinney,  73  Goble  Street,  Newark,  N.  J. 
MeKiNNE\,    William   Benjamin,   seaman,   second   class,   United    States  Naval 
Reserve  Force. 
Enlisted  :  Sault  St.  Marie,  Mich.,  May  6,  1918. 
Died:  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 
Cause:  Influenza. 

Next  of  kin:  Mother,   Helen  McKinney,  2130  Fourth  Avenue,   Sault  Ste. 
Marie,  Mich. 
McKisson,  Donald  Edwin,  electrician,  third  class    (R),  United  States  Naval 
Reserve  Force.  .    " 

Enlisted :  Great  Lakes,  111.,  June  4,  1917. 
Died :  At  home,  December  28,  1917. 
Cause :  Pneumonia. 

Next  of  kin :  Mother,  Katherine  McKisson,  2157  Glenwood  Avenue,  Toledo, 
Ohio. 
McKnight,  Herbert  Frank,  seaman,  second  class,  United  States  Navy. 
Enlisted  :  Montgomery,  Ala.,  April  21,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  June  18,  1917. 
Cause :  Tuberculosis. 

Next  of  kin :  Uncle,  George  A.  Hall,  Poarch,  Ala. 
McKnight,   John    Joseph,    apprentice   seaman,    United    States   Naval    Reserve 
Force. 
Enlisted:  Philadelphia,  Pa.,  July  22,  1918. 
Died:  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 
Cause:  Influenza. 

Next  of  kin:  Wife,  Anna  McKnight,  2016  McClellan  Street,  Philadelphia, 
Pa. 
McLain,   Fred   Thomas,    fireman,   third   class,   United    States   Naval    Reserve 
Force. 
Enlisted:  Minneapolis,  Minn.,  July  25,  1918. 
Died :  U.  S.  S.  Mercy,  October  29,  1918. 
Cause:  Cerebrospinal  fever. 

Next  of  kin:  Mother,  Mary  McLain,  Kenwood  Park,  R.  4,  Duluth,  Minn. 
McLarney,  John  Ward,  seaman,  second  class,  United  States  Navy. 
Enlisted :  New  Haven,  Conn.,  December  6,  1917. 
Died :  Navy  Base  Hospital  No.  5,  March  15,  1918. 
Cause :  Edema  of  lung. 

Next  of  kin :  Father,   John   F.   McLarney,   134  Frank   Street,  Bridgeport, 
Conn. 
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McLaughlin.  James,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  August  21,  1918. 

Died:  Naval  hospital.  Azores,  October  22,  1918. 

Cause :  Pneumonia. 

Next    of    kin :  Mother.    Kate    McLaughlin,    936    Harford    Avenue,    Balti- 
more, Md. 
McLaughlin,   John   Joseph,   ship's  cook,   fourth  class,    United   States  Naval 
Reserve  Force. 

Enlisted:  Boston,   Mass.,  March  27,  1918. 

Died:  Naval    hospital,   League   Island,   Pa.,    September  28,   1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Bridget  McLaughlin,  Marley,  Ireland. 
McLaughlin,  Patbick  A.,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Buffalo,  N.  Y.,  June  5,  1918. 

Died :  Hazleton,  Pa.,  November  5,  1918. 

Cause :  Pneumonia. 

Next    of   kin :  Father,    Patrick    McLaughlin,    546   North    Wyoming    Street, 
Hazleton,  Pa. 
McLaughlin,    Stephen    Pebcy,    seaman,    second    class,    United    States    Naval 
Reserve  Force. 

Enlisted:  Boston,  Mass.,  July  11,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  15,  1918. 

Cause :  Influenza. 

.  Next    of    kin :  Mother,    Margaret    McLaughliu,    618    Dudley    Street,    Dor- 
chester, Mass. 
McLaughlin,    William    James,    seaman,    second    class,    United    States    Naval 
Reserve  Force. 

Enlisted :  New  Haven,   Conn.,   May   24,   1918. 

Died :  Kingston  Avenue  hospital,  Brooklyn,   N.   Y.,  October  16,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mary  McLaughlin,  156  Bristol  Street,  Southington, 
Conn. 
McLennan,  Merrill  Dewey,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  April  9,  1917. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  July  28,  1917. 

Cause:  Pleurisy. 

Next  of  kin :  Father,  Hugh  McLennan,  242  West  Sixth  Street,  Sheridan, 
Wyo. 
McLeod,  Daniel,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Provincetown,  Mass.,  April  9,  1918. 

Died :  U.  S.  S.  Maine,  October  1,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Mother,  Euphemia  McLeod,  Middlesboro,  Mass. 
McLeod,   Oscar  Edison,   seaman,   second   class,   United   States  Naval   Reserve 
Force. 

Enlisted:  Birmingham,  Ala.,  May  1,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  October  8,  1918. 

Cause:  Spinal  fever. 

Next  of  kin:  Father,   Alexander  B. .McLeod,   De  Funiack   Springs,   Fla. 
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McLey,  James  Nelson,   apprentice  seaman,  United   States  Navy. 

Enlisted  :  Omaha,  Nebr.,  March  5,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  April  15,  1917. 

Cause :  Measles,    broncho-pneumonia    and    suppurative   pleurisy. 

Next  of  kin  :  Mother,  Mary  Bray,  Edgar,  Nebr. 
McLoughlin,    Frank    Joseph,    electrician,    second   class.    United    States    Naval 
Reserve  Force. 

Enlisted:  New  York,  N.  Y.,  April  25,  1918. 

Died :  New  York,  N.  Y.,  October  26,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Brother,   Bartholomew  McLoughlin,  431   West  Forty-fourth 
Street,  New  York,  N.  Y. 
McLoughlin,   George   Ignatius,   chief  yeoman,  United    States   Naval   Reserve 
Force. 

Enlisted :  Boston,  Mass.,  December  3,  1917. 

Died :  Home,  Rosindale,  Mass.,  October  4,  1918. 

Cause  :  Pneumonia  following  influenza. 

Next  of  kin :  Mother,  Mary  F.  McLoughlin,  73  Newberg  Street,  Rosindale, 
Mass. 
McMahan,  John  Francis,  landsman  for  electrician   (E),  United  States  Naval 
Reserve  Force. 

Enlisted  :  Indianapolis,  Ind.,  March  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Margaret  McMahon,  McCordsville,  Ind. 
McMahan,  John  Joseph,  seaman,  second  class,  United  States  Navy  . 

Enlisted :  Boston,  Mass.,  April  30,  1918. 

Died :  U.  S.  S.  Mercy,  October  7,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Delia  McMahan,  19  South  Whipple  Street,  Lowell, 
Mass. 
McMahon,  Aloysius  Patrick,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  June  10,  1918. 

Died:  Naval  hospital,  Norfolk,  Va.,  September  29,  1918. 

Cause:  Pneumonia.  Lobar. 

Next  of  kin:  Mother.  Elizabeth  McMahon,  Camp  City,  Ulmer  Park,  Brook- 
lyn, N.  Y. 
McMahon,  Donald  Mansfield,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Boston,  Mass.,  June  3,  1918. 

Died :  Boston,  Mass.,  October  14,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Cornelius  McMahon,  Stowe,  Yt. 
McMahon,  Earl  Jeffrey,  ship's  cook,  fourth  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Detroit,  Mich.,  May  13,  191S. 

Died :  Naval  air  station,  Pauillac,  France,  October  9,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Father,  Jeffrey  McMahon,  box  45,  Yalmar,  Mich. 
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McMaiion,  Samuel,  water  tender,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  May  2,  191 G. 

Died :  Naval  hospital,  New  York,  N.  Y.,  May  17,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin:  Sister,  Selena  Burns,  123  State  Street,  North  Haven,  Conn. 
McMillan,  Archie  Edward,   seaman,   second   class,   United    States  Naval  Re- 
serve Force. 

Enlisted :  Great  Lakes,  111.,  May  31,  1918. 

Died :  Navy  yard,  Puget  Sound,  Wash.,  October  6,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Emma  McMillan,  2421  Ballow  Street,  Chicago,  111. 
McMillian,  Gaisnett  Eldred,  chief  pharmacist's  mate,  United  Slates  Navy. 

Enlisted:  San  Francisco,  Calif.,  February  23,  1915. 

Died  :  Brooklyn,  N.  Y.,  November  1,  1918. 

Cause :  Railway  accident. 

Next  of  kin:  Wife,  Ethel  L.  McMillan,  R.  F.  D.  1,  Loineta,  Tex. 
McMillen,   William  Allen,  quartermaster,  second  class    (A).   United   States 
Navy. 

Enlisted:  Louisville,  Ky.,  February  6,  1918. 

Died:  Naval  air  station,  Rockaway  Beach,  Long  Island,  October  16,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Mother,  Julia  McMillen,  Tenth  Street,  Ashland,  Ky. 
McMillon,  Stokei.y,  commissary  steward,  United  States  Navy. 

Enlisted  :  Annapolis,  Md.,  February  7,  1916. 

Died:  Naval  hospital,  Norfolk,  Va.,  September  30,  1918. 

Cause:   Pneumonia. 

Next  of  kin  :  Wife,  Fay  Mae  McMillon,  123S  B  Street,  Portsmouth,  Va. 
McMullen,  James  Walter,  Blacksmith,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Chicago,  111.,  May  27,  191S. 

Died  :  Naval  air  station,  Pauillac  France,   September  27,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  John  McMullen,  411  South  Broadway,  Aurora,  111. 
McMurray,  Willie  Oliver,  quartermaster,  third  class,  United  States  Navy. 

Enlisted  :  New  Orleans,  La.,  April  30,  1917. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  September  16,  1918. 

Cause :  Acute  nephritis. 

Next  of  kin:  Sister,  Sarah  McMurray  Rawlins,  1425  Florida  Street,  Baton 
Rouge,  La. 
McNabu,  John,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  December  28,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  27,  1918. 

Cause :  Tuberculosis. 

Next  of  kin :  Wife,  Bessie  Lillian  McNabb,  R.  R.  1,  Moshiem,  Tex. 
McNaie,   Samuel  Robinson,  seaman,   second  class,  United  States  Naval   Re- 
serve Force. 

Enlisted:  Buffalo,  N.  Y.,  June  3,  191S. 

Died :  U.  S.  S.  Mercy,  October  11,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  Hugh  Robinson  McNair,  Dansville,  N.  Y. 
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McNally,   Phillip   Francis,   seaman,   second   class.   United   States  Naval   He- 
serve  Force. 
Enlisted:  Pittsburgh,  Pa.,  July  31,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  -'2,  1918. 
Cause :  Influenza. 

Next  of  kin  :  Mother,  Bridget  McNally,  220  Fourth  Avenue,  Homestead,  Pa. 
McNamaba,  Rogee   Bernard,  seaman,  second  class,  United  States  Naval   Re- 
serve Force. 

Enlisted:  Detroit,  Mich.,  June  G,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  15,  1918. 

Next  of  kin  :  Wife,  Verona  Ohopman  McNamara,  41  Avery  Avenue,  Detroit,. 
Mich. 
McNeal,  George  Mason,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Montgomery,  Ala.,  March  29,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  191S. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Father,  J.  Y.  McNeal,  404  Powell  Street,  Birmingham',  Ala. 
MoNeely,  Claude  Johnson,  carpenter's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  St.   Louis,  Mo.,  May  22,  1918. 

Died:  Naval  air  station,  Eastleigh,  England,  October  15,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Mother,  Laura  Mabel  Tucker,  Box  11,  Thebes,  111. 
McNees,   Sterling   Evans,   apprentice  seaman,    United   States   Naval   Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  July  19,  191S. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  15,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Oscar  Park  McKees,  R.  8,  Lawrence,  Kans. 
McNeil,  Harry,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  August  30,  1917. 

Died:  U.  S.  S.  Mount  Vernon,  November  23,  1917. 

Cause :  Tuberculosis. 

Next  of  kin :  Mother,  Otillia  McNeil,  79  Fifty-fifth  Street,  Carona,  N.  Y. 
McNeil,  James,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  April  2,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  4,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Edith  Leach,  GIG  East  Chestnut  Street,  Oluey,  111. 
McNeil,  John  Edward,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Providence,  R.  I.,  April  30,  1917. 

Died:  Steamship  Luckenbach,  October  12,  1917. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin:  Father,  James  McNeil,  132  S  Street,  Plainville,  Mass. 
McNelly,  Eugene  Franklin,  coxswain,  United  States  Navy. 

Enlisted:  Naval  station,  Portland,  Oreg.,  June  27,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next   of   kin:  Father,    George    F.    McNelly,   1072   East    Fifteenth    Street, 
Portland,  Oreg. 
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McNicholas,  William  Patrick,  water  tender,  United  States  Navy. 

Enlisted:  Chicago,  III.,  July  14,  1917. 

Died :  Navy  collier  Cyclop*,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Father,   Bernard   McNicholas,   4935   South   Halstead    Street, 
Chicago,  111. 
McNierney,  Wir.i.iA.v  Francis,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted  :  Croat  Lakes,  111.,  September  11,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin:  Brother,  Cornelius  McNierney,  111  North  Drake  Street,  Titus- 
ville.  Pa. 
McNulty,  William  John,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  April  19,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  20,  1918. 

Cause:  Influenza. 

Next    of  kin:  Wife,   Catherine   McNulty,   13    Putnam    Street,   Charlestown, 
?dass. 
McNutt,  Henry  Trollinger,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Richmond,  Va.,  June  11,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  September  29,  1.918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mannie  McNutt,  Ceres,  Va. 
McNutt,  Joseph,  Isaac,  fireman,  third  class,  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  July  27,  1917. 

Pied :  Naval  hospital,  naval  base.  Virginia,  October  8,  191S. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  C.  McNutt,  Cheneyville,  La. 
McPartland,   William   Patrick,   seaman,   second   class,   United   States  Naval 
Reserve  Force. 

Enlisted:  Syracuse,  N.  Y.,  April  12,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  23,  1918. 

Cause :  Bronco-pneumonia, 

Next  of  kin :  Father,  James  McPartland,  West  Coxsackie,  N.  Y. 
McPherson,  John  Earl,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  April  20,  1917. 

Died:  Naval  Hospital,  Hampton  Roads,  Va.,  February  16,  1918. 

Cause :  Spinal  meningitis. 

Next  of  kin :  Mother,  Daisy  G.  M.  McPherson,  Grangeville,  Idaho. 
McPherson,  Weldon  A.,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Boston,  Mass.,  April  6,  1917. 
-     Died :  Receiving  ship,  Boston,  Mass.,  April  18,  1917. 

Cause:  Gunshot  wound. 

Next  of  kin:  Aunt,  Eliza  McPherson,  20  Oayson  Avenue,  Dorchester,  Mass. 
McQuade,  John  Patrick,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  October  17,  1917. 

Died :  U.  S.  S.  Chicago,  September  25,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Brother,  William  McQuade,  South  Street,  Woonsocket,  R.  I. 
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McQueaky.  Green,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted:  Louisville,  Ky.,  July  13,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Mary  Ellen  McQueary,  Eller,  Ky. 
McQuillan,  Evekett,  seaman,  United  States  Naval  Reserve  Force. 
Enlisted :  Provincetown,  Mass.,  December  10,  1917. 
Died  :  Naval  hospital,  Chelsea,  Mass.,  March  6,  1918. 
Cause :  Broncho-pneumonia. 

Next   of  kin  :  Mother,    Sarah   McQuillan,  23   Court    Street,   Provincetown, 
Mass. 
McRae,  Duncan  Archie,  electrician,  first  class,  United  States  Navy. 
Enlisted:  San  Francisco,  Calif.,  May  IS,  1917. 
Died:  U.  S.  S.  F-l,  December  17,  1917. 
Cause:  Drowned. 

Next  of  kin  :  Sister.  Florence  Mary  McRae,  Blaine,  Wash. 
McRee,  Horace  Levy,  machinist's  mate,  second  class,  United  States  Navy. 
Enlisted:    San    Francisco,   Calif.,   November   14,   191G. 
Died  :  Balboa  Heights,  Canal  Zone,  June  5,  1918. 
Cause:  Acute  miliary  tuberculosis. 

Next  of  kin:  Sister,  Lula  McRee,  R.  F.  D.  7,  Wesson,  Copish  County,  Miss. 
McReynolds,  Taylor  Leech,  seaman,  United  States  Navy. 
Enlisted :  Houston,  Tex.,  March  8,  1917. 
Died:  Naval  hospital,  Fort  Lyons,  Colo.,  January  5,  1918. 
Cause:  Tuberculosis. 

Next  of  kin:  Father,  John  L.  McReynolds,  2901  Morrison  Avenue,  Houston, 
Tex. 
McSheferey,  George,  fireman,  third  class,  United  States  Naval  Reserve  Force. 
Enlisted:  Boston,  Mass.,  December  11,  1917. 
Died :  Naval  hospital,  Chelsea,  Mass.,  March  12,  191S. 
Cause :  Meningitis,  cerebrospinal. 

Next   of  kin:    Mother,    Katherine    McSheffrey,   Bunagee,    Culdaff   County, 
Donegal,  Ireland. 
McSorley,  Frank  Leo,  Jr.,  yeoman,  first  class,   United  States  Naval  Reserve 
Force. 
Enlisted  :  New  York,  N.  Y.,  November  15,  1917. 
Died:  St.  Elizabeth's  Hospital,  Elizabeth,  N.  J.,  October  29.  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Frank  L.  McSorley,  sr.,  40  Cedar  Street,  Brooklyn, 
N.  Y. 
McSpadden,  Frank  Garrett,   seaman,  second  class,   United   States  Navy. 
Enlisted :  Dallas,  Tex.,  May  29,  1917. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  October  3,  191S. 
Cause :  Influenza. 
Next  of  kin:   Father,  James  M.  McSpadden,  Ityers.  Tex. 

McSween,  Bonnie,  apprentice  seaman,  United  States  Navy. 
Enlisted:  Jackson,  Miss..  October  11,  1917. 
Died:  Naval  hospital,  Norfolk,  Ya.,  December  15,  1917. 
Cause:  Pneumonia,  broncho. 
Next   of  kin:  Father,  Malcorab  McSween,  Picayune,  Miss. 
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McVay,  Henry  Jacob,  seaman,  United   States  Naval  Reserve  Force. 

Enlisted:  St.  Louis,  Mo.,  May  31,  1918. 

Died:  Naval    hospital,    Philadelphia,    Pa.,    September    22,    1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Letha  McVay,  R  4,  Joplin,  Mo. 
McVeigh,  John  James,  quartermaster,  second  class  (A),  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  December  14,  1917. 

Died:  Naval   air  station,   St.   Trojan,   Charente  Inferire,   France,   August 
23,  1918. 

Cause :  Wound  received  in  seaplane  accident. 

Next  of  kin :  Father,  James  McVeigh,  1706  Master  Street,  Philadelphia,  Pa. 
McVeigh,   Joseph   Francis,   seaman,    second   class,    United    States   Navy. 

Enlisted :  New  York,  N.  Y.,  April  25,  1917. 

Died :  Steamship  Florence  H.,  April  17,  1918. 

Cause:  Killed  in  explosion. 

Next  of  kin:  Father,  Patrick  McVeign,  13G  Slater  Street,  Paterson,  N.  J. 
McVey,  Charles  Albert,   fireman,  third   class,   United   States  Naval  Reserve 
Force. 

Enlisted:  St.  Louis,  Mo.,  July  8,  191S. 

Died:  U.  S.  S.  Massachusetts,  October  2,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  Ferdinand  D.  McVey,  Marthasville,  Miss. 
McVicar,  George  Ward,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  December  12,  1917. 

Died:  Naval  training  station,  San  Francisco,  Calif.,  April  4,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin  :  Father,  George  A.  McVicar,  Onaga,  Kans. 
McWilliams,  Erle,  seaman,  United  States  Navy. 

Enlisted :  Cincinnati,    Ohio,    April    19,    1917. 

Died :  U.  S.  S.  Albert,  April  21,  1918. 

Cause :  Diphtheria. 

Next  of  kin:  Father,  Carrol  McWilliams,  Granville,  Ohjo. 
MacDonald,  Arnold,  landsman  for  electrician    (G),  United  States  Naval  Re- 
serve Force. 

Enlisted :  East  Providence,  R.  L,  March  5,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,   September  7,   1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  William  J.  MacDonald,  42  Camp  Street,  Providence, 
R.  I. 
MacDonald,  Edward  Stephen,  yeoman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Navy  yard,  Boston,,  Mass.,  February  6,  1918. 

Died :  Naval  hospital,  Washington,  D.  O,  October  14,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Margaret  MacDonald,  Allston,  Mass. 
MacDonald,  George  Clayton,   machinist's  mate,  second  class,   United   States 

Naval  Reserve  Force. 

Enlisted :  Chester,  Pa.,  April  23,  1917. 

Died :  At  home,  Philadelphia,  Pa.,  November  9,  1918. 

Cause :  Myocarditis,  acute. 

Next  of  kin  :  Mother,  Anna  B.  MacDonald,  22  Madison  Street,  Chester,  Pa. 

174483—20 32 
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MacDonald,  Roderick  D.,  fireman,  third  class,  National  Naval  Volunteer. 

Enlisted:  Bristol,  R.  I.,  March  2,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass..  January  17.  1918. 

Cause :  Nephritis,  acute. 

Next  of  kin :  Jennie  MacDonald,  54  Hayward  Street,  Providence,  R.  I. 
MacDonnell,  Thomas  Feancis.  electrician,  third  class,  United  States  Navy. 

Enlisted  :  Boston,  Mass.,  May  14,  1917. 

Died  :  Navy  collier  Cyclops,  June  14.  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Father,  John  MacDonald,  536  Broadway.  South  Boston,  Mass. 
Macedo,  Thomas  Raymond,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  February  7,  1916. 

Died  :  Naval  hospital,  New  London,  Conn.,  May  23.  1918. 

Cause:  Septicemia. 

Next  of  kin  :  Mother,   Ursula  B.   Macedo,  268  Prospect  Street,  Hayward, 
<  Jalif. 
MacEeeters,  "William  James,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Cleveland,  Ohio,  April  5,  1918. 

Died :  Naval  hospital,  Norfolk.  Va.,  October  12,  1918. 

<  'ause :  Pneumonia. 

Next    of   kin :  Mother,    Flora    G.    MacEeeters,    10703    Englewood    Avenue, 
Cleveland,  Ohio. 
MacCregor,  Rob  Roy,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Brooklyn,  N.  Y.,  December  10,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  January  28,  1918. 

Cause :  Meningitis,  cerebrospinal. 

Next  of  kin :  Father,  Peter  MacGregor,  Pequannock,  N.  J. 
MacIntyre,  John,  ship's  cook,  third  class.  United  States  Navy. 

Enlisted  :  Philadelphia,  Pa.,  January  21,  1914. 

Died :  Naval  hospital,  Fort  Lyon,  Colo.,  January  7,  1918. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next   of  kin :  Mother,   Katherine   MacIntyre,   2315   Redner   Street,   Phila- 
delphia, Pa. 
Mackenzie,  Arthur  James,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  March  1,  1917. 

Died :  Naval  prison,  Portsmouth.  N.  H.,  February  22,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin:  Mother.  Katheryn   O'Neil,  240  West  Fifteenth  Street,  New 
York,  N.  Y. 
Mackenzie,  Fred,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  April  28,  1917. 

Died:  Navy  Base  Hospital  No.  5,  October  9.  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,   George  Mackenzie,   2353   Washington   Avenue,  New 
York,  N.  Y. 
Mackey,  William  Edward,  electrician,  third  class.  United  States  Navy. 

Eidisted :  Atlanta,  Ga.,  July  13,  1917. 

Died :  U.  S.  S.  North  Dakota,  January  15,  1918. 

Cause:  Washed  overboard. 

Next  of  kin :  Mother,  Maggie  C.  Mackey,  Sherman,  Tex. 
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Maokin,  Edward  Thomas,  seaman,  second  class.  United  stairs  Naval  Reserve 
Force. 

Enlisted:  Newark,  N.  J..  April  8,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y..  October  2.  1918. 

Cause:  Pneumonia,  broncho. 

Next   of  kin:  Brother,  Joseph   Michel  Mackin,  66  West   Eleventh   Street. 
Bayonne,  N.  J. 
Mackwood,    Harold   Frederick,    fireman,   third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted  :  Buffalo,  N.  Y.,  July  G.  1918. 

Died:   Naval  hospital.  Croat  Lakes.  HI..  October  11.  1918. 

Cause :   Influenza. 

Next    of    kin:  Father.    Robert    Nelson     Mackwood,    569    Sawyer    Street, 
Rochester,  N.  Y. 
MacN.uxy,  Edward  Ai.ovsirs.  landsman  for  electrician.   United  States  Navy. 

Enlisted:     Philadelphia.  Pa.,  May  15,  1917. 

Died  :  Naval  hospital,  New  York,  N  Y..  June  13.  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Brother.  Joseph  MacNally.  319  State  Street.  Springfield,  Mass. 
MacNamaea,  Geobge  Robert,  hospital  apprentice,  United  States  Navy. 

Enlisted:  Minneapolis.  Minn..  February  25,  1916. 

Died  :  Naval  hospital,  Norfolk,  Va..  February  9.  1918. 

Cause :  Abscess  of  brain. 

Next   of  kin:  Mother.    Sarah    .1.    MacNamara,    409    Seventh    Street,   Fargo, 
N.  Dak. 
MacVijiik,  Carl  Douglass,  quartermaster,  third  class.  United  States  Naval  Re- 
serve Force. 

Enlisted:  Niagara  Fall,  N.  Y..  February  19,  1917. 

Died :  U.  S.  S.  Von  Steuben,  September  6,  1928. 

Cause :  Lost  overboard. 

Next  of  kin  :  Mother,  Clara  MacVittie,  63  Duane  Avenue.  La  Salle,  N.  Y. 
Madden,  Arthur  Allen,  Jr.,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Columbia,  S.  C,  May  15,  1918. 

Died:  Naval  Hospital.  Philadelphia,  Pa.,  October  2.  1918. 

Cause:    Influenza. 

Next  of  bin:  Mother,  Nellie  Madden,  1408  Hamilton  Avenue.  Columbia,  S.  C. 
Madden,  Charles  Henry",   mess  attendant,  second  class,   United   States  Naval 
Reserve  Force. 

Enlisted:  Boston,  Mass..  November  22,  1!)17. 

Died:  Naval  Hospital.  Chelsea,  Mass..  February  12,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin  :  Mother.  Mary  E.  Madden,  169  Winsor  Avenue,  Waterloo,  Mass. 
Madden,  William  Francis,  fireman,  third  class,  United  States  Navy. 

Enlisted  :  Newark,  N.  J..  December  3,  1917. 

Died:  U.  S.  S.  Arkansas,  June  13,  1918. 

Cause:   Poisoning,   heroin. 

Next  of  kin:   Mother.  Elizabeth   Madden.   217   Mercer  Street,   Jersey   City, 
N.  .7. 
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Madigan,  Edward  Joseph,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted-:  Albany,  N.  Y.,  May  27,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N  Y.,  October  15,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Delia  Madigan,  227  First  Street,  Albany,  N.  Y. 
Madison,  Maxwell  David,  seaman,  United  States  Navy. 

Enlisted:  Port  Royal,  S.  C,  May  19,  1917. 

Died:  Naval  Hospital,  Newport,  R.  I.,  April  5,  1918. 

Cause:  Acute  nephritis. 

Next  of  kin :  Brother,  Charles  Madison,  1944  Russel  Street,  Detroit,  Mich. 
Madlinger,  August  Louis,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Newark.  N.  J.,  July  13,  1918. 

Died:  Naval  Hospital,  Pelham  Bay  Park,  N.  Y.,  October  29,  1918. 

Cause :  Appendicitis,  acute. 

Next  of  kin:  Father,  Frank  X.  Madlinger,  11  South  Cherry  Street,  Pough- 
keepsie,  N.  Y. 
Maender,_  Leo  Edwin,  seaman,  United  States  Navy. 

Enlisted :  Nashville,  Term.,  April  27,  1917. 

Died :  Naval  Hospital,  Brooklyn,  N.  Y.,  October  30,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Adolph  Gus  Maender,  St.  Louis,  Mo. 
Maertins,  Walter  Charles,  machinist's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Boston,  Mass.,  March  22,  1917. 

Died:  Naval  Hospital,  New  London,  Conn.,  October  3,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Sophia  Maertins,  27  Aldrich  Street,  Rosindale,  Mass. 
Magdaluyo,  Manuel,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Cavite,  P.  I.,  July  27,  1918. 

Died:  Navy  Yard,  Mare  Island,  Calif.,  October  17,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Consolacion  Reyes,  Calibo,  Capiz,  P.  I. 
Macenheimer,  Frederick,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  March  8,  1916. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Brother,  Robert  P.  Magenheimer,  387  Charlotte  Place,  Glen- 
dale,  Long  Island,  N.  Y. 
Maggio,  Frank,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  May  21,  1917. 

Died:  U.  S.  S.  Von  Steuben,  September  28,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Santo  Maggio,  143  Wyona  Street,  Brooklyn,  N.  Y. 
Maglinti,  Ciriaco,  coxswain,  United  States  Naval  Reserve  Force. 

Enlisted :  Cavite,  P.  I.,  May  23,  1917. 

Died:  U.  S.  S.  Abarcnda,  October  25,  1918. 

Cause :  Killed  on  boat. 

Next  of  kin  :  Mother,  Crisanta  Pimbal,  Cavite,  P.  I. 
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■Magner,  Edmund  Francis,  yeoman,  first  class,  United  States  Naval  Reserve 

Force. 
Enlisted:  Boston,  Mass.,  November  12,  1917. 
Died :  U.  S.  S.  Salem,  September  29,  1918. 
Cause:  Missing  from  boat  returning  with  liberty  party. 
Next  of  kin :  Mother,  Mary  E.  Magner,  Martins  Lane,  Hingham,  Mass. 
Magnee,   James   Lawrence,   hospital   apprentice,   second   class.   United   States 

Navy. 
Enlisted :  New  York,  N.  Y.,  January  3,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  April  18,  1918. 
Cause:  Cerebrospinal  fever. 
Next  of  kin:   Sister,  Marie  Magner,  226  East   Eighty-sixth   Street,   New 

York,  N.  Y. 
Magnus,  Philip  Edmund,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enlisted:  Minneapolis,  Minn.,  July  8,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 
Cause :  Influenza. 

Next  of  kin :  Father,  Henry  Magnus,  R.  R.  4,  Foley,  Minn. 
Magoni,  Charles,  water  tender,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  January  30,  1917. 
Died :  U.  S.  S.  Manley,  March  19,  1918. 
Cause:  Died  as  result  of  explosion  on  board  ship. 
Next  of  kin:  Brother,  John  Magoni,  26  Merrick  Street,  West  Sprtngfield, 

Mass. 
Magoon,  Chester  Earl,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Burlington,  Vt.,  October  10,  1917. 
Died:  Naval  hospital,  Norfolk.  Va.,  March  21,  1918. 
Cause :  Broncho  pneumonia. 
Next  of  kin :  Mother,  Mary  E.  Magoon,  72  North  Maine  Street,  Burre,  Yt. 

Mahar,  John  Joseph,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Albany,  N.  Y.,  May  27,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  3,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Sister,  Catherine  Leffler,  300  East  Street,  Rensselaer.  N.  Y. 
Mahathey,  James,  water  tender,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  March  6,  1917. 

Died :  U.  S.  S.  Buena,  Ventura,  September  16,  1918. 

Cause :  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin:  Wife,  Jennie  Mahathey,  1519  Jackson  Street,  Philadelphia,  Pa. 
Maher,  Conrelius  Patrick,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  July  26,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  12,  1018. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Johanna  Maher,  2070  Ryer  Avenue,  New  York,  N.  Y. 
Maheu,  Frank  William,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  February  15,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  13,  1917. 

Cause  :  Acute  rheumatic  fever. 

Next  of  kin :  Mother,  Madeline  Maheu,  606  Court  Street,  Hoboken,  N.  J. 
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Mahoney,  Francis  Michael,  fireman,  third  class,  United  States  Naval  Reserve' 
Force. 

Enlisted:  Pittsburgh,  Pa.,  May  10,  1918. 

Died :  U.  S.  S.  Nebraska,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Michael  Mahoney,  father,  663-"  Lyric  Street.  Pittsburgh,  Pa. 
Mahoney,  James  Alphonsits,  landsman   for  machinist's  mate,   United   States 
Naval  Reserve  Force. 

Enlisted  :  Boston,  Mass..  January  21,  1918. 

Died :  Naval  air  station,  Pensacola,  Fla.,  October  5,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Katherine  Mahoney,  Roxbury,  Mass. 
Mahony,  Samuel  Thomas,  quartermaster,  second  class.  United  States  Naval 
Reserve  Force. 

Enlisted:  Boston,  Mass.,  May  24,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  28,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Charlotte  Mahony.  107  Garfield  Avenue,  Revere,  Mass. 
Mahre,  Ronald  Henry,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Milwaukee,  Wis.,  May  14,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  August  Mahre,  Amery,  Wis. 
Maillotjx,  Cyril  D.  J.,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  New  Bedford,  Mass.,  May  7,  1917. 

Died:  Woods   Hole    section,    second    naval    district,    Newport,    R.    I.,    Sep- 
tember 22,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Cyril  Mailloux,  137  River  Road,  New  Bedford,  Mass. 
Main,  Eart  Tator,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Albany,  N.  Y.,  May  20,  1918. 

Died:  United  States  naval  training  camp,  Pelham  Bay  Park,  N.  T..  No- 
vember 5,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Ruth  A.  Main,  724  Warren  Street,  Hudson,  N.  Y. 
Maisenhalter,  John  Joseph,  seaman,  Fleet  Naval  Reserves. 

Enlisted:  Cincinnati,  Ohio,  January  14,  1918. 

Died:  Naval  hospital,  Fort  Lyons,  Colo.,  June  15,  1918. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Father,  968  McMillan  Street,  Cincinnati,  Ohio. 
Majewski,  Casimir,  Andrew  Matthew,  seaman,  second  class,  United  States 
Navy. 

Enlisted:  Chicago,  111.,  January  30,  1917. 

Died :  U.  S.  S.  Jouett,  September  30,  1917. 

Cause :  Drowning. 

Next  of  kin :  Mother,  Mary  Metier,  4104  Cornelia,  Chicago,  111. 
Makowski,  Michael  Peter,  shipfitter,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Milwaukee,  Wis.,  May  8,  1918. 

Died:  Bellevue  Hospital,  New  York,  N.  Y.,  September  26,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Katherine  Makowski,  716  Ninth  Avenue,  Milwaukee, 
Wis. 
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Malaney,  Earl  Ei-bekt,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  May  7,  1917. 

Died :  U.  S.  S.  Solace,  January  16,  1918. 

Cause:  Scarlet  fever. 

Next  of  kin :  Mother,  Eva  Lena  Malaney,  Redding,  Iowa. 
Malewitz,  Joseph  Walter,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  June  29,  1917. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause :  Killed  in  explosion  on  board  ship. 

Next  of  kin :  Father,  Thomas  Malewitz,  53  Valley  Avenue,  Grand  Itapids, 
Mich. 
Mallins,  Joseph  Patrick,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Brooklyn,  N.  Y.,  May  16,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  September  21,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Evelyn  Mallins,  251  West  Twenty-ninth  Street,  New 
York,   N.    Y. 
Mallon,  Harry  Anthony,   apprentice  seaman,   United   States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  August  8,  1918. 

Died:  Naval  hospital,  Puget  Sound,  Washington,  September  27,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Mother,  Josephine  F.  Mallen,  213  Seaside  Avenue,  Atlantic 
City,  N.  J. 
Mallon,  James  Hunter,  yeoman,  third  class,  United  States  Navy. 

Enlisted:  Brooklyn,  N.  Y.,  June  21,  1917. 

Died :  U.  S.  S.  Mercy,  August  1,  1918. 

Cause:  Drowning. 

Next  of  kin :  Father,  Joseph  Mallon,  259  West  One  hundred  and  fifty-third 
Street,  New  York,  N.  Y. 
Mallory,  John  Robertson,  mess  attendant,  third  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Nashville,  Tenn.,  June  29,  1918. 

Died:  Naval  forces,  foreign  service,  October  12,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Marion  Watson,  Springfield,  Tenn. 
Mallory,  John  Willtam,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Des  Moines,  Iowa,  July  8,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  12,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Sarah  M.  Mallory,  Cantrall,  111. 
Malloy,  Lawrence  Jerome,  yeoman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  June  11,  1918. 

Died:   St.  Mary's  Hospital,  Philadelphia,  Pa.,  October  14,  1918. 

Cause: Influenza. 

Next  of  kin:  Wife,  Teresa  Malloy,  130  Park  Avenue,  Wilkes-Barre,  Pa. 
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Malnoby,  Raymond  Lkster,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Detroit,  Mich.,  July  13,  1918. 

Died:  Navy  rifle  range,  Camp  Logan,  111.,  October  8,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Margaret  N.  Malnory,  R.  F.  D.,  No.  1,  Lake  Ann, 
Mich. 
Malone,  Antone,  water  tender,  United  States  Naval  Reserve  Force. 

Enlisted :  Fall  River,  Mass.,  March  29,  1917. 

Died :   Naval  hospital,  New  London,  Conn.,   September  22,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Wife,  Sarah  Malone,  68  Oregon  Avenue,  Fall  River,  Mass. 
Malone,  Earl  William,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  April  16,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  28,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  A.  J.  Malone,  Box  106,  Leeds,  Mo. 
Malone,   Edward   William,   quartermaster,   second   class    (A),   United    States 
Navy. 

Enlisted :  Newark,  N.  J.,  January  22,  1918. 

Died:   Naval  air  station,  Montauk,  L.  I.,  N.  Y.,  October  10,   191S. 

Cause:  lobar  pneumonia. 

Next  of  kin :  Mother,  Jennie  Malone,  30  Oak  Street,  Trenton,  N.  J. 
Malone,  James  Bethel,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  November  21,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  23,  1917. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  John  Harrison  Malone,  Right,  Tehn. 
Malone,    John   James,   seaman,   second   class,   United    States   Naval   Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  May  10,  1918. 

Died :  U.  S.  S.  Granite  State,  July  21,  1918. 

Cause:  Drowned. 

Next   of  kin :    Father,   William    F.   Malone,   2114   Mohegan    Avenue,   New 
York,  N.  Y. 
Manchester,  Russell  Brace,  seaman,  N.  N.  V. 

Enlisted :  Fall  River,  Mass.,  April  9,  1917. 

Died :  U.  S.  S.  Kearsarge,  June  22,  1918. 

Cause :  Drowned. 

Next  of  kin :   Father,   Stephen  A.   Manchester,  96   Bray  ton  Avenue,   Fall 
River,  Mass. 
Mandeville,   Garrett  Thompson,   chief   quartermaster,   United    States   Naval 
Reserve  Force. 

Enlisted :  Minneapolis,  Minn.,  November  19,  1917. 

Died :  Naval  air  station,  Pensacola,  Fla.,  August  12,  1918. 

Cause :  Killed  in  seaplane  accident. 

Next  of  kin :  Mother,  Clara  E.  Mandeville,  2115  Lyndale  Avenue,  Minne- 
apolis, Minn. 
Mandeville.  William,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Williamsport,  Pa.,  July  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  November  2,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Mary  Mandeville,  Canton,  Pa. 
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Manigeo,  David,  mess  attendant,  first  class,  United  States  Navy. 
Enlisted :  Albany,  N.  Y.,  April  17,  1917. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  19,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Ida  Manigeo,  131  West  Fortieth  Street,  New  York,  N.  Y. 
Manley,   George  Herbert,   landsman   for   quartermaster    (A),    United    States 

Navy. 
Enlisted :  Baltimore,  Md.,  March  27,  1917. 
Died  :  Tours,  France,  August  21,  1917. 
Cause :  Died  as  result  of  aviation  accident. 
Next  of  kin :  Father,  Herbert  N.  Manley,  28  Woodland  Road,  Maplewood, 

N.  J. 
Mann,  Charles  William,  seaman,  second  class,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  June  18,  1917. 
Died:  Archangel  hospital,  Russia,  October  21,  1917. 
Cause:  Bronchial  pneumonia. 
Next  of  kin :  Father,  Adam  Mann,  528  East  Eighty-fourth  Street,  New  York, 

N.  Y. 
Mann,  Claude,  oiler,  United  States  Navy. 
Enlisted :  Chicago,  111.,  June  23,  1916. 
Died :  U.  S.  S.  Manley,  March  19,  1918. 
Cause :  Killed  in  explosion  on  board  ship. 

Next  of  kin :  Mother,  Fannie  Mann,  811  Columbia  Station,  Joliet,  111. 
Mann,  Walker  Hillman,  landsman  for  electrician   (R),  United  States  Naval 

Reserve  Force. 
Enlisted :  Washington,  D.  C,  April  26,  1918. 
Died :  Naval  hospital,  Chelsea,  Mass.,  September  21,  191S. 
Cause :  Influenza. 

Next  of  kin :  William  A.  Mann,  Wingina,  Va. 
Manner,  William  Kline,  machinist's  mate,  second  class,  United  States  Navy. 
Enlisted :  Indianapolis,  Ind.,  October  13,  1917. 
Died:  Naval  hospital,  Norfolk,  Va.,  October  24,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Wife,  Flora  Manner,  206*  Hamilton  Avenue,  Detroit,  Mich. 
Manning,  Henry  Clay,  mess  attendant,  third  class,  United  States  Naval  Reserve 

Force. 
Enlisted :  Baltimore,  Md.,  July  1,  1918. 
Died :  U.  S.  S.  Mercy,  October  4,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Father,  William  S.  Manning,  Tappahannock,  Va. 
Manning,  John  Patrick,  boiler  maker,  United  States  Naval  Reserve  Force. 
Enlisted :  Boston,  Mass.,  December  7,  1917. 
Died :  Gallops  Island,  Mass.,  September  30,  1918. 
Cause :  Pneumonia,  lobar. 
Next  of  kin :  Father,  Michael  J.  Manning,  1523  River  Street,  Hyde  Park, 

Mass. 
Mansfield,  Harry  Albert,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enlisted :  Boston,  Mass.,  May  31,  1918. 
Died :  Naval  hospital,  Newport,  R.  I..  August  12,  1918. 
Cause :  Pneumonia,  lobar. 
Next  of  kin :  Mother,  Matilda  T.  Mansfield,  192  Winter  Street,  Manchester, 

N.  H. 


506 

Mansfield.  William  Henby,  seaman,  second  class,   United   States  Naval   Re- 
serve Force. 

Enlisted  :  Louisville,  Ky.,  May  20,  1918. 

Died:  U.  S.  S.  Utah,  October  26,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  William  Thomas  Mansfield,  133  Estill  Avenue,  Rich- 
mond, Ky. 
Marahkens,  Caul  Frederick,  seaman,  second  class.  United  States  Naval   Re- 
serve Force. 

Enlisted  :  New  York,  N.  Y.,  September  24,  1917. 

Died:  U.  S.  S.  Michigan,  January  15,  1918. 

Cause:  Fractured  skull. 

Next  of  kin:  Guardian,  William  Butcher,  14  New  Chambers  Street,  New 
York,  N.  Y. 
Marble,  Ralph  Leandek,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Milwaukee,  Wis.,  June  4,  1918. 

Died :  U.  S.  S.  Mercy,  October  13,  1918. 

Cause :  Cerebrospinal  meningitis. 

Next   of   kin:    Brother,    Herbert    Marble,    108    Twenty-eighth    Street,    Mil- 
waukee, Wis. 
Mabchbanks,  Roy  Nimrod,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  December  4,  1917. 

Died :  Receiving  ship,  New  York,  N.  Y.,  March  19,  1918. 

Cause :  Purpura  hemorrhage. 

Next  of  kin:  Father.  Eliza  Marchbanks,  Whitman,  Nebr. 
Marion,  Alva  Ray.  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Portland,  Oreg.,  April  9,  1918. 

Died:  Naval  training  camp,  Seattle,  Wash.,  October  8,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Mother,  Florence  Marion,  New  Sharon,  Iowa. 
Marion,  Francis  James,  seaman,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  October  18,  1917. 

Died :  U.  S.  S.  Solace,  October  1,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :   Father,   James   H.   Marion,  127   Virginia   Street,   Waterloo, 
N.  Y. 
Mark,  Melvin  Ray,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Denver,  Colo.,  July  1,  1918. 

Died:  Receiving  ship,  Mare  Island,  Calif.,  October  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Uncle,  George  Russell,  Seibert,  Colo. 
Markley,  Charles  Frederick,  yeoman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Philadelphia.  Pa.,  May  23,  1918. 

Died:  Philadelphia,  Pa.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Sadie  Markley.  203  North  Tenth  Street,  Reading,  Pa. 
Marks.  Maynard  Thomas,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  August  12,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  15,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Augustus  L.  Marks.  56  Humphreys  Street,  Dorchester. 
Mass. 
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Marks,  Vaynk  Dale,  electrician,  second  class  (R),  United  Slates  Navy. 

Enlisted:  Paget  Sound,  Wash.,  November  24,  1916. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  October  14,  1918. 

Cause:  Influenza. 

Next  of  kin:  Sister,  Vera  Barnett,  5095  Cabanne  Street,  St.  Louis,  Mo. 
Maroon,  Claude  Leslie,  boatswain's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Chico,  Calif.,  November  10,  1917. 

Died:  Section  naval  base,  San  Diego,  Calif.,  November  2,  1918. 

Cause:  Influenza. 

Next   of   kin:    Mother,    Emma    Houston.    70S    Santa    (Mara    Street,    Vallejo, 
Calif. 
MABQUEZ,   Pascual,  cabin  cook,   United  States  Navy. 

Enlisted:  New  York,  N.  V..  August  9,  1916. 

Died:  U.  S.  S.  Solace,  March  30,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Niece,  Nernecia  Marquez,  Albay,  P.  I. 
Marr.  William  Samuel,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa.  May  21,  1918. 

Died:  Naval  hospital,  Philadelphia.  Pa.,  October  13,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Ella  Sloan.  (Y2~<  Norris  Street,  Ottumwa,  Iowa. 
Marsh.  Frank,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Montgomery,  Ala.,  October  25,  1917. 

Died :  U.  S.  S.  Melville,  November  10,  1918. 

Cause:  Tuberculosis,  meningitis. 

Next  of  kin:  Father,  King  Marsh,  312  North  Coyal  Street,  Pensacola,  Fla. 
Marshall,  Clifford  Frank,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  April  11,  1917. 

Died :  U.  S.  S.  Montana,  June  3,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Jennie  E.  Haynes,  Bastrop,  Tex. 
Marshall,  Clifton  Gould,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Portland,  Me.,  June  18,  1918. 

Died:  Quarantine  station,  Gallop's  Island,  Mass.,  September  29,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Mother,  Stella  Gould  Marshall,  West  Upton.  Mass. 
Marshall,  George,  apprentice  seaman,  United  States  Navy. 

Enlisted  :  Kansas  City.  Mo..  July  30,  1918. 

Died:  Naval  station.  Mare  Island,  Calif.,  October  31,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Sophia  Marshall  Wright,  Box  118,  Bartlesville,  Okla. 
Marshall,  Harry  Evebett,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Kansas  City,  Kans.,  July  3,  1918. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  September  19,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Nannie  Isabel  Marshall,  R.  R.  No.  1,  De  Soto,  Kans. 
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Marshall,  Perley  Roscoe,  landsman  for  electrician  (R),  United  States  Naval 
Reserve  Force. 

Enlisted :  Minneapolis,  Minn.,  July  8,  1918. 

Died:  Quarantine  station,  Gallop's  Island,  September  27,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Reva  Vera  Marshall,  Clear  Lake,  Iowa. 
Marshall,  Richard  Foster,  engineman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Boston,  Mass.,  June  24,  1918. 

Died :  Gallops  Island,  October  1,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin:  Mother,  Lillian  Marshall,  69  Reservoir   Street,  Cambridge, 
Mass. 
Marshall,  Theron  Waldo,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted:  Peoria,  111.,  July  10,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  6,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Frank  Marshall,  Abingdon,  111. 
Marshall,  William  Garfield,  warrant  officer,  steward,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  December  19,  1917. 

Died:  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  life  when  vessel  was  sunk. 

Next  of  kin:  Wife,  Gladys  Marshall,  111  West  One  hundred  and  thirty- 
eighth  Street,  New  York,  N.  Y. 
Marshburn,  Djalma,  quartermaster,  second  class,  United  States  Navy. 

Enlisted :  Raleigh,  N.  O,  April  9,  1917. 

Died:  U.  S.  N.  A.  S.  Dunkirk,  May  20,  1918. 

Cause :  Drowning. 

Next   of   kin :    Father,    Otis   M.    Marshburn,    201    South    Baylan    Avenue, 
Raleigh,  N.  C. 
Marsters,  Ralph  Grant,  chief  boatswain's  mate,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  London,  Conn.,  June  15,  1917. 

Died :  Naval  hospital,  New  London,  Conn.,  October  13,  1918. 

Next  of  kin:  Mother.  Carrie  B.  Marsters,  22  Ledyard  Street,  New  London, 
Conn. 
Marston,  Earl  Harold,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Portland,  Me.,  April  22,  1917. 

Died :  Naval  Hospital,  Newport,  R.  I.,  May  26,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Estelle  Marston,  Canton,  Me. 
Martel,  Joseph  Louis,  boatswain's  mate,  second  class,  United   Si  ales   Naval 
Reserve  Force. 

Enlisted:  Boston,  Mass.,  Dec.  5,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  Sept.  30,  1918. 

Cause :  Lost  life  when  vessel  sunk. 

Next  of  kin :  Mother,  Mary  A.  Martel,  Ipswich.  Mass. 
Martin,  Benjamin  Franklin,  coxswain,  for  W.  M.,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  February  9.  1917. 

Died:  Navy  collier  Cyclops,  June  14.  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next   of   kin:    Father,    Samuel    W.    Martin,    234    East    New    Street,    Lan- 
caster, Pa. 
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Martin,  Chaeles  Amos,  machinist's  mate,  first  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  December  7,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  23,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  William  H.  Martin,  518  Andover  Street,  Lawrence, 
Mass. 
Martin,  Clarence  Lofton,  landsman  for  electrician   (R),  United  States  Naval 
Reserve  Force. 

Enlisted :  New  Orleans,  La.,  December  14,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  April  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Constance  T.  Martin,  Avenue  K  and  Sixth  Street,  Crowley,  La. 
Martin,  Earl  Crouse,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  January  10,  1918. 

Died  :  Naval  hospital,  League  Island,  Pa.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Harry  W.  Martin,  1924  Penn  Street,  Harrisburg,  Pa. 
Martin,  Ekcell  William,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  September  21,  1917. 

Died :  U.  S.  S.  Von  Steuben,  March  5,  1918. 

Cause :  Killed  in  explosion. 

Next  of  kin:   Father,   William   J.   Martin,   1012   South   Chadwick   Street, 
Philadelphia,  Pa. 
Martin,  George  Edward,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Dallas,  Tex.,  July  16,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  18,  1918. 

Cause :  Pericarditis. 

Next  of  kin :  Sister,  Clide  Martin,  Goodlett,  Tex. 
Martin,  George  Ellsworth,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Buffalo,  N.  Y.,  July  13,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Alice  Martin,  113  Bird  Avenue,  Buffalo,  N.  Y. 
Martin,  Herald  Vernon,  yeoman,  third  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  May  6,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  September  19,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin  :  Father,  Vern  Martin,  Fort  Scott.  Kans. 
Martin,  Herschel  Net,  apprentice  seaman,  United  Suites  Naval  Reserve  Force. 

Enlisted :  St.  Louis,  Mo.,  July  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Hortense  A.  Martin,  433a  Kimbrough  Street,  Spring- 
field, Mo. 
Martin,  Hugh  Geary,  yeoman,  first  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  May  2,  1917. 

Died :  U.  S.  S.  Roanoke,  July  2,  1918. 

Cause:  Fell  from  express  train. 

Next  of  kin:  Mother,  Julia  Martin,  232  Front  Street,  McComb,  Miss. 
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Martin,  Joseph,  fireman,  first  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  January  5,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  January  20,  1918. 

Cause :  Septicemia. 

Next  of  kin :  Father,  Edward  J.  Martin,  62  Rodman  Street,  Quincy,  Mass. 
Martin,  John  Adrian,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  Haven,  Conn.,  June  4,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  3,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Brother,  Henry  P.  Martin,  185  Maple  Street,  New  Britain, 
Conn. 
Martin,  Joseph  Arthur,  electrician,  third  class  (G),  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  March  15,  1916. 

Died :  Naval  hospital,  Chelsea,  Mass.,  June  13,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Jennie  A.  Martin,  1145  Saginaw  Street,  Salem,  Mass. 
Martin,  Joseph  Dennis  Telesphobe,  jr..  fireman,  third  class,  United   States 
Navy. 

Enlisted :  Boston,  Mass.,  June  23,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  21,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Joseph  D.  T.  Martin,  854  Brockton  Avenue,  Arling- 
ton, Mass. 
Martin,  Rudolph  Henry,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  July  20,  1918. 

Died:  Naval  hospital,  Hampton  Roads,  Ya.,  October  9,  1918. 

<  iause :  Pneumonia. 

Next  of  kin :  Father,  Daniel  F.  Martin,  Nesses,  S.  C. 
Martin,  Shirley  Williamson,  hospital  apprentice,  second  class,  United  States 
Navy. 

Enlisted  :  Montgomery,  Ala.,  April  21,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  16,  1917. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Nancy  Martin,  Five  Mile,  Ala. 
Martin,  Van  M.,  chief  quartermaster  (A),  United  States  Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  July  20,  1918. 

Died:  Naval  training  camp,  Seattle,  Wash.,  October  21,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Margueritte  C.  Martin,  Hutchinson,  Kans. 
Martin,  Walter  Joseph,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  November  24,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  November  4,  1918. 

Cause  :  Jaundice  and  catarrh. 

Next  of  kin :  Father,  John  Francis  Martin,  Frazee,  Minn. 
Martine,  George,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Milwaukee,  Wis.,  August  7,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father.  Herman  Martine,  Chaseburg,  Wis. 
Martinez,  Manuel  Joseph,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted:  El  Paso.  Tex.,  October  11,  1917. 

Died :  Section  1,  Norfolk  Ya.,  October  12,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Mother,  Susana  L.  Martinez,  box  273,  Lankersham,  Calif. 
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Mabtone,  Angiolino,  mess  attendant,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted  :  New  York,  N.  Y.,  June  11,  1918. 

Died:  U.  S.  S.  Leviathan,  September  14.  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  John  Martone,  Cervinara,  Italy. 
Marveixe,  Paul  LeBaron,  gunner's  mate,  second  class.   United    States  Navy. 

Enlisted  :  Newport,  R.  I.,  November  19,  1914. 

Died:  U.  S.  S.  Seneca,  September  16,  1918. 

Cause:  Drowned  when  U.  S.  S.  Seneca  came  to  the  rescue  of  the  torpedoed 
Wellington. 

Next  of  kin  :  Father.  James  A.-  Marvelle,  45  Main  Street,  Wareham,  Mass. 
Maso,  William  Fbedeeick,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Milwaukee,  Wis..  July  8,  1918. 

Died:  Naval  hospital.  Great  Lakes.  Til..  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Charlotte  Maso,  West  Washington  Street,  Monroe,  Wis. 
Mason,  Bernard  William,  machinist's  mate,  second  class.  United  States  Naval 
Reserve  Force. 

Enlisted  :  Tonipkinsville.  N.  Y.,  July  9,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  11,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Father.  William  L.  Mason.  73  Sand  Street.  Stapleton,  Staten 
Island.  N.  Y. 
Mason,    Charles   Eugene,    apprentice   seaman.    United    States   Naval   Reserve 
Force. 

Enlisted:  Philadelphia.  Pa.,  July  27.  1918. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  October  13,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Sister,  Jennie  Mason.  405  North  Red  field  Street,  Philadelphia, 
Pa. 
Mason,  Francis  Abthtjb,  hospital  apprentice,  first  class.  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  June  7,  1917. 

Died  :  Naval  hospital.  Portsmouth,  N.  II..  February  20,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Samuel  Knox  Mason,  La  Fayette.  Ga. 
Mason,   Walker   Bbiggs,   landsman   for  electrician    (R),   United    States  Naval 
Reserve  Force. 

Enlisted:  Indianapolis,  Ind.,  November  30,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111..  May  19,  191S. 

Cause :  Mumps. 

Next  of  kin  :  Father.  Otis  N.  Mason.  Wrentham,  Mass. 
Masotes,  Florencio.  steerage  cook.  United  States  Navy. 

Enlisted:  Montevideo,  Uruguay,  February  14,  1918. 

Died:   Willard   Parker   Hospital.   New   York.   N.   Y..    October   1,   1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Paula  Ingua,  Real  Street,  Camalig,  Albay,  P.  I. 
Masses,  Needham  Jerome,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Atlanta,  Ga.,  December  10,  1917. 

Died  :  Naval  hospital,  New  London,  Conn.,  October  9,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Mother,  Ludie  B.  Massee,  Marshallville,  Ga. 
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Massey,  James,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  Charleston,  S.  C,  June  15,  1918. 

Died :  Receiving  ship,  Norfolk,  Va.,  August  30,  1918. 

Cause:  Epilepsy. 

Next  of  kin :  Wife,  Nellie  Massey,  521  Fayette  Street,  Portsmouth,  Va. 
Matchett,  John  Robert,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  May  21,  1918. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  September  26,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Father,  William  S.  Matchett,  R.  2,  Kingston,  Mo. 
Matheny,  Christopher  Lovell,  landsman  for  yeoman,  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  April  20,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  18,  1917. 

Cause:  Appendicitis,  acute. 

Next  of  kin :  Father,  J.  W.  Matheny,  Holly  Hill,  S.  C. 
Mathers,  John  Terry,  electrician,  third  class    (R),  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  April  24,  1917. 

Died :  S.  S.  Lake  City,  October  3,  1918. 

Cause :  Killed  in  collision. 

Next  of  kin :  Mother,  Lilly  Ellen  Mathers,  503  North  Marion  Avenue,  Wash 
ington,  Iowa. 
Matheson,  Charles  B.,  mess  attendant,  first  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Boston,  Mass.,  February  20,  1917. 

Died :  Yarmouth,  Nova  Scotia,  September  10,  1917. 

Cause:  Spinal  meningitis. 

Next  of  kin :  Mother,  Isabelle  Matheson,  Mattapau,  Mass. 
Mathews,  William  Clyde,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  May  3,  1918. 

Died :  Naval  hospital,  New  York,  N.  Y.,  September  29,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Amanda  Mathews,  San  Augustine,  Tex. 
Mathis,  Arthur  Frank,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Pensacola,  Fla.,  December  28,  1916. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  9,  191S. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  William  E.  Mathis,  Cottonplant,  Ark. 
Matiasek,  Louis  John,  carpenter's  mate,  United  States  Naval  Reserve  Force, 

Enlisted :  Great  Lakes,  111.,  August  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  6,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Barbara  Matiasek,  2405  Winfield  Avenue,  Berwyri, 
111. 
Matjc,  Felix,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  July  8,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Maria  Andaya,  Bacolor,  Pampanga,  P.  I. 
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Matke,  Lawrence  Sylvanous,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Great  Lakes,  111.,  June  17,  191S. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  7,  191S. 

Cause :  Cerebrospinal  fever. 

Next  of  kin  :  Mother,  Catherine  Matre,  6458  Magnolia  Avenue,  Chicago,  111. 
Matson,  Marshall  Ewald,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Chicago,  111.,  March  8,  1917. 

Died :  Naval  hospital,  Portsmouth,  Va.,  April  15,  1918. 

Cause :  Pleurisy. 

Next  of  kin :  Mother,  Anna  Matson,  2629  Mallon  Street,  Chicago,  111. 
Mattatall,  Frank  Sanborn,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Portland,  Me.,  July  3,  1918. 

Died :  Quarantine  station,  Gallops  Island,  Mass.,  October  1, 1918. 

Cause:  Pleurisy. 

Next  of  kin  :  Mother,  Mary  Eva  Mattatall,  East  Machias,  Me. 
Matter,  Sherman  Edwin,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  July  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Hattie  Matter,  Plainfield,  111. 
Matteson,  William  Francis,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Newport,  R.  L,  April  6,  1917. 

Died :  U.  S.  S.  Hull,  December  14,  1917. 

Cause :  Lost  overboard. 

Next  of  kin :  Father,  William  Matteson,  Main  Street,  Natick,  R.  I. 
Matthews,  David  Sanders,  mess  attendant,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Birmingham,  Ala.,  July  17,  1918. 

Died :  Naval  air  station,  Killingholme,  November  3,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Oscar  Matthews,  Ozark,  Ala. 
Matthews,  Edgar  Andrew,  bandsman  for  quartermaster    (A),  United  States 
Naval  Reserve  Force. 

Enlisted:  Boston,  Mass.,  July  17,  1918. 

Died :  Dunwoody,  naval  training  school,  Minneapolis,  Minn.,  November  9, 
1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Roswell  Matthews,  Southwick,  Mass. 
Matthews,  Ernest  Leopold,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Minneapolis,  Minn.,  July  9,  191S. 

Died  :  Naval  hospital,  Puget  Sound,  Wash.,  October  2, 1918. 

Cause :  Influenza. 

Next  of  kin  :  Father,  Frederick  G.  Matthews,  route  No.  1,  Mora,  Minn. 
Matthiessen,  Alfred  Henry,  ship's  cook,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted  :  Reno,  New,  September  25,  1917. 

Died :  Section  naval  base,  San  Diego,  Calif..  October  29,  1918. 

Cause : Influenza. 

Next  of  kin  :  Mother,  Lillio  Cora  Simonson,  Pavlak,  Nev. 
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Matticks,  John  Wesley,  hospital  apprentice,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Baltimore,  Md.,  December  7,  1917. 

Died:  University  of  Maryland,  Baltimore,  Md.,  October  18,  191S. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.   Hattie  C.  Matticks,  115  West  Broad   Street, 
Millville,  N.  J. 
Mattingly,  Geokge  Guyton,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  March  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  May  25,  1918. 

Cai.se :  Pneumonia,  lobar. 

Next  of  kin:  Father, 'George  W.  Mattingly,  R.  R.  2,  Nicholasville,  Ky. 
Mattison,  Homer  Edward,  electrician,  third  class    (R),  United  States  Naval 
Reserve  Force. 

Enlisted :  Albany,  N.  Y.,  June  3,  1918. 

Died :  Naval  hospital,  Pelhain  Bay  Park,  N.  Y.,  October  7,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Alice  Mattison,  Comstock,  N.  Y. 
Mattox,  Barney  William,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  December  15,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  18,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Dennis  Mattox,  Southville,  Miss. 
Mattson,  Bernhakd,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  June  1,  1915. 

Died :  U.  S.  S.  Dochra,  November  8,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  S.  M.  Johnston,  Bowas  Mora,  Sweden. 
Mattson,  Edward  John,  seaman,  second  class,  United  States  Navy: 

Enlisted :  Minneapolis,  Minn.,  January  8.  1917. 

Died :  U.  S.  S.  North  Dakota,  January  15,  1918. 

Cause :  Drowned. 

Next  of  kin  :  Sister,  Lila  Mattson,  Eveleth,  Minn. 
Matz,  Roy  Gustav,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  San  Pedro,  Calif.,  December  11,  1917. 

Died:  Naval  training  camp,  San  Pedro,  Calif.,  November  8,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Sister,  Lucille  Matz,  333  California   Street,   San   Francisco, 
Calif. 
Maupin,  Harry,  coxswain  United  States  Navy. 

Enlisted:  Seattle,  Wash.,  April  19,  1917. 

Died :  Naval  hospital,  Key  West,  Fla.,  October  21,  1918. 

Cause :  Pneumonia,  lobar. 

JNext  of  kin  :  Mother,  Milichia  Angeline  Maupin,  Richland,  Wash. 
Maurer,  John  Sherman,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  May  7,  1917. 

Died :  Dunwoody,  Industrial  Institute,  Minneapolis,  Minn.,  August  11,  1918. 

Cause :  Drowned. 

Next  of  kin  :  Mother,  Alice  Maurer,  East  A  Street,  Ontario,  Calif. 
Maxwell,  David  Marion,  pharmacist's  mate,  second  class,  United  Statis  Navy. 

Enlisted  :    Dallas,  Tex.,  December  31,  1914. 

Died:   Company  A,  Fifth  Marines,  in  France,  June  17,  1918. 

Cause:   Wounds  received  in  action. 

Next  of  kin  :    Father,  David  A.  Maxwell,  Lockesburg,  Ark. 
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Maxwell,  Jennings  Bryan,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted  :   Peoria,  111.,  June  5,  1918. 

Died :   Naval  hospital,  Naval  Base,  Ya.,  October  3,  1918. 

Cause:   Pneumonia. 

Next  of  kin  :   Father,  John  A.  Maxwell,  McLean,  111. 
May.  Frank  Henry,  fireman,  third  class,  United  States  Navy. 

Enlisted  :    Omaha,  Nebr.,  December  8,  1917. 

Died  :    Naval  station,  Great  Lakes,  111.,  January  18,  1918. 

Cause:   Pneumonia,  broncho. 

Next  of  kin  :    Father.  Joseph  May,  Sturgis,  S.  Dak. 
May.  Joseph  Earl,  fireman,  second  class,  United  States  Navy. 

Enlisted:    Birmingham,  Ala.,  June  2,  1917. 

I  Med  :   Naval  hospital,  Brooklyn,  N.  Y.,  November  22,  1917. 

Cause:    Pneumonia,  lobar. 

Next  of  kin  :   Father.  R.  J.  May.  Riley  Station,  Birmingham,  Ala. 
Mayer,  Frank  Joseph,  baker,  second  class,  United  States  Navy. 

Enlisti  d  :   Cincinnati,  Ohio,  March  31,  1917. 

Died:   V.  S.  S.  Orizaba,  August  17,  1918. 

Cause :   Lost  life  when  depth  charge  exploded  on  vessel. 

Next  of  kin  :    Brother,  John  Mayer,  512  Dandridge  Street,  Cincinnati,  Ohio.. 
Mayer,  John  Valentine,  landsman  for  machinists'  mate   (A),  United  States 
Naval  Reserve  Force. 

Eidisted  :   Buffalo,  N.  Y.,  July  11,  1918. 

Died  :   Naval  hospital,  Great  Lakes,  111.,  October  1, 1918. 

Cause :   Influenza. 

Next  of  kin :  Herman  F.  Mayer,  221  East  Utica  Street,  Buffalo,  N.  Y. 
Mayers,  Edmund,  oiler,  United  States  Navy. 

Enlisted  :   New  York,  N.  Y.,  June  30,  1916. 

Died:   Naval  hospital,  Fort  Lyons,  Colo.,  November  22,  1917. 

Cause:   Tuberculosis,  chronic  pulmonary. 

Next  of  kin :   Wife,  Cora  Mayers,  188  Sumner  Avenue,  Brooklyn,  N.  Y. 
Mayes,  Charles  Wesley,  seaman,  United  States  Navy. 

Enlisted  :   Houston,  Tex.,  April  11,  1917. 

Died  :   Naval  hospital,  New  York,  N.  Y.,  October  4,  1918. 

Cause :   Broncho-pneumonia. 

Next  of  kin  :   Mother,  Cora  Mayes,  Barker,  Tex. 
Maynard,  Harry  Arnel,  seaman,  second  class,  United  States  Navy. 

Enlisted  :    Dallas,  Tex.,  April  29,  1917. 

Died  :   Naval  Officers  Training  School,  Baltimore,  Md.,  November  1,  1918. 

Cause :    Pneumonia. 

Next  of  kin  :    Mother,  Ellen  Maynard,  West  Booth  and  College   Streetsr 
Paris,  Tex. 
Mayo.  Henry  Carl,  machinist's  mate,  first  class  (A),  United  States  Navy. 

Enlisted  :  Albany,  N.  Y.,  December  3,  1917. 

Died  :  Red   Cross  Military  Hospital  No.  806,  Malabry,  Paris,  October  31„ 
1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Minnie  Mayo,  Rouses  Point,  N.  Y. 
Meachan,  Robert  Webster,  engineman,  second  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  August  10,  1917. 

Died:  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause:  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin  :  Mother,  Lyda  B.  Meachan,  Blissfield,  Mich. 
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Mead,  Ire  Edson,  landsman  for  electrician   (R),  United  States  Naval  Reserve 

Force. 
Enlisted:  Detroit,  Mich.,  May  25,  1918. 
Died:  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 
Cause :  Influenza. 

Next  of  kin :  Father,  Frank  Mead,  Elberta,  Benzie,  Mich. 
Meadok,  Aaron  Edward,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Omaha,  Nebr.,  April  12,  1918. 
Died:  Naval  station,  Great  Lakes,  111.,  May  28,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Ofallow  R.  Meador,  Arlington,  Nebr. 
Meagher,  Joseph,  chief  turret  captain,  Fleet  Naval  Reserves. 
Enlisted:  Philadelphia,  Pa.,  June  29,  1917. 

Died:  In  ambulance  on  way  to  hospital,  Philadelphia,  Pa.,  October  4,  1918. 
Cause :  Influenza. 
Next  of  kin:  Wife,  Marcella  B.   Meagher,   2014  South   Rosewood   Streri, 

Philadelphia,  Pa. 
Mealley,  Thaddeus,  chief  yeoman,  United  States  Navy. 
Enlisted :  Philadelphia.  Pa.,  July  9,  1914. 

Died:  St.  Elizabeths  Hospital,  Washington,  D.  C,  December  15,  1917, 
Cause :  Dementia,  paralytica. 

Next  of  kin:  Wife,  Laura  M.  Mealley,  407  Leedon  Street,  Jenkintown,  Pa. 
Means,  Lawrence  Auceson,  seaman,  second  class,  United  States  Navy. 
Enlisted :  El  Paso,  Tex.,  April  24,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  September  28,  1917. 
Cause:  Meningitis,  cerebrospinal. 

Next  of  kin :  Mother,  Fannie  Means,  box  2338,  Globe,  Ariz. 
Means,   Owen   Gilbert,   seaman,   second   class,   United   States  Naval   Reserve 

Force. 
Enlisted:  Peoria,  111.,  June  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 
Cause :  Influenza. 
Next  of  kin :  Mother,  Nellie  Bates  Means,  908  South  Clayton  Street,  Bloom- 

ington,  111. 
Mechaber,  Edward,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted :  New  Bedford,  Mass.,  May  3,  1918. 
Died :  Naval  hospital,  Newport,  R.  L,  September  22,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin :  Mother,  Mary  Mechaber,  87  Kenyon   Street,  New  Bedford, 

Mass. 
Mechalke,  Joseph  Mitchell,  fireman,  third  class,  United  States  Naval  Reserve 

Force. 
Enlisted :  Buffalo,  N.  Y„  July  12,  1918. 
Died:  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Robert  Louis  Mechalke,  757*  Harper   Street,  Che- 
mung County,  Elmira,  N.  Y. 
Medicis,  Martin  Andrew,  Jr.,  oiler,  United  States  Navy. 
Enlisted :  Galveston,  Tex.,  November  4,  1914. 
Died :  Naval  hospital,  Puget  Sound,  Wash.,  July  1,  1917. 
Cause :  Arthritis,  acute. 
Next  of  kin :  Father,  Martin  A.  Medicis,  Opelousas,  La. 
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Medioldia,  Victor,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  November  7,  1916. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Teodora  Magdo,  Copez,  P.  I. 
Meech,  John  William,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  December  8,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  30,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  W.  Meech,  Blue  Mound,  Kans. 
Mefeord,  George  Dewey,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  July  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  9,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Sadie  Mefford,  New  Castle,  Ky. 
Meinig,  Robert  William,  carpenter's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Omaha,  Nebr.,  July  1,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of   kin:  Father,   Carl.   A.   Meinig,  3604  North  Forty-second    Street, 
Omaha,  Nebr. 
Meister,  Andrew  Fred,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted :  Hampton  Roads,  Va.,  September  5,  1916. 

Died:  U.  S.  S.  Michigan,  October  30,  1917. 

Cause:  Member  of  crew  when  vessel  was  lost. 

Next  of  kin  :  Mother,  Anna  Klose,  57  Kinney  Street,  Wilkes-Barre,  Pa. 
Meitzler,  Harold  Raymond,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Peoria,  111.,  June  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,  September  30,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Paris  Andrew  Meitzler,  Armstrong,  111. 
Melick,  Jay  Russell,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  December  12,  1917. 

Died:  Naval  station,  Great  Lakes,  111.,  February  21,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Ynono  Melick,  131  Hyland  Street,  Ames,  Iowa. 
Mellies,  Clarence  John,  apprentice  seaman,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  August  5,  1918. 

Died :  Navy  yard.  Mare  Island,  Calif.,  October  23,  1918. 

Cause : Influenza. 

Next  of  kin  :  Mother,  Lydia  F.  Mellies,  Owensville,  Mo. 
Mellinger,  Oscar  James,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Butte,  Mont.,  November  19,  1914. 

Died :  Naval  prison,  Mare  Island,  Calif.,  October  16, 1917. 

Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin  :  Aunt,  Emma  Butler,  1396  East  Market  Street,  Akron,  Ohio. 
Melton,  Rannel,  landsman  for  machinist's  mate  (A),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Indianapolis,  Ind.,  July  6,  1918. 

Died  :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause: Influenza. 

Next  of  kin  :  Mother,  Mary  Jane  Melton,  Dixon,  Ky. 
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Melvtn,  Fred  Lawrence,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Indianapolis,  Ind.,  June  17,  1918. 

Died :  Bellevue  hospital,  New  York,  N.  Y.,  October  6,  191S. 

"Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Emma  Melvin,  R.  R.  3.  box  33,  Waynestown,  Ind. 
Menagh,  William  Francis,  ongineman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  New  York,  N.  Y.,  April  11,  1918. 

Died  :  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  October  21,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Aunt,  Mrs.  Mary  Henderson,  193  Hoyt  Street,  Brooklyn.  X.  V. 
Menard,  Hector  Napoleon,  seaman,  second  class,  United  States  Navy. 

Enlisted  :  New  Haven,  Conn.,  April  20,  1917. 

Died :  U.  S.  S.  Hancock,  January  10,  1918. 

Cause:  Drowning. 

Next  of  kin:  Mother,  Mrs.  Agnes  Menard,  250  Willow  Street,  Bridgeport, 
Conn. 
Mendelsohn,  Roy  Milton,  apprentice  seaman,   United   States  Naval  Reserve 
Force. 

Enrolled :  Great  Lakes,  111.,  December  11,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  19,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mrs.  Sonia  Mendelsohn,  621  South  Marshfield  Avenue, 
Chicago,  111. 
Mendes,  Jose  Anthony,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  July  29,  1915. 

Died  :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Father,  Antonio  S.  Mendes,  139  Laurel  Hill  Avenue,  Provi- 
dence, R.  I. 
Mense,  Ewald,  landsman  for  electrician  (R),  United  States  Naval  Reserve  Force. 

Enrolled :  Minneapolis,  Minn.,  May  6,  191S. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  15,  1918. 

Cause : Influenza. 

Next  of  kin:  Mother,  Catherine  Mense,  5605  Etzel  Avenue,  St.  Louis,  Mo. 
Mercado,  Lucio,  native  seaman,  second  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  July  8,  1913. 

Died :  Naval  hospital,  Canacao,  P.  I.,  May  14,  1917. 

Cause :  Tuberculosis,  acute. 

Next  of  kin :  Father,  Gaton  Mercado,  Silan,  Cavite,  P.  I. 
Mercer,  Alfred  William,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Baltimore,  Md.,  June  13,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife.  Eva  May  Mercer,  Washington  Road,  Washington  Park, 
Baltimore,  Md. 
Mercer,  Emery,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Navy  rifle  range,  Camp  Logan,  111.,  January  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  February  24,  1918. 

Cause :  Scarlet  fever. 

Next  of  kin :  Mother,  Malida  Mercer,  Springport,  Mich. 
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Mercer,  Mahlon  Atlee,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  May  28,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Sister,  Mary  E.  Goodwin,  501  Summit  Avenue,  Westville,  N.  J. 
Merchant,  Finis  King,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  December  14,  1917. 

Dieds  Naval  hospital,  Norfolk,  Va.,  January  23,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  C.  D.  Merchant,  Ashville,  Ala.    . 
Merkel,  George  Christian,  machinist's  mate,  first  class,  United  States  Navy. 
.    Enlisted:  Philadelphia,  Pa.,  May  27,  1914. 

Died:  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:   Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Mother,  Katherine  Merkel,  258  East  Phillellena  Street,  Phila- 
delphia, Pa. 
Merkel,  Lawrence,  fireman,  second  class,  United  States  Navy. 

Enlisted  :  Baltimore,  Md.,  April  20,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Morris  Merkel,  1123  Laurens  Street,  Baltimore,  Md. 
Merriam,  Roy  Stewart,  coxswain,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  March  27,  1914. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  William  A.  Merriam,  Hickman,  Calif. 
Mertens,  Theodore  Ernest,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Cincinnati,  Ohio,  June  3,  1918. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  5,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Minnie  Mertens,  6S  Hanford  Street,  Columbus,  Ohio. 
Merwin,  John  Julian,  landsman  for  electrician    (R),  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  January  2,  1918. 

Died :  Naval  Radio  School,  Cambridge.  Mass.,  April  10,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  Julian  Merwin,  77  Whalley  Avenue,  New  Haven, 
Conn. 
Merz,  Walter  Edward,  seaman,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  September  S,  1917. 

Died :  U.  S.  S.  Florence  H.,  April  17.  1918. 

Cause:  Explosion  on  board  the  steamship  Florence  H. 

Next  of  kin :  Mother,  Helen  Merz,  921  Highland  Street,  Syracuse,  N.  Y. 
Messang,   John   Peter  Albert,   chief   machinist's   mate,   United   States  Navy. 

Enlisted :  Chicago,  111.,  February  13,  1913. 

Died :  U.  S.  S.  F-l,  December  17,  1917. 

Cause:  Drowned. 

Next  of  kin :  Wife.  Anna  Messang,  2253  North  Hope  Street,  Philadelphia, 
Pa. 
Messenger,  Clarence  Henry,  electrician,  first  class,  United  States  Navy. 
Enlisted:  Denver,  Colo.,  October  14,  1915. 

Died :  Naval  hospital,  Charleston,  S.  C,  October  13,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Edna  Messenger,  3S37  Howe  Street,  Oakland,  Calif. 
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Messier,  Alphonse  Joseph,  hospital  apprentice,   second  class,  United   States 
Naval  Reserve  Force. 
Enlisted :  Boston,  Mass.,  June  7,  1918. 
Died :  Naval  hospital,  Mass.,  November  9,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Georgianna  Messier,  45  Kinsley  Street,  Nashua,  N.  H. 
Metcalf,  Frederick  Arthur,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Minneapolis,  Minn.,  December  14,  1917. 
Died :  Naval  station,  Great  Lakes,  111.,  January  30,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  William  Metcalf,  Kimball,  Minn. 
Metcalf,  Harry  Sawyer,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 
Enlisted :  Albany,  N.  T.,  June  11,  1918. 

Died:  Naval  recruiting  station,  Burlington,  Vt.,  November  1,  1918. 
Cause :  Pneumonia. 

Next  of  kin:  Wife,  Mabel  E.  Metcalf,  Fort  Covington,  N.  Y. 
Metcalf,  Victor  Sharp,  seaman,  second  classr  United  States  Naval  Reserve 
Force. 
Enlisted:  Richmond,  Va.,  June  27,  1918. 
Died :  Naval  hospital,  naval  base,  Virginia,  October  3,  191S. 
Cause :  Lobar  pneumonia. 

Next  of  kin:  Mother,  Ruth  Sharp  Metcalf,  University  of  Virginia,  Char- 
lottesville, Va. 
Methvin,  Benjamin  Levi,  fireman,  third  class,  United  States  Navy. 
Enlisted:  Atlanta,  Ga.,  May  7,  1917. 
Died:  Naval  Hospital,  Norfolk,  Va.,  August  1,  1917. 
Cause :  Pneumonia. 

Next  of  kin:  Mother,  Lucy  Methvin,  R.  F.  D.  A,  Americus,  Ga. 
Mettalstadt,   Clinton  Harris,  landsman  for  machinist's  mate    (A),   United 
States  Naval  Reserve  Force. 
Enlisted:  San  Francisco,  Calif.,  June  5,  1918. 
Died :  Naval  hospital,  Gulfport,  Miss.,  October  7,  1918. 
Cause :  Disease. 

Next  of  kin:  Mother,  Lydia  Annie  Anderson,  913  East  Fourteenth  Street, 
Kansas  City,  Mo. 
Metz,  Grover  Edwin,  machinist's  mate,  second  class,  United  States  Navy. 
Enlisted:  San  Francisco,  Calif.,  April  24,  1917. 
Died :  U.  S.  S.  F-l,  December  17,  1917. 
Cause:  Drowning. 

Next  of  kin :  Wife,  Hazel  Metz,  904  Davisadero   Street,   San  Francisco, 
Calif. 
Metz,  Sharon  Emmet,  seaman,  second  class,  United  States  Navy. 
Enlisted :  St.  Louis,  Mo.,  June  9,  1917. 
Died:  U.  S.  S.  Missouri,  July  26,  1918. 
Cause :  Automobile  accident. 

Next  of  kin :  Father,  Thomas  Metz,  1634a,  Texas  Avenue,  St.  Louis,  Mo. 
Metzger,  Bernard  Edward,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 
Enlisted :  New  York,  N.  Y.,  August  8,  1918. 
Died:  Naval  hospital,  Great  Lakes,  111.,  November  4,  1918. 
Cause:  Multiple  injuries. 

Next  of  kin :  Mother,  Tena  Metzger,  220  East  Seventy-eighth  Street,  New 
York,  N.  Y. 
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Meyer,  Chester  Henry,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  St.  Louis,  Mo.,  May  13,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  20,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Conrad  Henry  Meyer,  2015  Benton  Street,  St.  Louis, 
Mo. 
Meyer,  Henry  Joseph,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted:  Jackson,  Miss.,  November  19,  1917. 

Died:  Naval  hospital,  Newport,  R.  I.,  February  19,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Ida  L.  Spencer,  3529  Itaska  Avenue,  St.  Louis,  Mo. 
Meyer,  Howard  Phillip,  landsman  for  electrician   (R),  United  States  Naval 
Reserve  Force. 

Enlisted:  Milwaukee,  Wis.,  May  10,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  George  P.  Meyer,  Kiel,  Wis. 
Meyer,   Martin,   seaman,   second   class,   United   States  Naval   Reserve  Force. 

Enlisted :  New  London,  Conn.,  May  25,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  3,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Elsie  Meyer,  Norwich,  Conn. 
Meyers,  Arthur,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  June  3,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  13,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  Louis  Meyers,  434  West  One  hundred  and  twentieth 
Street,  New  York,  N.  Y. 
Meyers,  Louis  Richard,  seaman,  second  class,  United  States  Naval   Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  May  18,  1918. 

Died :  Naval  hospital,  Newport.  R.  I.,  September  25,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Lena  Manson,  69  Third  Avenue,  Paters* m,  N.  J. 
Miano,  Frank  Lawrence,  landsman  for  machinist's  mate    (A),  United  States 
Naval  Reserve  Force. 

Enlisted:  Buffalo,  N.  Y.,  June  20,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Lawrence  Miano,  493  Seventh  Street,  Buffalo,  N.  Y. 
Miccio,  Marie  Elizabeth,  yeoman  (F),  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  September  9,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October,  2,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Vincent  Miccio,  934  Atlantic  Avenue,  Brooklyn,  N.  Y. 
Michaleo,  John,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  March  30,  1917. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin :  Sister,  Mary  Osizto,  18  Medow  Street,  Adams,  Mass. 
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Mickelson,  Louis,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  June  28,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next   of  kin :    Mother,   Sarah   F.   Mickelson,   1412  North   Seventh   Street, 
Philadelphia,  Pa. 
Mickum,  Martin  Wilem,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  May  1,  1917. 

Died :  Naval  hospital,  League  Island,  March  5,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Rachel  Mickum,  2511  East  Dauphin  Street,  Phila- 
delphia, Pa. 
Middlekamp,  Lester  William,  seaman,  second  class,  N.  N.  V. 

Enlisted :  St.  Louis,  Mo.,  August  15,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  18,  1918. 

Cause :  Fever. 

Next  of  kin :  Mother,  Mary  Middlekamp,  Warrenton,  Mo. 
Middleton,  Henry  Boyd,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Washington,  D.  C,  April  21,  1917. 

Died  :  U.  S.  S.  Nevada,  July  2,  1917. 

Cause:  Jumped  overboard. 

Next  of  kin  :  Father,  Isaac  F.  Middleton,  1006  Main   Street,  Fredericks- 
burg, Va. 
Midgley,  Samuel  Eric,  blacksmith,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Baltimore,  Md.,  December  21,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  21,  1918. 

Cause :   Pneumonia,  broncho. 

Next  of  kin  :  Friend,  F.  M.  Sampson,  16  Crystal  Street,  Worcester.  Mass. 
Mihalik,  Henry  Christian,  seaman.  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  April  16,  1917. 

Died :  Steamship  Tyler,  May  2,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed. 

Next   of   kin:    Mother,    Caroline   B.    Mihalik,   1814   Dauphin    Street,   New 
Orleans,  La. 
Mikels,  James  Herman,  storekeeper,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  July  2,  1918. 

Died :  Philadelphia,  Pa.,  October  11,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Wife,  Ruth  Mikels,  95  Broad  Street,  Stroudsburg,  Pa. 
Mikesell,  Dean  Wilbur,  landsman  for  electrician,  United  States  Naval  Reserve 
Force. 

Enlisted :  Great  Lakes,  111.,  May  31,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Lucy  P.  Mikesell,  R.  R.  2,  Rochester,  Ind. 
Mikesell,  Earl  W7illiam,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  May  3,  191S. 

Died :  U.  S.  S.  Mercy,  October  13,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Charles  H.  Mikesell,  New  Madison,  Ohio. 
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Milam,  Caster,  pharmacist's  male,  second  class,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  June  8,  1917. 
Died :  U.  S.  S.  Louisville,  September  29,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Mother,  EUwi  Milam,  2001  Broadway,  Nashville,  Tenn. 
Milaya,  Agripino,  mess  attendant,  first  class,  United  States  Navy. 
Enlisted :  Cavite,  P.  I.,  February  18,  1916. 
Died :  U.  S.  S.  Pittsburgh,  October  23,  191S. 
Cause :  Broncho-pneumonia. 

Next  of  kin  :  Mother,  Tarcela  Ogbee,  Pinamalayan,  Mindoro,  P.  I. 
Milbourn,   Irwin   iMyrle,  fireman,  third  class.  United   States  Naval   Res<TVp 
Force. 
Eulisted :  Kansas  City,  Mo.,  July  25,  1918. 
Died:  Naval  hospital,  Great  Lakes,  111.,  September  2G,  1918. 
Cause:  Influenza. 

Next  of  kin  :  Father,  David  K.  Milbourn,  El  Dorado,  Ivans. 
Milburn,  Charlie  Hamilton,  chief  boatswain's  mate,  United  States  Navy. 
Enlisted :  San  Francisco,  Calif.,  October  2,  1918. 
Died :  Kansas  City,  Mo.,  October  28,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Mother,  Katherine  McAffee,  2919  Hardesty   Street,  Kansas 
City,  Mo. 
Miles,  Charlie  McKinley,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted:  Chicago,  111.,  July  10,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  9,  1918. 
Cause :  Influenza. 

Next  of  kin  :  Brother,  Clarence  C.  Miles,  4351  Prairie  Avenue,  Chicago,  111. 
Miles,  Ira  Wilmer,  apprentice  seaman,  United  States  Navy. 
Enlisted :  Columbia,  S.  C,  July  22,  1918. 
Died :  Naval  hospital,  navy  base,  Virginia,  October  6,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Mother,  Leila  R.  Miles,  Spartan  Heights,  Spartanburg,  S.  C. 
Miles,  John  Henry,  fireman,  second  class,  United  States  Navy. 
Enlisted :  Buffalo,  N.  Y.,  August  29,  1917. 
Died :  Naval  hospital,  League  Island,  Pa.,  December  22,  1917. 
Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Patrick  Miles,  Shortsville,  N.  Y. 
Miles,  Ralph  Thomas,  apprentice  seaman,  United  States  Navy. 
Enlisted :  Johnstown,  Pa.,  December  25,  1917. 
Died :  U.  S.  S.  Raleigh,  April  15,  1918. 
Cause:  Appendicitis,  acute. 

Next  of  kin :  Father,  Isaac  Miles,  189  Ebensburg  Road,  Johnstown,  Pa. 
Miles,    Virgil  Lee,   engineman,   second   class,    United    States   Naval    Reserve 
Force. 
Enlisted :  Great  Lakes,  111.,  August  1,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 
Cause : Influenza. 

Next  of  kin  :  Mother,  Martha  Herman,  Prairie  Depot,  Ohio. 
Mileage,  Oscar,  fireman,  third  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Omaha,  Nebr.,  August  19,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 
Cause : Influenza. 
Next  of  kin :  Father,  Silas  Millage,  Pukwana,  S.  Dak. 
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Millan,  Charles  Van  Btjken,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Parkersburg,  W.  Va.,  May  10,  1918. 

Died :  Base  Hospital  No.  5,  France,  September  30,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,   Josephine  Millan,  320  Locust   Street,  Mannington, 
W.  Va. 
Millar,  William  Thomas,  fireman,  first  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  November  16,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  13,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Jeanuette  Millar,  60  West  Avenue,  San  Francisco, 
Calif. 
Milleb,  Albeet,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  July  12,  1918. 

Died :  U.  S.  S.  Mercy,  October  13,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Father,  John  Miller,  New  Albion,  N.  Y. 
Miller,  Albert  McKinley,  gunner's,  mate,  third  class,  United  States  Navy. 

Enlisted :  Dts  Moines,  Iowa,  May  1,  1917. 

Died :  Naval  torpedo  station,  Newport,  R.  I.,  October  19,  1917. 

Cause:  Suicide. 

Next   of   kin :   Father,   William   I.   Miller,   738   Center  Avenue,   Ottumwa, 
Iowa. 
Miller,  Archie  Anderson,  seaman,  second  class.  United  States  Navy. 

Enlisted:  San  Diego,  Calif,  June  28,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  11,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Stepmother,  Mary  R.  Miller,  Lakeside,  Calif. 
Miller,  Arthur  Raymond,  chief  commissary  steward,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  February  6,  1918. 

Died:  U.  S.  S.  Siboney,  October  18,  1918. 

Cause :  Influenza  complicated  by  pneumonia. 

Next  of  kin:  Wife,  Bertha  G.  Miller.  2604  South  Cainac  Street,  Philadel- 
phia, Pa. 
Mhj.ee,  Bayard  Franklin,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  St.  Louis,  Mo.,  May  21,  1918. 

Died  :  Naval  training  camp,  Detroit,  Mich.,  October  5,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Margaret  Jones  Miller,  Eldon,  Mo. 
Miller,  Bernhabd  Robert,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  April  18,  1917. 

Died:  Naval  hospital,  Hampton  Roads,  Va.,  November  1,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Lottie  Miller,  Hondo,  Tex. 
Miller.   Carv   Francis,    hospital   apprentice,   first  class,   United   States  Naval 
Reserve  Force. 

Enlisted:  Norfolk,  Va.,  June  18,  1918. 

Died:  Naval  hospital,  naval  base,  Virginia,  October  14,  191S. 

Cause:  Pneumonia. 

Next  of  kin  :  Father.  Eugene  N.  Miller,  Bridgewater,  Va. 
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Miller,  Carl  August,  boiler  maker,  United  States  Navy. 
Enlisted:  San  Francisco,  Calif.,  March  12,  1913. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  On  board  missing  Cyclops. 

Next  of  kin :  Sister,  Bertha  J.  Donovan,  213  Fifth  Street,  Santa  Ross\,  Calif. 
Miller,  Carl  Julius,  coxswain,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  October  28,  1916. 
Died :  Naval  Hospital,  New  York,  N.  Y.,  January  15,  191S. 
Cause :  Hemorrhage,  cerebral. 

Next  of  kin:   Sister,  Hanna   Svendsen.  Villa   Dovra,  Stebeck,  Christiana, 
Norway. 
Miller,   Charles   Burke,  fireman,   third  class,   United   States  Naval   Reserve 
Force. 
Enlisted:   Louisville,  Ky.,   July   17,   1918. 
Died :  Naval  Hospital,  Great  Lakes,  111.,  October  1,  1918. 
Cause :  Influenza. 

Next  of  kin  :  Mother,  Anna  Mary  Miller,  106  Vernon  Street,  Ironton,  Ohio. 
Miller,  Charles  Connforth,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 
Enlisted :  New  London,  Conn.,  June  4,  1918. 
Died:  Naval  Hospital,  New  London,  Conn.,  September  30,  1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Bell  Miller,  47  Elm  Street,  Waterville,  Me. 
Miller,  Charles  Joseph,  fireman,  third  class.  United  States  Navy. 
Enlisted:  Peoria,  111.,  August  2,  1918. 

Died :  Naval  Hospital,  Hampton  Roads,  Va.,  October  17,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  Charles  Miller,  R.  R.  5,  box  19,  Newton,  111. 
Miller,  Charles  William,   apprentice  seaman.  United   States  Naval  Reserve 
Force. 
Enlisted :  Atlantic  City,  N.  J.,  April  10,  1917. 
Died :  Philadelphia,  Pa..  April  2,  1918. 
Cause:  Meningitis. 

Next  of  kin :  Father.  Robert  C.  Miller,  24  North  Delancy  Place,  Atlantic 
City,  N.  J. 
Miller,  Clarence  Edgar,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Kansas  City,  Mo.,  December  14,  1917. 
Died :  Norfolk,  Va.,  October  15,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  James  H.  Miller,  R.  R.  3,  box  124A,  St.  Joseph,  Mo. 
Miller,  Dancy  Monroe,  fireman,  third  class,  United  States  Navy. 
Enlisted:  Atlanta,  Ga.,  July  31,  1917. 
Died :  Naval  hospital,  Portsmouth,  Va.,  April  26,  1918. 
Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Anna  Burnsed  Miller,  Bunnell,  Fla. 
Miller,  Davidson  Clair,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Cleveland,  Ohio,  June  4,  1917. 
Died :  U.  S.  S.  Texas,  January  16,  1918. 
Cause :  Lost  overboard  at  sea. 
Next  of  kin :  Father,  F.  M.  Miller,  Yeagertown.  Pa. 
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Miller,  Donald  A.,  yeoman,  third  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Camp  Logan,  111.,  December  3,  1917. 
Died :  Navy  rifle  range,  Wakefield,  Mass.,  March  16,  1918. 
Cause:  Diptheria. 

Next  of  kin :  Father,  Newton  E.  Miller,  Athens,  Mich. 
Millek,  Donald  Joseph,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enlisted:  Peoria,  111.,  October  1,  1918. 

Died :  Naval  section,  seaman  apprentice  training  camp,  University  of  Illi- 
nois, Urbana,  111.,  October  12,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Mabel  C.  Miller,  Hart  Road,  Vincennes,  Ind. 
Millek,  Eakl  Louis,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Salt  Lake  City,  Utah,  May  3,  1917. 
Died :  Submarine  base,  San  Pedro,  Calif.,  October  10,  1917. 
Cause:  Drowned. 

Next  of  kin :  Father,  Julian  Eugei:e  Miller,  Loup  City,  Nebr. 
Miller,  Earle  Richard,   seaman,   second  class,   United    States  Naval   Reserve 
Force. 
Enlisted :  Omaha,  Nebr.,  June  5,  1918. 
Died :  Naval  hospital,  Nebraska,  October  19,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Henry  F.  Miller,  Logan,  111. 
Miller,  Edward,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Richmond,  Va.,  July  8,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  3,  1918. 
Cause :  Pneumonia. 

Next  of  kin  :  Father,  Melvin  Miller,  Shell  Creek,  Tenn. 
Miller  Edward  Goar,  apprentice  seaman,  United  States  Navy. 
Enlisted :  Jackson,  Miss.,  December  17,  1917. 
Died  :  Naval  hospital,  Norfolk,  Va.,  January  14,  1918. 
Cause :  Pleurisy. 

Next  of  kin :  Wife,  Louisa  Miller,  McCool,  Miss. 
Miller,  Elwood  Hubert,  apprentice  seaman,  United  States  Navy. 
Enlisted  :  Los  Angeles,  Calif.,  April  22,  1918. 
Died :  Naval  training  camp,  San  Diego,  Calif.,  July  4,  1918. 
Cause:  Pleurisy. 

Next  of  kin  :  Father,  Martin  Miller,  R.  R.  B.  box  68,  Reedley,  Calif. 
MnxEK,  Emet  Rosco,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Louisville,  Ky.,  January  9,  1918. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  September  3,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Frank  Miller,  R.  F.  D.  No.  1,  Rumsey,  Ky. 
Miller,  Frank  Calvin,  water  tender,  United  States  Navy. 
Enlisted :  Philadelphia,  Pa.,  December  13,  1917. 
Died :  U.  S.  S.  McKee,  September  17,  1918. 
Cause :  Drowned. 

Next  of  kin:  Mother,  Flora  Clothier,  111  West  Haley  Street,  Santa  Bar- 
bara, Calif. 
Miller,  Frank  Leslie,  electrician,  first  class  (R),  United  States  Navy. 
Enlisted  :  Chicago,  111.,  March  29,  1917. 

Died :  Naval  radio  station,  Marion,  Mass.,  September  12,  1918. 
Cause :  Influenza. 

Next  of  kin :  Father,  Leslie  D.  Miller,  4625  West  Hermitage  Avenue,  Chi- 
cago, 111. 
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Miller,  Frank  Lyle,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Peoria,  111.,  August  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Father,  John  Wesley  Miller,  Nauvo,  111. 
Miller,  Frank  Monroe,  landsman  for  musician,  United  States  Naval  Reserve 
Force. 

Enlisted :  Baltimore,  Md.,  August  5,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  5,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Noah  H.  Miller,  64  Madison  Street,  Westminster,  Md. 
Miller,  Frederick  C,  yeoman,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Brooklyn,  N.  Y.,  June  15,  1917. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  April  1,  1918. 

Cause :  Pleurisy. 

Next  of  kin :  Mother,  Sarah  Miller,  1085  Greene  Avenue,  Brooklyn,  N.  Y. 

Miller,  George  Sanders,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  September  17,  1917. 

Died :  U.  S.  S.  President  Grant,  June  15,  1918. 

Cause :  Acute  nephritis. 

Next  of  kin  :  Sister,  Roberta  Fannin,  Detroit,  Mich. 
Miller,  Gordon  Lothian,  landsman  for  machinist's  mate    (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Pittsburgh,  Pa.,  May  28,  1918. 

Died :  Naval  hospital,  Gulfport,  Miss.,  October  7,  1918. 

Cause :  Influenza,  broncho-pneumonia. 

Next  of  kin :  Wife,  Annetta  Miller,  5317  Broad  Street,  Pittsburgh,  Pa. 
Miller,   Harry  Albert,   machinist's  mate,   second   class,   United   States  Naval 
Reserve  Force. 

Enlisted :  New  London,  Conn.,  July  30,  191S. 

Died:  New  London,  Conn.,  October  9,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Rose  Petransky,  184  Arch  Street,  New  Britain,  Conn. 
Miller,  Harry  Carl,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Detroit,  Mich.,  July  26,  1916. 

Died :  U.  S.  S.  Mercy,  October  12,  1918. 

Cause :  Broncho  pneumonia. 

Next  of  kin :  Father,  William  J.  Miller,  Novi,  Mich. 
Miller.  Harry  Maurice,  coppersmith,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Newport,  R.  I.,  December  13,  1917. 

Died  :  Naval  hospital,  Newport,  R.  I.,  February  13,  191S. 

Cause:  Pleurisy  suppurative. 

Next  of  kin :  Mother,  Catherine  Miller,  Oakland  Beach,  R.  I. 
Miller,  James  Joseph,  boilermaker,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  June  22,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Sister,  Clara  Miller  Allen,  1214  Soutli  Franklin  Street,  New 
Orleans.  La. 
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Miller,  Jaspek  Clifford,  gunner's  mate,  third  class.  United  States  Navy. 

Enlisted  :  Dallas,  Tex.,  June  15,  1915. 

Died:  Navy  collier  Oyclops,  June  14,  191S. 

Cans*1:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:   Father,  Levi  Allen  Miller,  S21  Palm  Street.  Abilene.  Tex. 
Miller,  John,  Jr.,  machinist's  mate,  first  class,  United  states  Naval  Reserve 
Force. 

Enlisted:  Norfolk,  Ya..  April  12,  IMS. 

Died  :  Naval  hospital,  naval  base,  Virginia,  October  12,  191S. 

Cause:  Pneumonia. 

Next  Of  kin:  Mother,  Marie  Miller,  734  East  One-hundred  and  sixty-sixth 
Street,  New  York,  N.  Y. 
Miller,  John  Benjamin,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  July  29,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  25,  191S. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Louise  Preston  Miller,  702  Center  Street,  Rowling 
Green,  Ky. 
Miller,  John  Henry,  ship's  cook,  third  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Fa.,  May  7,  1917. 

I>i<>d  :  Naval  hospital.  Portsmouth,  N.  H.,  September  23,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Susan  F.  Miller,  222  North  Arch  Street,  Lancaster,  Pa. 
Miller,  John  Rogers,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  New  York,  N.  Y.,  May  4,  1918. 

Died :  U.  S.  S.  Mercy,  October  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Father,  William  R.  Miller,  Belle  Mead,  N.  J. 
Miller,  John  Russel,  electrician,  second  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  November  21,  1917. 

Died  :  Naval  hospital,  Key  West,  Fla.,  October  19,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Miller,  74  South  Martha  Avenue,  Akron,  Ohio. 

Miller,  Jonathan  Lee,  seaman  (S),  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  December  13,  1917. 

Died :  U.  S.  S.  New  Hampshire,  September  17,  1918. 

Cause :  Drowned. 

Next  of  kin:  Mother,  Phoebe  Miller,  R.  F.  D.  1,  Mauckport,  Ind. 
Miller,  Leo  Floyd,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Minneapolis,  Minn.,  June  5,  1918. 

Died :  City  contagious  hospital,  Seattle,  Wash.,  November  8,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Josie  Pittman  Miller,  Spooner,  Minn. 
Miller,  Lemuel  Bland,  jr..  chief  quartermaster,  United  States  Naval  Reserve 
Force. 

Enlisted :  Washington,  D.  C,  April  9,  1917. 

Died :  Newport  News,  Va.,  October  25,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Mamie  C.  Miller.  337  Twenty-seventh  Street,  Newport 
News,  Va. 
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Mixlkk.  Norman  Dv.  eeth,  fireman,  third  class,  United  States  Navy. 

Enlisted  :  Columbia,  S.  C,  April  11,  1917. 

Died :  U.  S.  S.  Solace,  March  10,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother.  Jennie  Miller,  Box  29,  R.  F.  D.,  Leesville,  S.  C. 
Miller,  Oliver,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  May  26,  1918. 

Died :  U.  S.  S.  Herman  Frasch,  October  4,  1918. 

Cause:  Drowned. 

Next  of  kin  :  Mother,  Luannia  Miller,  Big  Clifty,  Ky. 
Miller   Bat  Adam,  apprentice  seaman,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  August  7,  1918. 

Died  :  Navy  Yard,  Mare  Island,  Calif.,  October  18,  1018. 

Cause :  Influenza. 

Next  of  kin :  Father,  Daniel  W.  Miller,  R.  F.  D.  1,  Box  34,  Gerster,  Mo. 
Miller,  Ray  Eugene,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  July  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

f'ause:  Influenza. 

Next  of  kin :  Mother,  Scottia  Miller,  R.  R.  3,  Nicholasville,  Ky. 
Miller,  Ray  Record,  landsman  for  yeoman,  United  States  Naval  Reserve  Force. 

Enlisted :  Indianapolis,  Ind.,  May  25,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  George  Henry  Miller,  route  No.  1,  Morristown,  Ind. 
Miller,  Robert  Lee,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  December  14,  1917. 

Died  :  Naval  hospital.  Norfolk.  Va.,  January  21,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Amanda  Emma  Miller,  Washington  College,  Tenn. 
Miller,  Roy  Ferdinand,   seaman,  second  class,   United  States  Naval  Reserve 
Force. 

Enlist. Vl  :  St.  Louis.  Mo..  July  1,  1918. 

Died :  Naval  hospital,  Great  Lakes.  111..  September  30,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Father,  James  Robert  Miller.  226  West  Spring  Street,  Boon- 
ville.  Mo. 
Miller.  Samuel,  plumber  and  fitter,  United  States  Naval  Reserve  Force. 

Enlisted :  Brooklyn,  N.  Y..  May  2,  1918. 

Died  :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  11, 1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Brother,  Ralph  Miller,  139  Starr  Street,  Brooklyn,  N.  Y. 
Miller.  Samuel,  jr.,  chief  quartermaster,  United  States  Naval  Reserve  Force. 

Enlisted  :  Philadelphia,  Pa.,  March  4,  1918. 

Died :  Naval  air  station,  Bay  Shore,  Long  Island,  N.  Y.,  October  21,  1918. 

Cause ;  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Louise  Miller.  5  Quincy  Place  NBL,  Washington,  D.  C. 
Miller.  Yern,  landsman  for  electrician,  United  States  Navy. 

Enlisted  :  Detroit.  Mich.,  April  30.  1917. 

Died:  Naval  hospital.  New  York,  N.  Y.,  October  11,  1917. 

Cause:  Pleurisy. 

Next  of  kin :  Sister,  Mrs.  S.  O.  Noyes,  route  2,  Gobleville,  Mich. 
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Miller,  Warren  J.,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  May  13,  1918. 

Died  :  Camp  Logan,  111.  (Navy  rifle  range),  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Frank  L.  Miller,  Waynesville,  Ohio. 
Miller,  Wayne  Jackson,  hospital  apprentice  (second  class),  United  States  Navy. 

Enlisted :  Raleigh,  N.  C,  June  4,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  1,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Sister,  Hazel  Miller,  Biscoe,  N.  C. 
Miller,  William  Frederick,  plumber  and  fitter,  United  States  Navy. 

Enlisted :  Portsmouth,  N.  H.,  November  28,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin :  Wife,  Anna  H.  Miller,  3140  Reach  Street,  Philadelphia,  Pa. 
Miller,  William  Harrison,  boiler  maker,  United  States  Navy. 

Enlisted:  Parkersburg,  W.  Va.,  June  27,  1917. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause :  Killed  by  explosion  on  board  ship. 

Next  of  kin :  Father,   James   R.   Miller,  1411   Grandview  Avenue,   Ports- 
mouth, Ohio. 
Miller,  William  Reginald,  seaman,  second  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif,  December  21,  1917. 

Died :  Naval  training  camp,  Mare  Island,  Calif.,  September  11,  1918. 

Cause:  Knife  wound. 

Next  of  kin :  Mother,  Mary  E.  Miller,  New  Pine  Creek,  Oreg. 
Miller,  Willie  Pearl,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Birmingham,  Ala.,  August  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Willie  G.  Miller,  Dorcas,  Okla. 
Milligan,  Joseph  Richie,  carpenter's  mate,  third  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  July  12,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  2,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin:  Father,  Thomas  Milligan,  2036  East  York  Street,  Philadel- 
phia, Pa. 
Milliman,  Guy  Raymond,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Albany,  N.  Y.,  June  24,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park.  N.  Y.,  October  9,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Bertha  Milliman,  265  Ninth  Street.  Troy,  N.  Y. 
Millio.  Christ,  ship's  cook,  first  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Bridgeport,  Conn.,  August  17,  1917. 

Died:  U.  S.  S.  8haw,  October  9,  1918. 

Cause:  Lost  life  when  U.  S.  S.  Shaw  collided  with  steamship  Aqvitania. 

Next  of  kin :  Wife,  Vacilia  Millio,  Kozane,  Macedonia,  Greece. 
Millman,  Raymond  Theodore,  landsman  for  electrician,  United  States  Navy. 

Enlisted :  St.  Louis.  Mo.,  July  2,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Annie  Millman,  R.  F.  D.  2,  Red  Bud,  111. 
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Mills,   George   Nelson,   molder,   second   class,   United   States   Naval   Reserve 
Force. 

Enlisted :  Portland,  Oreg.,  July  11,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  6,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Ida  Mills,  521  Rhine  Street,  Portland,  Oreg. 
Milne,  Thomas  Linklater,  hospital  apprentice,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Detroit,  Mich.,  August  2,  1918. 

Died :  On  leave,  September  30,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Alice  Hortenze  Milne,  Standish,  Mich. 
Milner,  George  Edward,  Jr.,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Chicago,  111.,  March  15,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  May  28,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Margaret  G.  Milner,  Constantine,  Mich. 
Milner,  John  Thomas,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  April  3,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  February  11,  1918. 

Cause :  Septicemia. 

Next  of  kin :  Father,  Henry  Milner,  R.  F.  D.  4,  Huntsville,  Ala. 
Milsaps,  Earnest  Madison,  seaman,  scond  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Atlanta,  Ga.,  July  10,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  October  29,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Orgie  Lane  Milsaps,  Greenback,  Tenn. 
Milton,  Alfeed  George,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,   Minn.,  April  28,  1917. 

Died :  Naval  training  station,  Great  Lakes,  111.,  August  14,  1917. 

Cause :  Drowned. 

Next  of  kin :  Guardian,   Joseph  Milton,  564  Marshall  Avenue,   St.   Paul, 
Minn. 
Miltonberger,  Reed,  fireman,  third  class,  United  States  Navy. 

Enlisted:  San  Pedro,  Calif.,  August  12,  1918. 

Died:     United  States  submarine  base,  San  Pedro,  Calif.,  October  17,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Wife,  Ruth  Miltonberger,  Pocatello,  Idaho. 
Minch,  Louis,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  April  20,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Mary  Minch,  1935  Oakdale  Street,  Philadelphia,  Pa. 
Minder,  Ray,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Lamar,  Colo.,  May  2,  1917. 

Died :  Receiving  ship,  New  York,  N.  Y.,  March  18,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Sally  Elizabeth  Minder,  Lamar,  Colo. 
Minkatj,  Charles  Joseph,  chief  water  tender,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  January  12,  1918. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause:  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Anna  Minkau,  19  Loomis  Street,  Rochester,  N.  Y. 
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Minker,  Clarence  Stanley,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  December  3,  1917. 

Died :  Receiving  ship,  New  York,  N.  Y.,  March  13,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Sarah  Minker,  R.  F.  D.  9,  Salem,  Oreg. 
Minkle,  Harold  Watson,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  May  16,  1917. 

Died :  Naval  training  station,  Cedar  Falls,  Iowa,  December  4,  1917. 

Cause :  Killed  by  train. 

Next  of  kin:  Mother,  Jennie  Minkle,  706  West  First  Street,  Cedar  Falls, 
Iowa. 
Minnagh,  William  Francis,  fireman,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  October  29,  1917. 

Died:  Wyckoff  Hospital,  Brooklyn,  N.  Y.,  September  27,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Delia  Minnagh,  729  Humboldt  Street,  Brooklyn,  N.  Y. 
Minor,  Walter  Clarence,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Des  Moines,  Iowa,  July  23,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Josephine  Minor,  R.  F.  D.  3,  Oskaloosa,  Iowa. 
Minster,  Grover,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  30,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  11,- 1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Joseph  Minster,  261  Water  Street,  Paterson.  N.  J. 
Mitchell,  Albee  Lewis,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  April  7,  1917. 

Died :  Receiving  ship,  Norfolk,  Va.,  April  25,  1917. 

Cause:  Spinal  meningitis. 

Next  of  kin :  Mother,  Mary  Mitchell,  Rex,  Ga. 
Mitchell,  Earl  William,  landsman  for  machinist's  mate   (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Cincinnati,  Ohio,  June  14,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  James  B.  Mitchell,  706  West  State  Street,  Spring- 
field, Ohio. 
Mitchell,  Eugene  Davis,  fireman,  first  class,  United  States  Navy. 

Enlisted  :  Lexington,  Ky.,  May  2,  1917. 

Died :  U.  S.  S.  Manley,  March  19,  191S. 

Cause :  Lost  life  as  result  of  explosion. 

Next  of  kin :  Father,  Samuel  J.  Mitchell,  116  Holmes  Street,  Frankfort,  Ky. 
Mitchell,  Homer  Warner,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted  :  Peoria,  111.,  July  22,  1918. 

Died :  U.  S.  S.  Mercy,  October  21,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Father,  Isaac  Thomas  Mitchell,  R.  R.  5,  Bloomington,  111. 
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Mitchell,  Howard  Frederic,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 
Enlisted :  Boston,  Mass.,  June  14,  1918. 

Died:  United  States  Naval  training  camp,  Bumkin  Island,  Mass.,  Septem- 
ber 16,  1918. 
Cause :  Influenza,  bronchial  pneumonia. 

Next  of  kin :  Mother,  Mary  Mitchell,  65  Adella  Avenue,  West  Newton,  Mass. 
Mitchell,  Joseph  Freeman,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Montgomery,  Ala.,  July  19,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Jula  A.  Mitchell,  341  Fourth  Street,  Pratt  City,  Ala. 
Mitchell,  Oliver  Charles,  yeoman,  third  class,  United  States  Navy. 
Enlisted :  Albany,  N.  Y.,  April  2,  1917. 
Died :  Naval  hospital,  Newport,  R.  I.,  May  25,  1917. 
Cause:  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Nellie  C.  Mitchell,  Elizabethtown,  N.  Y. 
Mitchell,  Raymond  Edward,  hospital  apprentice,  second  class,  United  States, 
Navy. 
Enlisted:  New  Haven,  Conn.,  September  24,  1917. 
Died:  Naval  hospital,  Norfolk,  Va.,  December  21,  1917. 
Cause :  Cerebrospinal  fever. 
•  Next  of  kin :  Mother,  Elizabeth  Carrie  Mitchell,  104  School  Street,  West 
Hartford,  Conn. 
Mitchell,  Robert  George,  chief  yeoman,  United  States  Naval  Reserve  Force. 
Enlisted :  San  Francisco,  Calif.,  June  11,  1917. 
Died :  San  Francisco,  Calif.,  July  14,  1918. 
Cause :  Drowned. 

Next  of  kin :  Mother,  Florence  Mitchell,  Fairfax,  Calif. 
Mitchell,  William  Jennings  Bryan,  fireman,  third  class,  United  States  Naval 
Reserve  Force. 
Enlisted :  Kansas  City,  Mo.,  July  19,  1918. 
Died:  Na\al  hospital,  Great  Lakes,  111.,  September  25,  1918. 
Cause :  Influenza. 

Next  of  kin  :  Father,  Charles  W.  Mitchell,  Fayette,  Mo. 
Mitchell,  William  Walter,  seaman,  United  States  Naval  Reserve  Force. 
Enlisted :  Kansas  City,  Mo.,  February  8,  1917. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  October  2,  1918. 
Cause :  Influenza. 

Next  of  kin:   Mother,  Katy   Hampton  Mitchell,  R.   F.   D.,  4,   Miltonvale, 
Kans. 
Mixtek,  Gordon,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Boston,  Mass.,  June  11,  1917. 
Died :  U.  S.  S.  Mercy,  October  20,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  Clarence  D.  Mixter,  210  Austin  Street,  Worcester,. 
Mass. 
Mize,  Acstin,  seaman,  United  States  Navy. 
Enlisted :  Montgomery,  Ala.,  April  16,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  Member  of  crew  on  missing  Cyclops. 
Next  of  kin  :  Father,  Louis  M.  Mize,  OJenville,  Ala. 
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Moehl,  Geobge  Andrew,  landsman  for  yeoman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Great  Lakes,  111.,  January  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  March  28,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin:  Father,  George  W.  Moehl,  Washington,  111. 
Moeller,  Herbert,  coxswain,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  April  18,  1917. 

Died :  U.  S.  S.  Louisville,  September  28,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  Henry  Moeller,  341  Fifty-seventh  Street,  New  York, 
N.  Y. 
Mohr,  Fred,  molder,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Chicago,  111.,  July  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Helen  Mohr,  1101  North  Wood  Street,  Chicago,  111. 
Mohr,  Joseph  William,  seaman,  second  class,  United   States  Naval   Reserve 
Force. 

Enlisted :  Great  Lakes,  111.,  December  4,  1917. 

Died :  U.  S.  S.  Saranac,  April  27,  1918. 

Cause:  Fracture. 

Next   of  kin :    Father,   Joseph   Mohr,   1043   Irving   Park   Boulevard,   Chi- 
cago, 111. 
Mohrmann,  William  John  Nicholas,  machinist's  mate,  second  class,  United 
States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  27,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  November  9,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  William  F.  Mohrmann,  265  Second  Avenue,  College 
Point,  Long  Island,  N.  Y. 
Mollencop,  Earl  William,  plumber  and  fitter,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  February  16,  1914. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Passenger  on  missing  Cyclops. 

Next  of  kin:  Mother,  Mandy  Mollencop,  429  Twenty-first  Street,   Salem, 
Oreg. 
Monahan,  Mary  Agnes,  yeoman  (F),  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  March  12,  1918. 

Died :  First  naval  district,  Boston,  Mass.,  September  5,  1918. 

Cause:  Killed  in  accident. 

Next  of  kin :  Sister,  Catherine  Daly,  24  Center  Street,  Maiden,  Mass. 
Moniz,  Tony  Albert,  landsman  for  machinist's  mate  (A),  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  December  7,  1917. 

Died :  Naval  air  station,  San  Diego,  Calif.,  February  10,  1918. 

Cause :  Broncho-pneumonia. 

.  Next  of  kin :  Mother,  Isabel  Moniz,  R.  F.  D.  2,  Sequin,  Wash. 
Monk,  Robert  Silas,  chief  pharmacist's  mate,  United  States  Navy. 

Enlisted :  Washington,  D.  O.,  October  17,  1914, 

Died :  Naval  hospital,  Chelsea,  Mass.,  August  10,  1918. 

Cause :  Poisoning. 

Next  of  kin:   Wife,  Marie  F.  Monk,  631  East  Capital   Street,  Washing- 
ton, D.  C. 
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Monroe.  John  Theodore,  yeoman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Wilmington,  N.  C,  May  7,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  6,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mary  A.  Monroe,  Marion,  S.  C. 
Monroe,    Townsend   Lance,   landsman   for   yeoman,   United    States   Navy. 

Enlisted:  Atlanta,  Ga.,  August  8,  1918. 

Died :  Poughskeepsie,  N.  Y.,  October  20,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Verna  Monroe,  White  Springs,  Fla. 
Monson,  David  Christopher,  fireman,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Minneapolis,  Minn.,  June  3,  1918. 

Died:  Willard  Parker  hospital,  New  York,  N.  Y.,  October  6,  1918. 

Cause :  Spinal  Meningitis. 

Next  of  kin :  Mother,  Bertha  Monson,  Granite  Falls,  Minn. 
Montgomery,    Gormley   Joseph,    seaman,   second   class,   United    States   Naval 
Reserve  Force. 

Enlisted:  Brooklyn,  N.  Y.,  May  4,  1918. 

Died :     U.  S.  S.  Sylvan  Arrow,  September  20,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Elizabeth  Montgomery,  857  Prospect  Place,  Brook- 
lyn, N.  Y. 
Montgomery,   Hiram   Willis,   fireman,   third   class,  United   States  Navy. 

Enlisted:  Oklahoma  City,  Okla.,  May  15,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Influenza. 

Next    of    kin :  Mother,    Mary    E.    Montgomery,    Shattuck,    Okla. 
Montgomery,  John  William,  quartermaster,  second  class   (A),  United  States 
Naval  Reserve  Force. 

Enlisted:  Boston,  Mass.,  April  3,  1918. 

Died :     U.  S.  S.  Shaw,  October  9,  1918. 

Cause:  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Father,  Robert  Montgomery,  Natick,  Mass. 
Montiel,   Alfonso,    mess    attendant,    second   class,    United    States   Navy. 

Enlisted :  Cavite,  P.  I.,  May  29,  1914. 

Died:  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  action. 

Next   of   kin :  Mother,    Hermongena   Maestro,    Romblou,    Capiz,   P.    I. 
Montmorency,  John  Victor,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Detroit,  Mich.,  July  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mrs.  Paul  Montmorency,  15  Walnut  Street,  Detroit, 
Mich. 
Montorfano,  Louis,  seaman,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  March  27,  1917. 

Died :  U.  S.  S.  Alabama,  August  1,  1918. 

Cause :  Acute  cholangitis. 

Next    of    kin :  Father,    Paul    Montorfano,    523    Highpoint    Avenue,    West 
Hoboken,  N.  J. 
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Moody,  John  Kenneth,   seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  San  Francisco,  Calif.,  June  18,  1918. 

Died :  Navy  Yard,  Mare  Island,  Calif.,  October  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Herbert  Lyle  Moody,  Redding,  Calif. 
Mook,  Oerir  Clair,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  June  5,  1917. 

Died :  U.  S.  S.  Utah,  October  25,  1918. 

Cause :  Bronchial  pneumonia. 

Next  of  kin :  Father,  O.  C.  Mook,  747  Seventh  Street,  Port  Arthur,  Tex. 
Moon,  Albert  Tilton,  landsman  for  yeoman,  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  June  3,  1918. 

Died :  Naval  training  station,  San  Francisco,  Calif.,  August  9,  1918. 

Cause:  Meningitis,  cerebral. 

Next  of  kin :   Mother,  Bessie  Case  Moon,  2575  Thirty-first   Avenue,   San 
Francisco,  Calif. 
Mooney,  Christopher,  landsman  for  quartermaster  (A),  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  March  22,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  April  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Julia  Mooney,  146  Spruce  Street,  Paterson,  N.  J. 
Mooney,  Robert  Emmett,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Richmond,  Va.,  June  29,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  October  14,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  John  G.  Mooney,  Flatwoods,  Va. 
Moore,  Charles  Albert,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  November  12,  1917. 

Died :  Naval  hospital,  Key  West,  Fla.,  October  24,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Willma  Duncan,  Days  Creek,  Oreg. 
Moore,  Charles  Richard,  water  tender,  United  States  Navy-. 

Enlisted :  Pittsburgh,  Pa.,  April  14,  1916. 

Died :  U.  S.  S.  Wm.  Rockefeller,  May  18,  1918. 

Cause:  Killed  when  ship  was  torpedoed. 

Next  of  kin :  Father,  George  Moore,  Somerset,  Pa. 
Moore,  Clarence  Starr,  quartermaster,  first  class,  United   States  Naval  Re- 
serve Force. 

Enlisted:  Puget  Sound,  Wash.,  May  26,  1917. 

Died :  U.  S.  submarine  chaser  No.  311,  July  17,  1918. 

Cause:  Lost  at  sea. 

Next  of  kin :  Mother,  May  H.  Lewis,  3823  Alki  Avenue,  Seattle,  Wash. 
Moore,  David  Brooks,  quartermaster,  second  class    (A),  United   States  Nava, 
Reserve  Force. 

Enlisted :  San  Diego,  Calif.,  August  9,  1918. 

Died :  Naval  training  station,  San  Diego,  Calif.,  November  10,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mary  E.  Moore,  3421  Woolman  Avenue,  San  Diego, 
Calif. 
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Moore,  Frank  Hugh,  landsman  for  electrician  (G),  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  May  29,  1918. 

Died :  U.  S.  S.  Mercy,  October  12,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Lelia  Moore  Simmons,  Gilmore,  Ark. 
Moore,   Glen  Almanan,   seaman,   second  class,  United   States  Naval   Reserve 
Force. 

Enlisted :  Syracuse,  N.  Y.,  May  1,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  4,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Gertrude  Moore,  Minoa,  N.  Y. 
Moore,  Harry  Joseph,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  July  2,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111..  October  2,  1918. 

Cause :  Influenza. 

Next   of  kin :  Mother,   Maude  Eleanor  Brockie,   2047  Brandywine   Street, 
Philadelphia,  Pa. 
Moore,  Irving  T.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Newport,  R.  I.,  April  14,  1917. 

Died :  Headquarters,  Newport,  R.  I.,  December  19,  1917. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Jessie  I.  Moore,  1829  East  First  Street,  Duluth,  Minn. 
Moore,  James  Bernard,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  October  26,  1915. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  11,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Nephew,  John  A.  Moore,  Pocomoke  City,  Md. 
Moore,  Jeremiah,  hospital  apprentice,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Indianapolis,  Ind..  July  10,  1918. 

Died  :  Naval  hospital,  Great  Lakes,  111.,-  September  30,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Alice  Moore,   Lyons,  Ind. 
Moore,  Lawrence  Henry,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  October  22,  1913. 

Died :  Naval  station,  Key  West,  Fla.,  July  21,  1917. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  James  Alfred  Moore,  R.  F.  D.  6,  Tyler,  Tex. 
Moore,  Lee  Blanchard,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted :  Oshkosh,  Wis.,  February  8,  191S. 

Died :  Naval  station,  Great  Lakes,  111.,  May  17,  1918. 

Cause :  Measles. 

Next  of  kin :  Father,  William  Henry  Moore,  Galloway,  Wis. 
Moore,  Leslie  Alcott,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  April  19,  1918. 

Died :  U.  S.  S.  Nebraska,  September  25,  1918. 

Cause :  Spanish  influenza. 

Next  of  kin :  Wife,  Bessie  Amelia  Moore,  84  River  Street,  Mattapan,  Mass. 
Moore,  Marshall,  seaman,  second  class,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  December  3,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  March  19,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  Moore,  Webster  Grove,  Mo. 
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Mooee,  Roscoe  Chester,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Kansas  City,  Mo.,  July  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  2,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Morris  Emery  Moore,  Osborne,  Kans. 
Moore,  Russell  Robinson,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  June  13,  1917. 

Died :  Receiving  ship,  Washington,  D.  C,  October  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Thomas  B.  Moore,  101  East  Sixth  Street,  Wilmington, 
Del. 
Moore,  Sidney  Hill,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  May  9,  1918. 

Died :  Navy  Base  Hospital  No.  5,  November  5,  1918. 

Cause:  Erysipelas. 

Next  of  kin :  Father,  Frank  Arthur  Moore,  Americus,  Kans. 
Mooee,  Stanley  Mathews,  seaman,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  October  27,  1915. 

Died :  Naval  hospital,  Fort  Lyon,  Colo.,  May  27,  1918. 

Cause:  Tuberculosis. 

Next  of  kin :  Father,  Jesse  E.  Moore,  post-office  box  21,  Cincinnati,  Ohio. 
Moore,  Stewart  Mark,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Jackson,  Miss.,  July  20,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Fannie  Moore  Pugh,  Wildsville,  La. 
Mooee,  William  Charles,  machinist's  mate,  second  class   (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  December  24,  1917. 

Died :  Naval  air  station,  Miami,  Fla.,  October  18,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Father,  Michael  Moore,  804  Classon  Avenue,  Brooklyn,  N.  Y. 
Mooee,  William  Heney,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enlisted :  Brooklyn,  N.  Y.,  November  24,  1917. 

Died :  New  York,  N.  Y.,  October  22,  1918. 

Cause :  Acute  indigestion. 

Next  of  kin :  Father,  William  Henry  Moore,  sr.,   151  West  Ninety-sixth 
Street,  New  York,  N.  Y. 
Mooee,  Wineield  Hekbeet,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  Nov.  16,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  9,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Perry  Moore,  Barker,  Tex. 
Mooees,  Heeman  Geay,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  July  6,  1917. 

Died  :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Mother,  Lillian  Moores,  Muir,  Ky. 
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Moorhead,   Thomas  Joseph,   seaman,  second  class,  United   States  Naval  Re- 
serve Force. 

Enlisted :  Boston,  Mass.,  May  4,  191S. 

Died  :  Naval  hospital,  Newport,  R.  I.,  September  26,  1918. 

Cause :   Pneumonia,   lobar. 

Next  of  kin  :  Father,  James  Moorhead,  22  Court  Street,  Newtonville,  Mass. 
Moorman,  Lew  Kilbourn,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Cincinnati,  Ohio,  June  18,  1918. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  5,  1918. 

Cause :  Pneumonia. 

Next    of    kin :    Mother.    Frances    Elizabeth    Moorman,    114    South    Creek 
Street,  Dewey,  Okla. 
Mootz,  Eugene  William,  seaman,  United  States  Navy. 

Enlisted  :  Buffalo,  N.  Y.,  November  13,  1915. 

Died:  U.  S.  A.  C  T.'Ticonderoga,  September  30,  1918. 

<'ause:  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin  :    Father.   Adam  Joseph   Mootz,  620  William   Street,   Buffalo. 
N.  Y. 
Moran,  Albert  Francis,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Des  Moines,  Iowa,  May  15,  191S. 

Died :  Naval  hospital,  New  York,  N.  Y.,  November  5,  1918. 

Cause :  Steam  burns. 

Next  of  kin :  Mother,  Catherine  Moran,  R.  R.  1,  Onslow,  Iowa. 
Moran,   Edward  Bartholomew,  seaman,  second  class,    United    States    Naval 
Reserve  Force. 

Enlisted  :  Boston,  Mass.,  June  24,  1918. 

Died  :  Naval  training  camp,  Hingham,  Mass.,  October  3,  1918. 

Pause :  Lobar  pneumonia. 

Next  of  kin  :   Father,  Michael  James  Moran,  Brattleboro,  Vt. 
Moran.  James  Watkins,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  December  11,  1917. 

Died  :   Naval  hospital,  Hampton  Roads,  Va.,  February  15,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Ella  Moran,  Una,  Tenn. 
Moran,  John  Thomas,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Providence,  R.  I.,  May  23,  1917. 

Died :  Steamship  Actaeon,  November  25,  1917. 

Cause:  Killed  when  vessel  was  torpedoed. 

Next  of  kin  :  Aunt,  Margaret  Moran,  245  Granston  Street,  Providence,  R.  I. 
Moran,    Theodore   Edward,   seaman,   second   class,   United   States   Naval  Re- 
serve Force. 

Enlisted :  Peoria,  111.,  June  11,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  September  29,  1918. 

Cause :  Lobar  pneumonia. 

Next   of   kin :    Father,   Mark   Francis  Moran,   754   East   Cantrell    Street, 
Decatur,  111. 
Moran  Thomas  Joseph,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  July  20,  1917. 

Died :  U.  S.  S.  Solace,  Base  No.  2,  March  26,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Hanora  Moran,  249  Fifth  Street,  Jersey  City,  N.  J. 
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Morhach,  Feed,  shipfitter,  first  class,  United  States  Navy. 
Enlisted:  Newark,  N.  J.,  July  14,  1917. 
Died :  U.  S.  S.  Leonidas,  October  23,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin  :  Father,  Henry  N.  Morbach,  351  North  Sixth  Street,  Newark, 
N.  J. 
Mobency,  Qmeij,  fireman,  first  class^  United  States  Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  May  28,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  18,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Ferdinand  Morency,  Salem,  Mass. 
Moresco,   William   Michael,   landsman   for   machinist's  mate,   United   States 
Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  July  16,  1918. 

Died:  Naval  hospital,  Charleston,  S.  C,  September  27,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Wife,  Carrie  A.  Moresco,  570  Neptune  Avenue,  Brooklyn,  N.  Y. 
Morgan,  Clarkson  Moore,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  August  12,  1914. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  9,  1918. 

Cause:  Hemorrhage. 

Next  of  kin :  Mother,  Elmira  Morgan,  Harrisonville,  N.  J. 
Morgan,  Edward,  fireman,  third  class,  United  States  Navy. 

Enlisted :  El  Paso,  Tex.,  July  3,  1917. 

Died :  Receiving  ship,  Norfolk,  Va.,  March  14,  1918. 

Cause :  Suicide. 

Next  of  kin :  Mother,  Constance  Morgan,  6  North  Street,  Portland,  Oreg. 
Morgan,  Edward  Scott,  Jr.,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  July  9,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Edward  Scott  Morgan,  sr.,  1364  Columbia  Road  NW., 
Washington,  D.  C. 
Morgan,  Eugene  John,  yeoman,  second  class,  United  States  Navy. 

Enlisted:  Cleveland,  Ohio,  February  14,  1916. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action. 

Next  of  kin :  Brother,  Frank  J.  Morgan,  Jacksonville,  Fla. 
Morgan,  James,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  December  10,  1917. 

Died :  Naval  station,  Mare  Island,  Calif.,  February  2,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Mother,  Lulu  Morgan,  Harrisburg,  Oreg. 
Morgan,  Jefferson  Davis,  ship's  cook,  first  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  March  14,  1916. 

Died:  Marine  Hospital,  Baltimore,  Md.,  October  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Sister,  Carrie  Jennings,  809  Fifth  Avenue,  Boyles,  Ala. 
Morgan,  Moses  Leonard,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  April  30,  1917. 

Died :  U.  S.  S.  Louisiana,  June  1,  1918. 

Cause :  Accidentally  killed. 

Next  of  kin :  Father,  Len  Morgan,  Gulf  Point,  Fla. 
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Morgan,  Myron,  coxswain,  United  States  Navy. 
Enlisted :  Pittsburgh,  Pa.,  June  30,  1917. 

Died :  Naval  aviation,  foreign  service,  Army  base  hospital,  Talence,  Bor- 
deaux, France,  July  23,  191S. 
Cause:  Chloroform  poisoning  while  undergoing  operation. 
Next  of  kin :  Father,  Abraham  Morgan,  Independence,  Me. 
Morgen  stern,  Charles  Otto,  coxswain,  United  States  Navy. 
Enlisted :  Minneapolis,  Minn.,  May  7,  1915. 
Died:  U.  S.  S.  New  York,  February  16,  1918. 
Cause :  Lost  overboard. 

Next    of    kin :    Mother,    Magdalena    Wise,    Maple    Creek,    Saskatchewan, 
Canada. 
Morong,  John  Arthur,  seaman,  first  class,  United  States  Navy. 
Enlisted :  Boston,  Mass.,  March  19,  1917. 
Died  :  Naval  hospital,  New  York,  N.  Y..  November  11,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin:  Sister,  Mae  Dudley,  36  Monument 'Square,  Charlestown,  Mass. 
Morrill,  George  Henry,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Marblehead,  Mass.,  March  19,  1917. 
Died :  Brooklyn,  N.  Y.,  October  19,  1918. 
Cause :  Pneumonia,  bi*oncho. 

Next  of  kin :  Mother,  Hattie  S.  Morrill,  41  Grossman  Avenue,  Beach  Bluff, 
Mass. 
Morris,  Alfred,  wardroom  steward,  United  States  Navy. 
Enlisted:  Philadelphia,  Pa.,  December  18,  1917. 
Died :  Philadelphia,  Pa.,  November  3,  1918. 
Cause:  Poison. 

Next  to  kin :  Wife,  Bellar  Morris,  1433  South  Twenty-second  Street,  Phila- 
delphia, Pa. 
Morris,  Albert  Sidney,  fireman,  first  class-,  United  States  Navy. 
Enlisted :  Dallas,  Tex.,  July  20,  1917. 
Died :  U.  S.  S.  Salem,  September  29,  1918. 
Cause :  Drowned. 

Next  of  kin :  Sister,  Sally  Jones,  415  North  Taylor  Street,  Gainesville,  Tex. 
Morris,  Charley,  Jr.,  mess  attendant,  third  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Meridian,  Miss.,  June  4,  1918. 

Died :  Naval  air  station,  Pauillac,  France,  September  24,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Charley  Morris,  sr.,  319  Muscadine  Street,  Greenville, 
Miss.  - 
Morris,  Charles  Odrey,  shipwright,  United  States  Navy. 
Enlisted :  Little  Rock,  Ark.,  April  25,  1917. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  June  12,  1918. 
Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Father,  George  W.  Morris,  1121  Emerson  Avenue,  Farrell,  Pa. 
Morris,  Earl  Leslie,  coxswain,  United  States  Navy. 
Enlisted :  Kansas  City,  Mo.,  January  9,  1918. 
Died :  U.  S.  S.  Rijnland,  September  3,  1918. 
Cause :  Falling  into  hold  of  vessel. 
Next  of  kin :  Father,  Jonah  Leslie  Morris,  R.  R.  1,  St.  Joseph,  Mo. 
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Morris,  Frank  Munnerlyn,  apprentice  seaman,  United  States  Navy. 

Enlisted :  El  Paso,  Tex.,  December  18,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  February  5,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  M.  B.  Morris,  Eagle  Hill,  N.  Mex. 
Morris,  Lundy  Platt,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  October  11,  1916. 

Died:  U.  S.  S.  Louisiana,  June  8.  1917. 

Cause:  Suicide. 

Next  of  kin :  Mother,  Anna  Morris  Overby,  119  Auburn  Avenue,  Atlanta, 
Ga. 
Morris,  Milton  Palmer,  seaman,   second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Detroit,  Mich.,  July  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother. -Minnie  Elizabeth  Morris,  221  Baldwin  Avenue,  De- 
troit, Mich. 
Morris,  Norman,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Jackson,  Miss.,  January  10,  1918. 

Died :  U.  S.  S.  Mercy,  October  4,  1918. 

<  lause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Lizzie  Courtney  Morris,  Lessley,  Miss. 
Morris,  Wendall  Ney,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  March  12,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  April  15,  1917. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Mother,  Mary  Morris,  general  delivery,  Rhone,  Tex. 
Mourison,  Dave,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Little  Rock,  Ark.,  June  29,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  W.  W.  Morrison,  R.  F.  D.  1,  Malvern,  Ark. 
Morrison,   Elmer  Leavitt,   apprentice   seaman,   United   States  Naval  Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  October  1,  1918. 

Died  :  Naval  unit,  University  of  Kansas,  October  22,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Henrietta  C.  Morrison,  R.  F.  D.  2,  Culver,  Kans. 
Morbissette,  Walter,  sbip's  cook,  first  class,  United  States  Navy. 

Enlisted  :    San  Francisco,  Calif.,  December  20,  1915. 

Died  :    U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :   Multiple  injuries. 

Next  of  kin :    Mother,  Carrie  Morrissette,  808  East  Twenty-ninth  Avenue, 
Council  Bluffs,  Iowa. 
Morrow.  Armor  ItcsH,  landsman  for  electrician  (R),  United  States  Naval  Re- 
serve Force. 

Enlisted:    Birmingham,  Ala.,  April  8,  1918. 

Died:    Naval  hospital.  Chelsea,  Mass..  September  23,  1918. 

Cause:    Influenza. 

Next  to  kin :   Wife,  Em.  P.  Morrow,  Eutaw,  Ala. 
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Morrow,  Glenn  Morton,  seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enlisted  :   Kansas  City,  Mo.,  May  7,  1918. 

Died:    Camp  Logan,  111.,  October  1,  1918. 

Cause :   Broncho-pneumonia. 

Next  of  kin:    Father,  James  C.  Morrow,  614  North  Ninth  Street,  Neodeshn, 
Kans. 
Morrow,  Harley  Edgar,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:    Meridian,  Miss.,  July  10,  1918. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  14,  1918. 

Cause :   Influenza. 

Next  of  kin  :   Father,  Tom  Morrow,  Hazlehurst,  Miss. 
Morse,  Arthur  Wilson,  fireman,  second  class,  United  States  Navy. 

Enlisted  :  Boston,  Mass.,  December  13,  1917. 

Died  :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause  :   Lost  life  when  vessel  was  torpedoed. 

Next  of  kin  :  Mother,  Nellie  Morse,  16  Chase  Avenue,  Manchester,  N.  H. 
Mortl,  Otto  Vincent,  apprentice  seaman,  United  States  Navy. 

Enlisted  :   Peoria,  111.,  June  7,  1918. 

Died  :   Naval  hospital,  Chelsea,  Mass.,  September  29,  1918. 

Cause':    Influenza. 

Next  of  kin  :   Father,  Martin  Mortl,  320  North  Hamilton  Street,  Lincoln,  Hi. 
Morton,  Oren  Edward,  apprentice  seaman,  United  States  Navy. 

Enlisted  :   Los  Angeles,  Calif.,  July  10,  1917. 

Died  :   Naval  training  station,  San  Francisco,  Calif.,  September  7,  1918. 

Cause  :    Obstruction,  acute  intestinal. 

Next  of  kin  :   Mother,  Leota  Wilson,  Bishop,  Calif. 
Moses,  Ernest  Olin,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :   Philadelphia,  Pa.,  May  8,  1917. 

Died  :   Navy  collier  Cyclops,  June  14,  1918. 

Cause:   Member  of  crew  on  missing  Cyclops. 

Next  of  kin :    Father,  Isaiah  Moses,  sr.,  109  Chestnut  Street,  Darlington, 
S.  C. 
Moses,  Robert  Neil,  seaman,  second  class,  United  States  Navy. 

Enlisted  :   Cleveland,  Ohio,  June  4,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  August  15,  1918. 

Cause :   Pneumonia. 

Next  of  kin :   Father,  J.  H.  Moses,  85  Penrose  Avenue,  Cleveland,  Ohio. 
Moss,  Gilbert  Cochran,  quartermaster,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Chicago,  111.,  January  30,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  August  25,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Mother,  M.  E.  Moss,  4S35  Winthrop  Avenue,  Chicago,  111. 
Moss,  John  HowxVrd,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  January  14,  1918. 

Died :  Brest,  France,  June  18,  1918. 

Cause :  Drowning. 

Next  of  kin  :  Mother,  Charlotte  Moss  Dene,  40  Ten  Broeck  Street,  Scotia,  N.  Y. 
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Mosterio,  Vincent,  machinist's  mate,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted  :  New  Orleans,  La.,  May  25,  1917. 
Died :  U.  S.  S.  Annapolis,  November  4,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Annie  Bonds  Mosterio,  Bell  Street,  New  Orleans,  La. 
Mothersbaugh,  Bert,  fireman,  second  class,  United  States  Navy. 

Enlisted  :  El  Paso,  Tex.,  December  28,  1917. 

Died :  Naval  station,  Mare  Island,  Calif.,  October  18,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Brother,  Oscar  Mothersbaugh,  Syracuse,  N.  Y. 
Mott,  LeRoy  Allen,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Syracuse,  N.  Y.,  August  7,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  Sept.  19,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Ella  Johnston,  R.  F.  D.  1,  Oneida,  N.  Y. 
Moutner,  Henry,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Brooklyn,  N.  Y.,  August  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Sophie  Moutner,  307  East  Eighty-fifth  Street,  New 
York,  N.  Y. 
Moyer,  Franklin   Paul,   landsman   for  machinist's  mate    (A),  United   States 
Naval  Reserve  Force. 

Enlisted:  Indianapolis,  Ind.,  July  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Father,  Christian  F.  Moyer,  205  State  Street,  Elkhart,  Ind. 
Mover,  Henry  Allen,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted  :  Buffalo,  N.  Y.,  June  17,  1918. 

Died  :  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause :  Influenza. 

Next   of   kin :    Father,    Frank   Colton    Moyer,    301   Ravine   Avenue,   Roch- 
ester, N.  Y. 
Moyer,  Wayne  Washington,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  April  11,  1918. 

Died :  Naval  hospital,  New  York,  N.  Y.,  October  6,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin  :  Brother,  George  E.  Moyer,  Colmar,  Pa. 
Mozada,  Valentine  Bacusmo,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted  :  Seattle,  Wash.,  November  7,  1917. 

Died:  Naval  hospital,  Fort  Lyon,  Colo.,  October  28,  1918. 

Cause :  Tuberculosis. 

Next  of  kin  :  Mother,  Magdeline  Mozada,  San  Rosi  Street,  Career,  P.  I. 
Mueller,   Arthur  Fred,   seaman,   second   class,  United   States  Naval  Reserve 
Force. 

Enlisted :  Omaha,  Nebr.,  June  4,  1918. 

Died :  Naval  hospital,  Portsmouth,  Va.,  November  2,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Alfred  Mueller,  Beemer,  Nebr. 
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Mueller,  George  William,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  June  13,  191S. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  October  4,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Anna  Myers  Mueller,  39  North  First  Street,  Meriden, 
Conn. 
Muff  at,  Paul  Carl,  landsman  for  machinist's  mate  (A),  United  States  Naval 
Reserve  Force. 

Enlisted :  Detroit,  Mich.,  May  31,  1918. 

Died  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Mrs.  Paul  E.  Muft'at,  G10  Brooklyn  Avenue,  Detroit, 
Mich. 
Muir,   George   William,   seaman   second   class,  United   States  Naval   Reserve 
Force. 

Enlisted:  Tacoma,  Wash.,  May  25,  1918. 

Died :  Naval  Training  Camp,  Seattle,  Wash.,  October  6,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mary  Muir,  R.  F.  D.  1,  box  275,  South  Tacoma,  Wash. 
JVIuir,  Joseph  Hall  Allison,  seaman,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Baltimore,  Md.,  February  22,  1917. 

Died :  Steamship  Kansas  City,  September  5,  1917. 

Cause :   Drowned. 

Next  of  kin  :  J.  A.  Muir,  26  Merrymount  Road,  Roland  Park,  Baltimore,  Md. 
Mulcahy,  John  Michael,  fireman,  first  class,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  December  18,  1915. 

Died :  Receiving  ship,  Washington,  D.  C,  December  12,  1917. 

Cause:  Dementia  paralytica. 

Next   of  kin :    Wife,   Margaret  Veronica   Mulcahy,   2607   South   Chadwick 
Street,  Philadelphia,  Pa. 
Mullan,  Jesse,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  April  19,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  May  23,  1917. 

Cause:  Fever. 

Next  of  kin :  Brother,  Eugene  Mullan,  Forrest,  Tex. 
Mullane,  Arthur  Francis,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.  February  19,  1917. 

Died :  U.  S.  S.  Comfort,  September  27,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mrs.  Gertrude  Toohey,  postoffice  box  278,  Haskell, 
N.  J. 
Mullen,  James  Conrad,  water  tender,  United  States  Navy. 

Enlisted :  U.  S.  S.  Jenkins,  December  2,  1917. 

Died :  U.  S.  S.  Jenkins,  July  23,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Cousin,  Mary  A.  Waley,  402  Thirteenth  Street,  Brooklyn,  N.  Y. 
Mullen,  Leo  David,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  June  5,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  8,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Frances  J.  Mullen,  110  Berkeley  Place,  Brooklyn,  N.  Y. 
174483—20 35 
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Mullen,  Obe  Dyer,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  December  12,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  21,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Josephine  Mullen,  Hazel,  Okla. 
Mullican,  John  Bethel,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  April  14,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  June  2,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  Evan  B.  Mullican,  Baird,  Tex. 
Mullin,  Thomas  A.,  chief  storekeeper,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  April  18,  1917. 

Died  :  Naval  Hospital,  Brooklyn,  N.  Y.,  November  2,  1918. 

Cause :  Arsenic  poisoning. 

Next  of  kin  :  Mother,  Mary  Mullin,  273  Wyckoff  Street,  Brooklyn,  N.  Y. 
Mullin,  Thomas  Francis,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Brooklyn,  N.  Y.,  June  5,  1918. 

Died :  Naval  air  station,  Rockaway  Beach,  Long  Island,  October  29,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Sister,  Josephine  Mullin,  441  Forty-sixth  Street,  Brooklyn, 
N.  Y. 
Mullins,  Charles  Hurley,  yeoman,  third  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  April  15,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  July  27,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin  :  Father,  W.  E.  Mullins,  Ottumwa,  Iowa. 
Mullins,  Peter,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Providence,  R.  I.,  June  4,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  22,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mary  Mullins,  96  Canonicus  Street,  Fall  River,  Mass. 
Mumm,  Harvey,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  February  8,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin  :  Father,  Christopher  C.  Mumm,  Leesburg,  Tex. 
Muncey.  Ulysses  Jefferson,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  July  31,  1918. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  October  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Fattier,  Samuel  Wamon  Muncey,  Jonesville,  "Va. 
Mundy,  Chester  Irving,  seaman,  United  States  Navy. 

Enlisted:  Rochester,  N.  Y.,  March  2,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  7.  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Edward  Mundy,  South  Dansville,  N.  Y. 
Munn,  Thomas  Henry,  landsman  for  machinist's  mate    (A),  United   States 
Naval  Reserve  Force. 

Enlisted :  Columbia,  S.  C,  July  19,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  September  19,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Martha  J.  Munn,  R.  1,  Lamar,  S.  C. 
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Munson,  Andrew,  machinist's  mate,  second  class,  United  States  Navy. 
Enlisted  :  Minneapolis,  Minn.,  June  2,  1917. 
Died:  U.  S.  S.  San  Diego,  July  IS,  1918. 
Cause:  Killed  when  vessel  was  sunk. 

Next  of  kin:   Mother,  Kama  Munson,  44(3  Marie  Avenue.   St.  Paul,  Minn. 
Murphrey,  Charles  High,  ship  fitter,  first  class,  United  States  Navy. 
Enlisted :  Dallas,  Tex.,  February  5,  1917. 
Died:  U.  S.  S.  Louisville,  September  24,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  W.  E.  Murphrey,  SOI  West  Walker  Street,  Denison, 
Tex. 
Murphy,  Bruce  Darwin,  fireman,  second  class,  United  States  Navy. 
Enlisted :  Little  Rock,  Ark.,  May  1,  1917. 
Died :  Naval  hospital,  New  York,  N.  Y.,  April  12,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  James  D.  Murphy,  209  Henry  Street,  Hot  Springs, 
Ark. 
Murphy,  Clarence  Richard,  chief  quartermaster    (A),  United  States  Naval 
Reserve  Force. 
Enlisted :  Milwaukee,  Wis.,  August  22,  1918. 
Died:  Dunwoody  Naval  Training  Schools,  Minneapolis,  Minn.,  October  10, 

1918. 
Cause :  Influenza. 

Next  of  kin :  Wife,  Eugenia  W.  Murphy,  1030  South  Monroe  Street,  Green 
Bay,  Wis. 
Murphy,  Cuthbert  Charles,  yeoman,  first  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  New  York,  N.  Y.,  February  11,  191S. 
Died:  Richmond  Hill,  N.  Y.,  October  17,  1918. 
Cause :  Influenza. 

Next  of  kin:  Father,  John  M.  Murphy,  1115  Spruce  Street,  Richmond  Hill, 
N.  Y. 
Murphy,  Edmund  Chahi.es,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 
Enlisted:  New  York,  N.  Y..  March  5,  1918. 
Died:  New  York,  N.  Y.,  Marine  Hospital,  October  16,  101S. 
Cause :  Lobar  pneumonia. 

Next  of  kin  :   Sister,  Pauline  Murphy,  84  Taylor  Street,  Brooklyn,  N.  Y. 
Murphy,  Frank  Joseph,  water  tender  United  States  Navy. 
Enlisted  :  Puget  Sound,  Wash.,  November  11,  1915. 
Died :  Naval  hospital,  Fort  Lyon,  Colo.,  July  17,  1918. 
Cause:  Disease. 

Next  of  kin  :  Wife,  Lillian  Murphy,  3105  Arctic  Street,  San  Diego,  Calif. 
Murphy,  George,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Machias,  Me.,  March  18,  1918. 
Died :  Naval  hospital,  Chelsea,  Mass.,  September  30,  1918. 
Cause :  Influenza. 

Next  of  kin :  Guardian,  Garnet  Woolsley  Murphy,  Lubec,  Me. 
Murphy,  George  Austin,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Cincinnati,  Ohio,  June  15,  1917. 

Died :  Military  hospital,  Halifax,  Nova  Scotia,  January  20,  1918. 
Cause:  Pneumonia. 
Next  of  kin :  Sister,  Alice  Coleman,  32  Sidney  Street,  Lowell,  Mass. 
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Mukphy,  Henry  Edward,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Peoria,  111.,  November  28,  1917. 

Died:  Naval  hospital,  League  Island,  Pa.,  December  24,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Tobin,  Addison,  N.  Y. 
Murphy,  John,  storekeeper,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  February  15,  1918. 

Died:  Naval  hospital,  New  York,  N.  Y.,  April  12,  1918. 

Cause:  Diphtheria. 

Next  of  kin:  Wife,  Henrietta  E.  Murphy,  2371  Kemper  Lane,  Cincinnati, 
Ohio. 
Murphy,  John  Edward,  chief  boatswain's  mate,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  February  27,  1915. 

Died :  Naval  recruiting  station,  Syracuse,  N.  Y.,  October  15,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Carolyne  Murphy,  1231  Wolf  Street,  Philadelphia,  Pa. 
Murphy,  John  Francis,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  June  7,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  12,  1918. 

Cause: Influenza. 

Next  of  kin :  Brother,  Joseph  Morris  Murphy,  130  Dorchester  Street,  South 
Boston,  Mass. 
Muephy,  John  Joseph,  ship's  cook,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  May  31,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H,  September  26,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Mary  Murphy,  34  Bradley  Street,  Dorchester,  Mass. 
Murphy,  John  Ray,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Morehead  City,  N.  C,  June  1,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  October  4,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Eugenia  Murphy,  Beaufort,  N.  C. 
Mukphy,  Joseph  Patrick,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  April  3,  1917. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Multiple  injuries. 

Next  of  kin :  Mother,  Mary  Murphy,  4  Wall  Street,  Charlestown,  Mass. 
Murphy,  Leo  Boyd,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  May  9,  1917. 

Died:  U.  S.  S.  George  Washington,  December  17,  1917. 

Cause :  Washed  overboard. 

Next  of  kin :  Father,  Daniel  B.  Murphy,  Oreville,  Calif. 
Murphy,  Martin  James,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Providence,  R.  I.,  July  20,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  18,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Winifred  Murphy,  19  Rill  Street,  Providence,  R.  I. 
Murphy,  Michael  Vincent,  pharmacist's  mate,  third  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  August  11,  1913. 

Died :  Naval  station,  Mare  Island,  Calif.,  January  29,  1918. 

Cause:  Syphilis. 

Next  of  kin :  Brother,  J.  P.  Murphy,  322  East  Street,  New  York,  N.  Y. 
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Murphy,  Roy  Roderick,  pharmacist's  mate,  first  class,  United  States  Navy. 
Enlisted :  Cincinnati,  Ohio,  February  10,  1916. 
Died :  U.  S.  S.  Nokomis,  May  25,  1918. 
Cause :  Pneumonia. 

Next  of  kin:  Father,  William  D.  Murphy,  1723  Oak  Street,  Columbus,  Ohio. 
Murphy,  Simon  Thomas,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Rockford,  111.,  July  9,  1917. 
Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 
Cause :  Killed  in  action. 

Next  of  kin :  Brother,  Joseph  Murphy,  422  Forest  Avenue,  Rockford,  111. 
Murphy,  William  Henry,  electrician,  third  class    (G),  United   States  Naval 
Reserve  Force. 
Enlisted :  Great  Lakes,  111.,  July  22,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  27,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Georgiana  Thompson   Murphy,   2822   Lowe  Avenue, 
Chicago,  111. 
Murray,  Charles  Francis,  seaman,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  May  21,  1918. 
Died :  Naval  hospital,  Key  West,  Fla.,  October  14,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Delia  Hastings,  478  Cherry  Street,  New  York,  N.  Y. 
Murray,  Evans  Elliot,  mess  attendant,  third  class,  United  States  Naval  Re- 
serve Force. 
Enlisted :  Washington,  D.  C,  June  14,  1918. 
Died :  Naval  hospital,  Washington,  D.  C,  July  18,  1918. 
Cause :  Disease. 

Next  of  kin:  Mother,  Rosie  Murray,  243  Tenth   Street  SE.,  Washington, 
D.C. 
Mltrray.  Joseph  Francis,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted:  Newark,  N.  J.,  May  4,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  26,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Mary  Veronica  Murray,  709  Fourth  Street,  Plainfield, 
N.J. 
Murray.  Stephen  Alphonse,  electrician,  third  class,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  August  6,  1917. 
Died :  U.  S.  S.  Nevada,  October  21,  1918. 
Cause :  Broncho-pneumonia. 

Next   of  kin:  Mother,   Annastasia   Murray,   401   Manhattan   Avenue,  New 
York,  N.  Y. 
Murray,  Thomas  Rufus,  baker,  second  class,  United  States  Navy. 
Enlisted:  Providence,  R.  I.,  August  12,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  28,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Murray,  rear  125  Oak  Street,  Taunton,  Mass. 
Murray.  William,  mess  attendant,  third  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Raleigh,  N.  C,  May  30,  1918. 
Died :  Receiving  ship,  New  York,  N.  Y.,  July  18,  1918. 
Cause:  Drowning. 
Next  of  kin :  Father.  John  G.  Murray,  Mooresville,  N.  C. 
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Mueey,  John  Joseph,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted :  San  Francisco,  Calif.,  May  12,  1917. 
Died :  San  Diego,  Calif.,  December  18,  1917. 
Cause:  Acute  appendicitis. 

Next  of  kin  :  Father,  John  Jarvis  Murry,  Menlo  Park,  Calif. 
Muse,  Charles  Joseph,  chief  yeoman,  United  States  Navy. 
Enlisted:  Little  Rock,  Ark.,  May  17,  1917. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  29,  1918. 
Cause :  Pneumonia,  broncho. 
Next  of  kin :  Father,  C.  W.  Muse,  De  Soto,  Mo. 
Musick,  Edgar  Nathaniel,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Atlanta,  Ga.,  April  29,  1917. 
Died :  U.  S.  S.  Kentucky,  April  25,  1918. 
Cause :  Drowning. 

Next  of  kin  :  Mother,  Laura  Musick,  5111  Third  Street,  Columbus,  Ga. 
Musket.  Habley  Paul,  electrician,  third  class,  United  States  Navy. 
Enlisted :  St.  Louis,  Mo.,  January  19,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  April  9,  1918. 
Cause  :  Inflammation  of  joints. 

Next  of  kin :  Wife,  Ester  Musket,  6321  Spencer  Place,  St.  Louis,  Mo. 
Mxtssen,  Roy  Dewey,  seaman,  second  class,  N.  N.  V. 
Enlisted :  Detroit,  Mich..  April  9,  1917. 
.     Died:  U.  S.  S.  Von  Steuben,  April  2,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Father,  Harry  P.  Mussen,  836  Seyborn  avenue,  Detroit,  Mich. 
Muteespaugh,  Lee,  fireman,  first  class,  United  States  Navy. 
Enlisted  :  New  York,  N.  Y.,  December  8,  1917. 
Died :  Naval  station.  New  York,  N.  Y.,  February  23,  1918. 
Cause :  Poison,  heroin,  acute. 

Next  of  kin :  Mother,  Melica  Musterspaugh,  331  Entenderice  Street,  Pensa- 
cola,  Fla. 
Mutty,  Louis  Petek.  quartermaster  (chief)    (A),  United  States  Naval  Reserve 
Force. 
Enlisted:  Seattle.  Wash.,  July  12,  1917. 
Died :  Naval  air  station,  Miami,  Fla.,  July  9,  1918. 
Cause :  Seaplane  accident. 

Next  of  kin  :  Father,  Peter  Mutty,  508  Lincoln  Street,  Port  Townsend,  Wash. 
Myers,  Elmer  Medearis,  hospital  apprentice,  first  class,  United  States  Navy. 
Enlisted:  Cincinnati,  Ohio,  April  15,  1918. 
Died:  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 
Cause :  Influenza. 

Next  of  kin :  Father,  Harry  Myers,  225  Warren  Street,  Dayton,  Ohio. 
Myers,  Ernest  Cloyd,  boatswain's  mate,  first  class,  United  States  Navy. 
Enlisted :  Cleveland,  Ohio,  January  25,  1915. 
Died :  Steamship  Florence  H.,  April  17,  1918. 
Cause :  Explosion  on  board  vessel. 

Next  of  kin :  Brother,  Floyd  Myers,  R.  F.  D.  4,  Bellevue,  Ohio. 
Myers,  Grover  William,  gunner's  mate,  first  class,  United  States  Navy. 
Enlisted :  Cavite,  P.  I.,  April  20,  1917. 
Died :  Naval  hospital,  Canacao,  P.  I.,  May  16,  1917. 
Cause :  Internal  hemorrhage. 
Next  of  kin :  Wife,  Mary  L.  Myers,  Italy,  Tex. 
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Myers,  Harry  Curtis,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  July  15,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  3,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Ursula  Myers,  corner  First  and  Pine  Streets,  Port  Car- 
bon, Pa. 
Myers,  Jesse,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Parkersburg,  W.  Va.,  July  8,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  4,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Alma  Myers,  Blue,  W.  Va. 
Myers,  Julius,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  June  24,  1918. 

Died :  Camp  Logan,  111.,  October  1,  191S. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Father,  John  Myers,  Route  5,  Rice  Lake,  Wis. 
Myers,  Lee,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  December  14,  1917. 

Died :  Navy  rifle  range,  Camp  Logan,  111.,  September  27,  1918. 

Cause :  Broncbo-pneumonia. 

Next  of  kin :  Mother,  Alice  Myers,  Crystal  Springs,  Miss. 
Myers,  Melvin  Tinsman,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Peoria,  111.,  June  3,  1918. 

Died :  Naval  hospital,  League  Island,  Pa.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Margaret  Anna  Myers,  Paloma,  111. 
Myers,  Roy  Austin,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  November  21,  1917. 

Died:  Naval  hospital,  New  York,  N.  Y.,  March  21,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Clara  Myers,  Wheatfield,  Ind. 
Myers,  Thomas  Peaker,  mess  attendant,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Baltimore,  Md.,  May  22,  1918. 

Died :  Navy  Base  Hospital  No.  5,  October  7,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Mrs.  Sarah  Myers,  Towson,  Md. 
Myers,  Thomas  Walter,  carpenter's  mate,  first  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  17,  1916. 

Died :  Naval  training  station,  naval  operating  base,  Hampton  Roads,  Va., 
August  5,  1918. 

Cause :  Aneurysm. 

Next  of  kin :  Father,  William  H.  Myers,  Cumberland,  Md. 
Myers,  Walter  Clay,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Oklahoma  City,  Okla.,  June  3,  1918. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  July  14,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Nina  Myers,  Choctaw,  Okla. 
Myers,  William  Earle,  seaman,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  April  13,  1917. 

Died :  U.  S.  S.  Seattle,  March  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  George  F.  Myers,  11  Dixon  Street,  West  Plaines,  Mo. 
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Myhke,  Ernest  Oliver,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  July  13,  1917. 

Died :  Naval  station,  San  Francisco,  Calif.,  July  27,  1918. 

Cause:  Purpura  hemorrhagica. 

Next  of  kin :  Mother,  Ogot  Myhre,  Valley  City,  N.  Dak. 
Myli,   Hiram  Ivan   Orlando,   landsman  for  machinist's  mate,   United   States 
Naval  Reserve  Force. 

Enlisted :  Minneapolis,  Minn.,  June  21,  1918. 

Died :  Dunwoody  Naval  Training  School,  Minneapolis,  Minn.,  October  7, 
191S. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Lena  Myli,  1421  Fifth  Avenue,  South  Fargo,  N.  Dak. 
Mytro,  Daniel  Felton,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Buffalo,  N.  Y.,  January  19,  1917. 

Died :  U.  S.  S.  Minnesota,  June  IS,  1917. 

Cause :  Drowned. 

Next  of  kin :  Father,  Fred  Mytro,  215  Miles  Avenue,  Syracuse,  N.  Y. 
Nachtmann,  Joseph  John,  fireman,  third  class,  United  States  Naval  Reserve- 
Force. 

Enrolled :  Milwaukee,  Wis.,  July  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Magdalene  Walish  Nachtmann,  1028  Sixth   Street, 
Oshkosh,  Wis. 
Nagle,  William   Dennis,   fireman,   first  class,   United   States   Naval   Reserve 
Force. 

Enrolled :  Newport,  R.  I.,  April  7,  1917. 

D'ed :  Naval  hospital,  Newport,  R.  I.,  March  5,  1918. 

Cause:  Enteritis  (acute). 

Next  of  kin :  Father,  Dennis  Nagle,  7  Extension  Street,  Newport,  R.  I. 
Nanscawen,  Reginald  Howard,  chief  yeoman,  United  States  Naval   Reserve 
Force. 

Enrolled :  San  Francisco,  Calif.,  April  28,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  April  3,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Lloyd  Nanscawen,  Grimes,  Calif. 
Napier,  John  Calvin,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Louisville,  Ky.,  June  14,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Nancy  Napier,  Hazard,  Ky. 
Napoleon,  Eli  James,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  June  4,  1918. 

Died :  Naval  hospital,  naval  base,  Norfolk,  Va.,  October  1,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Alice  Napoleon,  574  Rockaway  Avenue,  Brooklyn,  N.  Y. 
Nash,  Johnnie  Olan,  seaman,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  April  6,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  13,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Susan  Nash,  Buena  Vista,  Independence  County,  Oreg. 
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Nash,  Robkrt  Joseph,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  September  11,  1917. 

Died :  U.  S.  S.  Beaufort,  August  9,  1918. 

Cause :  Drowned. 

Next  of  kin :  Father,  James  P.  Nash,  Edge  Hill,  Pa. 
Nation,  Fred  Blackshaw,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo..  April  20,  1917. 

Died :  U.  S.  S.  Oklahoma,  October  31,  191S. 

Cause:  Bronchial  pneumonia. 

Next  of  kin :  Father,  Albert  Nation,  Appleton  City,  Mo. 
Naughtin,  Thomas  John,  seaman,  second  class,  United  Slates  Navy. 

Enlisted :  Raleigh,  N.  C,  June  12,  1917. 

Died :  U.  S.  S.  Ticonderoga,  June  23,  1918. 

Cause :  Lost  life  when  vessel  was  torpedoed  and  sunk. 

Next  of  kin :  Father,  Thomas  J.  Naughtin,  box  703,  AVilmington,  N.  C. 
Neal,  Geoege  Lester,  seaman  second  class.  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  July  13,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Dora  Neal,  route  9,  Knoxville,  Iowa. 
Neal,  Howard  Bourne,  electrician,  third  class  (G),  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  September  1,  1915. 

Died  :  U.  S.  S.  Bridge  April  5,  1918. 

Cause:  Suicide. 

Next  of  kin :  Mother,  Mrs.  Emily  Neal,  237  Decatur  Street,  Brooklyn,  N.  Y. 
Neale,  Arthur  William,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  London,  Conn.,  April  6,  1917. 

Died :  Submarine  base,  New  London,  Conn.,  July  28,  1917. 

Cause :  Drowning. 

Next  of  kin:  Grandfather,   Joseph   B.   Neale,   342  Williams   Street,   New 
London,  Conn. 
Neale,  George  Cameron,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Sacramento,  Calif.,  May  14,  1917. 

Died:  Naval  hospital,  Pearl  Harbor,  Hawaii,  January  31,  1918. 

Cause :  Anthrax. 

Next  of  kin :  Brother,  Stuart  A.  Neale,  2530  X  Street,  Sacramento,  Calif. 
Nee,  John,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  First  naval  district,  Boston   (Mass.)   Navy  Yard,  December  11, 
1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  February  25,  1918. 

Cause:  Measles,  lobar  pneumonia,  and  pleurisy  suppurative. 

Next  of  kin :  Brother,  Dudley  Nee,  Florence  Street,  Somerville,  Mass. 
Nee,  Martin  Joseph,  chief  machinist's  mate,  United  States  Navy. 

Enlisted  :  Receiving  ship,  Norfolk,  Va.,  December  16,  1915. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Wife,  Katie  N.  Nee,  83  Hawthorne  Avenue,  Norfolk,  Va. 
Need,  Curtis,  fireman,  first  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Indianapolis,  Ind.,  July  1,  1918. 

Died :  U.  S.  S.  Mercy,  October  9,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Wife,  Mrs.  Jessie  Need,  R.  R.  5,  Brazil,  Ind. 
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Needham,  Jeeome  Massee,  niuchinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Atlanta,  Ga.,  December  10,  1917. 

Died:  Naval  hospital.  New  London,  Conn.,  October  9,  191S. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Ludie  Blasingame  Massee,  Marshallville,  Ga. 
Neel,  Frank  Garnett,  boiler  maker,  United  States  Naval  Reserve  Force. 

Enrolled :  Los  Angeles,  Calif.,  June  3,  1918. 

Died :  Mare  Island,  Calif.,  October  18,  1918. 

Cause :  Influenza. 

Nest  of  kin :  Mother,  Fanny  Jak  Neel,  434-D  Victor  Street,  Los  Angeles, 
Calif. 

Neeley,  Lester  McManus,  landsman  for  electrician   (G),  United  States  Naval 
Reserve  Force. 

Enrolled :  Omaha,  Nebr.,  June  6,  1918. 

Died :  Naval  hospital,  Newport,  R.  L,  September  22,  1918. 

Caue :  Labor  pneumonia. 

Next  of  kin :  Wife,  Vera  Neeley,  Nebraska  City,  Nebr. 
Negley,  Guy  Perry,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  November  12,  1917. 

Died:  U.  S.  S.  Pittsburgh,  October  28,  1918. 

Cause :  Broncho-pneumonia. 

Next   of  kin:    Mother.    Mary    L.   Negley,   115   North   Tenth    Street,    .vliles 
City,  Mont. 
Neigek.  John  Herman,  yeoman,  third  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  December  5,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  October  7,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Henry  Neiger,  R.  F.  D.  1,  Box  54,  Salem,  Oreg. 
Neigg,  Frank  Nicholas,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  May  5,  1917. 

Died :  Receiving  ship,  Boston,  Mass.,  November  5,  1917. 

Cause  :  Killed  by  train  : 

Next  of  kin :  Mother,  Mary  Neigg,  Wabasha,  Minn. 
Neill,  Robert  James,  fireman,  third  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Des  Moines,  Iowa,  June  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  13,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Margaret  Neill,  406  North  Twelfth  Street,  Keokuk, 
Lee  County,  Iowa. 
Nelson,  Adolph  Christian,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  April  25,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  January  19,  1918. 

Cause:  Valvular  disease. 

Next  of  kin:  Father,  Bernard  Nelson,  box  9,  Northboro,  Mass. 

Nelson,  Charles  Edward,  chief  machinist's  mate,  United  States  Naval  Reserve 
Force. 
Enrolled :  New  York,  N.  Y.,  November  14,  1917. 
Died :  U.  S.  submarine  chaser  No.  193,  July  8,  1918. 
Cause :  Drowned. 
Next  of  kin:  Father,  Peter  Nelson,  466  Prospect  Place,  Brooklyn,  N.  Y. 
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Nelson,  Clarence  Arthur,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  March  29,  1917. 

Died:  Naval  Aeronautic  Detachment  No.  1,  March  20,  1918. 

Cause:  Falling  of  airplane. 

Next  of  kiu :  Father,  James  Nelson,  Crosby,  Minn. 
Nelson,  Clarence  King,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Salt  Lake  City,  Utah,  June  4,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  24,  1918. 

Cause :  Influenza. 

Nest  of  kin :  Mother,  Harriet  Nelson,  Richfield,  Utah. 
Nelson,  Cleon  Albert,  engineman,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  November  27,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Died  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Mother,   Emma  Nelson,  1709  Delaware  Street,  Mason  City, 
Iowa. 
Nelson,  Frans  Albert,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  December  3.  1917. 

Died :  Naval  hospital,  Norfolk,  Ya.,  September  24,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Charles  Victor  Nelson,  R.  F.  D.  1,  box  101-A,  Long- 
mont,  Colo. 
Nelson,  Henry  Mortian,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Bremerton,  Wash.,  September  21,  1915. 

Died :  Naval  hospital,  Charleston,  S.  C,  February  4,  1918. 

Cause :  Septicemia. 

Next  of  kin  :  Father,  Mr.  Nels  Markuson,  Alvarado,  Minn. 
Nelson,  Howard  Oliver,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  January  3,  1918. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  February  17,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mrs.  Cora  Bell  Nelson,  Clay  Center,  Kans. 
Nelson.  John,  quartermaster,  third  class  (A),  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  December  13,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  April  26,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin  :  Brother,  Frank  Nelson,  2927  Bridgeport  Street,  East  Spokane, 
Wash. 
Nelson,  Norman  Roy,  coxswain,  United  States  Naval  Reserve  Force. 

Enrolled :  Chicago,  111.,  April  5,  1917. 

Died:  U.  S.  S.  Comfort,  October  4,  1918. 

Cause :  Influenza. 

Next   of   kin :  Father,    Thomas    M.    Nelson,    1419   North   Tripp   Avenue, 
Chicago,  111. 
Nelson,  Oscar  Wilhelm,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Cincinnati,  Ohio,  June  3,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  5,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Father,  John  Nelson,  R.  F.  D.  4,  Brainerd,  Minn. 
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Nelson,  Peter  Morris,  musician,  first  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  January  27,  1915. 

Died:  Naval  hospital,  Newport,  R.  I.,  September  30,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Foster  father,  Christian  Nelson,  Halstad,  Minn. 
Nelson,  Walter,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Milwaukee,  Wis.,  June  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Charles  Nelson,  Boyd,  Wis. 
Neseth,  John,  landsman  for  machinist's  mate,  United  States  Naval  Reserve 
Force. 

Enrolled:  Minneapolis,  Minn.,  June  24,  1918. 

Died:  Dunwoody  Naval  Training  School,  Minneapolis,  Minn.,  October  2, 
1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Wife,  Clara  Neseth,  3148  Fifteenth  Avenue  South,   Minne- 
apolis, Minn. 
Ness,  Selmer  Melvin,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  December  12,  1916. 

Died :  Naval  hospital,  Great  Lakes,  111.,  May  13,  1917. 

Cause:  Pleurisy,  supperative. 

Next  of  kin:  Father,  Frank  Ness,  Rushmore,  Minn. 
Nettles,  Willie  Jutson,  coxswain,  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  July  20,  1917. 

Died:  U.  S.  S.  Cyclops,  February  10,  1918. 

Cause:  Lost  overboard. 

Next  of  kin:  Sister,  Mrs.  H.  L.  Overman,  731  Cooke  Street,  Portsmouth, 
Va. 
Neuert,  Karl  Henry,  electrician,  first  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  April  9,  1917. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause:  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  J.  M.  Neuert,  213  Second  Street,  Columbus,  Ind. 
Neuhaus,  George,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  Mare  Island,  Calif.,  April  1,  1912. 

Died :  U.  S.  S.  Pittsburgh,  October  14,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Sister,  Mrs.  Anna  Gelhause,  702  Jefferson  Avenue,  Elizabeth, 
N.  J. 
Netjmeier,  Joskph,  chief  water  tender,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  February  21,  1916. 

Died:  While  on  leave,  Menominee.  Mich.,  October  18,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Ruby  L.  Neumeier.  760  East  Davis  Street,  Portland, 
Oreg. 
Netjrohr,   Otto  Frank,   seaman,   second   class,   Unitel    States  Naval   Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  June  4,  1918. 

Died:  Naval  hospital,  Portsmouth,  Va.,  S'-pteml.er  7,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Carrie  Neurohr,  Perkins,  Mich. 
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Neville,  John  James,  carpenter's  mate,  second  class  (A),  United  States  Naval 
Reserve  Force. 

Enrolled:  Minneapolis,  Minn.,  May  27,  1918. 

Died :  Receiving  ship,  Philadelphia,  Pa.,  September  21,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin  :  Mcther,  M;s.  Mary  Neville,  Pine  City,  Minn. 
New,  Robert  Robison,  seaman,  second  class,  United  Slates  Navy. 

Enlisted:  Atlanta,  Ga..  May  23,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  10,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Cannie  Swain  New,  Dublin,  Ga. 
Newfang,  Harry  Thomas,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Philadelphia,  Pa.,  May  6,  1918. 

Died:  Naval  hospital,  naval  base,  Virginia,  October  4,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Cora  Newfang,  Cohocton,  N.  Y. 
Newlin,  Walter,  s?aman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Peoria,  111.,  June  1,  1918. 

Died:  Naval  hospital,  G.eat  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Simon  Newlin,  Georgetown,  111. 
Newman,   Albert   Henry,   landsman   musician,   United   States  Naval  Reserve 
Force. 

Enrolled:  Kansas  City,  Mo.,  Jure  1,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Will  am  H.  Newman,  La  Harpe,  Kins. 
Newman,  Edward  William,  ship's  cook,  fourth  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Great  Lakes,  111.,  June  19,  1918. 

Died:  Naval  hospital,  naval  base,  Virginia,  October  8,  1918. 

Cause:  Pneumonia,  broncho. 

Next   of  kin :  Wife,   Anna   Mary   Newman,   6447    Sangamon   Street,   Chi- 
cago, 111. 
Newman,  Frederick  Armand,  machinist's  mate,  first  class  (A),  United  States 
Navy. 

Enlisted :  Buffalo,  N.  Y.,  December  15,  1917. 

Died:  Naval  air  station,   Rockaway  Beach,  Long  Island,  N.   Y.,  August 
30,  1918. 

Cause :  Drowning. 

Next  of  kin:  Mother,  Mrs.  Anna  Newman,  3S1  Elk  Street,  Buffalo,  N.  Y. 
Newman,   Harry  Hawley,  landsman  machinist's  mate,  United  States  Naval 
Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  June  24,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  2S,  191S. 

Cause :  Influenza. 

Next  of  kin  :  Wife,  Myrtle  Newman,  Welch,  Okla. 
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Newman,  Thomas  Mabcella,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled:  New  Orleans,  La.,  February  14,  1918. 

Died:  U.  S.  S.  Nahma,  March  18,  1918. 

Cause:  Drowned. 

Next    of   kin:  Father,    William    Newman     2228    Berling    Street,    New    Or- 
leans, La. 
Newsom,  John  Robert,  boiler  maker.  United  States  Navy. 

Enlisted  :  Dallas,  Tex.,  October  25,  1913. 

Died :  U.  S.  S.  Mercy,  October  2.  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Mr.  L.  Brown  Newsom,  Mesquite,  Tex. 
Newton,  Bert  Alexander,  seaman,  second  class,  National  Naval  Volunteers. 

I^nrolled :  Miami,  Fla.,  April  30,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  missing  Cyclops. 

Next  of  kin  :  Mrs.  Effie  Walker,  Halcyon  Dale,  Ga. 
Newton,  Farley  Lincoln,  landsman  for  electrician   (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  Des  Moines,  Iowa,  May  10,  191S. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  15,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Rachel  Rogers  Newton,  Dawson,  Iowa. 
Newton,  Walter  Wiloughby,  water  tender,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  April  2,  1918. 

Died :  U.  S.  S.  Solace,  November  3,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Fannie  Newton,  R.  F.  D.  2,  box  28-a,  Richmond,  Va. 
Nichodemus,  Conrad  Rollo,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Seattle,  Wash.,  April  17,  1917. 

Di<  d  :  Naval  hospital,  New  York,  N.  Y.,  April  16,  1918. 

Cause:  Diphtheria. 

Next  of  kin :  Mother,  Nellie  Nichodemus,  910  Fourteenth  Avenue,  Seattle, 
Wash. 
Nichols,  Francis  Henry,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Buffalo,  N.  Y.,  May  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Stepfather,  Thos.  Kain  Russel,  R.  D.  1,  Russel,  Pa. 
Nichols,  Obed  Loughridge,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Columbia,  S.  C,  June  14,  1918. 

Died :  U.  S.  S.  Montauk,  August  21,  1918. 

Cause :  Missing  after  foundering  of  U.  S.  S.  Montauk. 

Next  of  kin :  Mother,  Mattie  Nichols,  Blackstock,  S.  C. 
Nichols,  Ralph,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  May  26,  1917. 

Died :  Receiving  ship,  Puget  Sound,  Wash.,  August  8,  1918. 

Cause :  Taking  poison. 

Next  of  kin :  Wife,  Joycelyn  Nichols,  1709  F  Street,  Bellingham,  Wash. 
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Nichols,    Sheplky,   quartermaster,   first   class,   United    States   Naval    Reserve 
Force. 
Enrolled :  New  Bedford,  Mass.,  March  23,  1917. 
Died :  Submarine  chaser  No.  825,  August  21,  191S. 
Cause :  Lost  at  sea. 

Next  of  kin :  Father,  Rev.  H.  P.  Nichols,  IS  West  One  hundred  and  twenty- 
second  Street,  New  York,  N.  Y. 
Nicholson,  Harry  Ambrose,  chief  storekeeper,  United  States  Navy. 
Enlisted:  Dallas,  Tex.,  February  20,  1911. 
Died :  U.  S.  S.  Pittsburgh,  October  16,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Father,  John  W.  Nicholson,  Edinburg,  Ind. 
Nicholson,  William  Ashford,  ship's  cook,  fourth  class,  United  States  Navy. 
Enlisted :  El  Paso,  Tex.,  August  12,  1917. 
Died :  U.  S.  S.  Brooklyn,  April  15,  1918. 
Cause :  Smallpox. 

Next  of  kin :  Sister,  Ada  Webb,  Perrin,  Tex. 
Nickels,  Leslie  Ewing,  electrician  (R),  United  States  Naval  Reserve  Force. 
Enrolled:  St.  Louis,  Mo.,  February  19,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Anna  Litia  Nickels,  Laguey,  Mo. 
Nicklas,  Bernard  Egbert,  seaman,  second  class,  United  States  Navy. 
Enlisted:  New  Orleans,  La.,  May  17,  191S. 
Died :  U.  S.  S.  Nevada,  October  22,  1918. 
Cause :  Bronchial  pneumonia. 

Next  of  kin :  Father,  Joseph  Wilson  Nicklas,.  Lillie,  La. 
Nickum,  Martin  Wilen,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  Philadelphia,  Pa.,  May  1,  1917. 
Died :  Naval  hospital,  League  Island,  Pa.,  March  5,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Mother,  Rachel  Nickum,  2511  East  Dauphin   Street,  Phila- 
delphia, Pa. 
Nicole,  Joseph  Onesiphare  Napoleon,  chief  electrician,  United  States  Navy. 
Enlisted :  Norfolk,  Va.,  April  7,  1916. 
Died :  U.  S.  S.  New  Hampshire,  April  25,  1918. 
Cause :  Operation. 

Next  of  kin :  Wife,  Mrs.  Emma  Marie  Nicole,  65  Falmouth  Street,  Lowell, 
Mass. 
Nielsen,  Jens  Peter  Gronne,  fireman,  third  class,  United  States  Navy. 
Enlisted:  Seattle,  Wash.,  April  29,  1918. 
Died :  U.  S.  S.  West  Bridge,  August  15,  1918. 
Cause :  Killed  when  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Johanne  Marie  Sorensen,  Olstrup  Province,  Lervang 
Jylland,  Denmark. 
Nienberg,  William  Roman,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 
Enrolled :  Cincinnati,  Ohio,  June  27,  191S. 
Died:  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 
Cause :  Influenza. 
Next  of  kin :  Father,  Joseph  Nienberg,  Glandorf,  Ohio. 
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Nilsson,  Stanley  Wilfokd,  landsman  yeoman,  United  States  Navy. 
Enlisted :  Minneapolis,  Minn.,  June  18,  1917. 
Died :  Naval  station,  Great  Lakes,  111.,  April  8,  1918. 
Cause:  Pleurisy. 
Next  of  kin :  Mother,  Lilly  Nilsson,  3812  Third  Avenue,  Minneapolis,  Minn. 

Nipple,  John,  fireman,  third  class,  United  States  Navy. 

Enlisted  :  Minneapolis,  Minn.,  December  11,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  16,  1918. 

Cause:  Scarlet  fever. 

Next  of  kin :  Mother,  Anna  Nipple,  Ellsworth,  Wis. 
Noble,  Everett  Ewing,  chief  quartermaster,  United  States  Naval  Reserve  Force. 

Enrolled:  Puget  Sound,  March  8,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  May  17,  1918. 

Cause:  Obstruction,  acute,  intestinal. 

Next  of  kin :  Mother,  Isabelle  Ewing  Noble,  Lander,  Wyo. 
Noble,  Rollo  McDonald,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Buffalo,  N.  Y.,  June  3,  1918. 

Died:  U.  S.  S.  Alabama,  October  16,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Father,  Walter  Noble,  R.  F.  D.  34,  Pavilion,  N.  Y. 
Noe,  Albert,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Louisville,  Ky.,  December  1,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  January  12,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Mother,  Jane  Nee,  Paint  Lick,  Ky. 
Nolan,  Clayton  Eugene,  seaman,  United  States  Navy. 

Enlisted:  Burlington,  Vt,  June  22,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  22,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Martha  Jane  Nolan,  St.  Johnsbury,  Vt.,  R.  F.  D.  1. 
Nolan,  Herbert  Joseph,  boatswain's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Boston,  Mass.,  November  8,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  U.  S.  A.  C.  T.  Ticonderoga  was  sunk. 

Next  of  kin :  Father,  Simon  Nolan,  46  South  Broadway,  Lawrence,  Mass. 
Nolan,  James  Albert,  gunner's  mate,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Detroit,  Mich.,  January  8,  1917. 

Died :  U.  S.  S.  Wainicright,  August  8,  1917. 

Cause :  Lobar  pneumonia. 

Next  of  kin  :  Aunt,  Mrs.  Fred  Saunders,  302  Pine  Avenue,  Niagara  Falls,  N.  Y. 
JStolan,  John  Richard,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  March  30,  1916. 

Died :  U.  S.  S.  New  Hampshire,  August  10,  1918. 

Cause :  Drowned. 

Next  of  kin:  Father,  Thomas  Nolan,  32  Washburn  Street,  South  Boston, 
Mass. 
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Nolan,  Sylvester  Bernard,  fireman,  third  class,  United  States  Navy. 
Enlisted:  Philadelphia,  Pa.,  May  23.  1917. 

Died :  U.  S.  S.  Cherokee,  February  2G,  1918. 

Cause:  Lost  life  when  vessel  foundered. 

Next  of  kin :  Brother,  James  Nolan,  2311  West  Harold  Street,  Philadelphia, 
Pa. 
Noland,  Benjamine  Robert,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  Orleans,  La.,  July  8,  1918. 

Died:  Eighth  naval  district,  New  Orleans,  La.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Laura  Noland,  Lake  Charles,  La. 
Nolian.  Edward  Peter,  fireman,  third  class.  United  States  Navy. 

Enlisted  :  Boston,  Mass.,  September  4,  191S. 

Died:  Naval  hospital.  Newport,  R.  I.,  September  23,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Philip  Nolian,  13  Prospect  Street,  Georgetown,  Mass. 
Noll,    Arthur   David,   seaman,    second   class,    United    States    Naval    Reserve 
Force. 

Enrolled:  Baltimore,  Md.,  July  11,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  25,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  David  B.  Noll,  Quincy,  Franklin  County,  Pa.  (moved 
to  Waynesboro,  Pa.). 
Nonnenmocker,  Christian  Kurtz,  seaman,  United  States  Navy. 

Enlisted  :  Philadelphia,  Pa.,  April  2,  1917. 

Died:  Naval  hospital,  New  York,  N.  Y.,  July  G,  191S. 

Cause:  Diphtheria. 

Next  of  kin :  Father,  Martin  Nonnenmocker,  Groffs  Store,  Pa. 
Noonan,  John  Frank,  seaman,  second  class,  N.  N.  V. 

Enrolled:  Cleveland,  Ohio,  April  1G,  1917. 

Died:  Navy  Yard,  Philadelphia,  Pa.,  August  19,  1917. 

Cause :  Overdose  of  heroin. 

Next  of  kin :  Mother,  Mrs.  Mary  Noonan,  7011  Fullerton  Avenue,  Cleveland, 
Ohio. 
Noonan,  William  John,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
.  Enrolled:  Burlington,  Vt,  August  8,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  October  5,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Mary  Carpentier,  Barre,  Vt. 
Nordstron,  Edward  John,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  December  21,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  May  7,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Mr.  Axil  Leonard  Nordstron,  Chester,  Mont. 
Norfleet,  Roi  Jackson,  musician,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled  :  Kansas  City,  Mo.,  May  9,  1918. 

Died :  U.  S.  S.  Mercy,  attached  to  U.  S.  S.  Alabama,  October  25,  1918. 

Cause:  Cerebrospinal  meningitis. 

Next  of  kin :  Father,  James  King  Norfleet,  Butler,  Mo. 
1744S3— 20 36 
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Norland,   Paul  Benton,   carpenter's   mate,   first  class,   United   States  Naval 
Reserve  Force. 

Enrolled:  Milwaukee,  Wis.,  June  8,   1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Walberta  Norland,  508  Fry  Street,  St.  Paul,  Minn. 
Norman,   Frank   Bruce,   machinist's   mate,   second   class    (A),   United    States 
Naval  Reserve  Force. 

Enrolled:  Peoria,  111.,  July  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Father,  Amos  G.  Norman,  Tremont,  111. 
Norman,  Tom  Dalton,  fireman,  third  class,  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  July  19,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Era  Shelby  Norman,  Castor,  La. 
Norman,  Wendell  Hill,  electrician,  second  class  (R),  N.  N.  V. 

Enrolled:  Portland,  Oreg.,  January  30,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  March  22,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Mother,  Mrs.   E.   H.   Norman,  848  Going   Street,   Portland, 
Oreg. 
Norman,   William   Hume,   apprentice  seaman,   United   States  Naval   Reserve 
Force. 

Enrolled :  Louisville,  Ky.,  July  19,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  191S. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Lean  Norman,  R.  F.  D.  1,  Erlanger,  Ky. 
Norris,  Hugh  Robert,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  April  2,  1917. 

Died :  Naval  hospital,  Washington,  D.  C,  December  28,  1917. 

Cause:  Tuberculosis,  acute  pulmonary. 

Next  of  kin :  Mother,  Ida  Norris,  Odessa,  Wash. 
Norris,  Timothy  Dell,  seaman,   second  class,  United   States  Naval  Reserve 
Force. 

Enrolled :  Raleigh,  N.  C,  June  3,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  30,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  John  Samuel  Norris,  Sands,  N.  C. 
Norton,  Anne  Frazier,  yeoman  (F.),  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Portsmouth,  N.  H.,  August  14,  1918. 

Died :  Navy  yard,  Portsmouth,  N.  H.,  October  11,  1918. 

Cause :  Influenza. 

Next  of  kin :  Husband,  Edwin  Asa  Norton,  Amoskeag  Bank  Building,  Man- 
chester, N.  H. 
Norton,  George  Royal,   seaman,  second   class,   United   States  Naval  Reserve 
Force. 

Enrolled :  Great  Lakes,  111.,  July  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  6,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Catherine  Norton,  Ingleside,  111. 
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Norton,  Henry  William,  seaman,   second  class,  United  States  Navy. 

Enlisted  :  Lexington,  Ky.,  May  9,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  March  26,  1918. 

Cause :  Cerebrospinal  meningitis. 

Next  of  kin:  Mother,  Annis  Norton,  227  Lexington,  Street,  Harrodsburg, 
Ky. 
Norton,  William  James,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  St.  Louis,  Mo.,  July  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Scynthia  Norton,  R.  F.  D.  1,  box  82,  Couch,  Mo. 
Nosovitz,  George  N.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York  City,  N.  Y.,  June  22,  1918. 

Died :  Naval  training  camp,  Pelham  Bay  Park,  N.  Y.,  October  15,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  David  Nosovitz,  567  Bergenline  Avenue,  West  New 
York,  N.  J. 
Nowacki,  Jacob  John,  ship's  cook,  first  class,  United  States  Navy. 

Enlisted:  Hampton  Roads,  Va.,  December  8,  1916. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause:  Died  in  the  sinking  of  the  U.  S.  S.  President  Lincoln. 

Next  of  kin  :  Wife,  Rosie  Nowacki.  92  Orange  Street,  Brooklyn,  N.  Y. 
Nowak,  Frank,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Milwaukee,  Wis.,  October  29,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  May  29,  1918. 

Cause :  Pericarditis,  chronic. 

Next  of   kin  :  Father,  Mike  Nowak,  202   Fourth  Avenue,   Stevens   Point, 
Wis. 
Nowlin,  Guy  Cobneolus,  ship's  cook,  fourth  class,  United  States  Navy. 

Enlisted  :  Denver,  Colo.,  January  10,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  of  missing  Cyclops. 

Next  of  kin  :  Mother,  Liddie  Corp,  Aurora,  Nebr. 
Nowlin,  Tom,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  August  8,  1918. 

Died:  U.  S.  S.  Salem,  September  29,  191S. 

Cause:  Missing  from  motor  boat  returning  with  liberty  party  to  U.  S.  S. 
Salem. 

Next  of  kin  :  Mother,  Millisa  Nowlin,  Christiansburg,  Va. 
Nvlton,  Fred,  gunner's  mate,  first  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  June  17,  1918. 

Died  :  U.  S.  S.  West  Gumbo.  November  1,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Margaret  Nulton,  Taneytown,  Md. 

Nunley,  Wm.  Allen,  apprentice  seaman,  United  States  Navy. 
Enlisted:  Louisville,  Ky.,  January  10,  1918. 
Died:  Naval  hospital,  Newport,  R.  I.,  April  5,  1918. 
Cause:  Tuberculosis,  chronic  pulmonary. 
Next  of  kin  :  Father,  James  R.  Nunley,  Hartsville,  Tenn. 
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Nunnally,  William  Edgar,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  November  15,  1917. 

Died:  Naval  hospital,  Hampton  Roads,  Va.,  February  15,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Mother,  Mrs.  Cynthia  Nunnally,  box  63,  Newcomb,  Tenn. 
Nyland,  W Alfred  Otto,  landsman  electrician    (G),  United  States  Naval  Re- 
serve Force. 

Enrolled:  Milwaukee,  Wis.,  July  9,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  August  29,  1918. 

Cause:  Measles,  pneumonia,  broncho. 

Next  of  kin :  Father,  Andrew  Nyland,  National  Mine,  Mich. 
Nyquist,  Davis  Theo.,  landsman  yeoman,  United  States  Naval  Reserve  Force. 

Enrolled:  Chicago,  111.,  June  4,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Annie  Nyquist,  1720  Charles  Street,  Rockford,  111. 
Nyren,  Rorert  Carl,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  New  Haven,  Conn.,  July  17,  1918. 

Died:  Naval  training  station,  Great  Lakes,  111.,  October  5,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Alfred  Nyren,  378  Townsend  Avenue,  New  Haven, 
Conn. 
Nyros,  George,  fireman,  second  class.  United  States  Navy. 

Enlisted:  Boston,  Mass.,  May  15,  1917. 

Died:  U.  S.  S.  Solace,  March  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Isaac  Nyros,  192  Whiting  Avenue,  East  Dedham,  Mass. 
Oak,  Harry  Arthur,   chief  boatswain's  mate,   United   States   Naval   Reserve 
Force. 

Enrolled :  Great  Lakes,  111.,  June  25,  1917. 

Died :  U.  S.  S.  Yantic,  December  5,  1917. 

Cause:  Chronic  heart  disease. 

Next  of  kin :  Wife,  Mary  Oak,  628  Saint  Marks  Avenue,  Brooklyn,  N.  Y. 
Oakley,   Oscar  Dunval,  fireman,   third  class,  United   States  Naval   Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  July  19,  1918. 

Died :  Naval    hospital,    Great    Lakes,    111.,    September   28,    191S. 

Cause:  Influenza. 

Next  of  kin:   Wife,  Ruth  E.  Oakley,  115  North  Bellaire   Street,  Kansas 
City,  Mo. 
Oaks,    John   Harold,    landsman   for   yeoman,   United    States   Naval    Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  June  3,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  Oaks,  Frontenac  Flats,  Oshkosh,  Wis. 
Oberle,  John  Adam,  seaman,  United  States  Navy. 

Enlisted:  Portsmouth,  N.  H.,  April  19,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  October  29,  1918. 

Cause:  Broncho  pneumonia. 

Next  of  kin:  Guardian,  John  Butler,  39  Pashine  Avenue,  Newark,  N.  J. 
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Oborn,   Harry    William,    landsman    for   quartermaster,    (A),    United    States 
Navy. 

Eulisted:  Denver,  Colo.,  February  15,  1918. 

Died:  Naval    training    camp,    San    Diego,   Calif.,    April   9,    1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mable  Oborn,   2946  Glemarn  Place,  Denver,   Colo. 
O'Brien,    Ferdinand    Aloysius,    fireman,    third    class,    United    States    Naval 
Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  May  13,  1918. 

Died:  U.  S.  S.  Alabama,  October  9,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Delia  O'Brien,  1314  North  Fifty-first  Street,  Phil- 
adelphia, Pa. 
O'Brien,  Howard  LeRoy,  chief  yeoman,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  June  9,  1917. 

Died :  U.  S.  S.  Monocacy,  January  17,  1918. 

Cause :  Killed  in  action. 

Next   of   kin:  Wife,   Helen    O'Brien,   1214   Douglas    Street,   Reading,   Pa. 
O'Brien,    Hugh    Francis,    mess   attendant,    first   class,    United    States   Naval 
Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  April  25,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  7,  1918. 

Cause :  Influenza. 

Next    of   kin:  Mother,    Marie    T.    O'Brien,    330   North    Sixty-first    Street, 
Philadelphia,  Pa. 

O'Brien,  John  Clement,  seaman  second  class,  United   States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  July  1,  1918. 

Died :  Boston,  Mass.,  September  17,  1918. 

Cause:  Influenza. 

Next   of   kin:  Father,   Francis   J.    O'Brien,   41   Cook  Terrace,   Mattapan, 
Mass. 
O'Brien,   John   Joseph,   seaman,  second  class,   United   States  Naval   Reserve 
Force. 

Enrolled:  Albany,  N.  Y.,  April  2G,  1918. 

Died  :  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  October  17,  1918. 

C;iuse :  Broncho-pneumonia. 

Next  of  kin:  Father,  Dennis  O'Brien,  New  Marlboro,  Mass. 
O'Brien*   Michael  William,  seaman,  second  class.  United  States  Navy. 

Enlisted:  New  York,  N.  V.,  December  19,  1017. 

Died:  Naval  hospital,  New  York,  N.  Y.,  March  24,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Thomas  O'Brien,  Sag  Harbor,  Long  Island.  N.  Y. 
O'Brien.  Patrick  Joseph,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass..  March  22,  191S. 

Died:  Hampton  Falls,  N.  H.,  September  5,  191S. 

Cause:  Killed  in  automobile  accident. 

Next  of  kin:  Aunt,  Mary  McAteer,  2  Thomas  Street,  Newry,  Ireland. 
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O'Brien,   Peter  Joseph,  seaman,  second  class.  United   States  Naval   Reserve 
Force. 

Enrolled:  Boston,  Mass.,  March  12,  1918. 

Died:  Boston,  Mass.,  September  5,  1918. 

Cause:  Fracture. 

Next  of  kin :  Mother,  Annie  O'Brien,  610  Broadway,  South  Boston,  Mass. 
O'Brien,   William    Francis,    seaman,   second    class,    United    States   Navy. 

Enlisted :  Boston,  Mass.,  March  17,  1917. 

Died  :  Naval  air  station,  Arcachon,  France,  September  29,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Fannie  O'Brien,  28  Richardson  Street,  Wakefield,  Mass. 
O'Bkiest,  Charles,  quartermester,  second  class,  United  States  Navy. 

Enlisted :  Washington,  D.  C,  July  26,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Emma  O'Briest,  4501  North  Colorado  Street,  Philadel- 
phia, Pa. 
O'Callahan,  Andrew  Michael,  seaman,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  April  5,  1917. 

Died :  Marine  hospital,  Staten  Island,  N.  Y.,  October  12,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Father,  Andrew  O'Callahan,  75  Jay  Street.  Somerville,  Mass. 
O'Callaghan,  Martin,  water  tender,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  May  31,  1916. 

Died :  U.  S.  S.  Burrows,  January  19,  1918. 

Cause :  Result  of  fire  on  board  ship. 

Next   of  kin:    Mother,   Catherine  O'Callaghan,    844   North   Fourth   Street, 
Columbus,  Ohio. 
O'Conner,  John  Clayer,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  July  8,  1913. 

Died:  U.  S.  S.  Nereus,  July  15,  1917. 

Cause :  Operation. 

Next  of  kin :  Mother,  Julia  O'Conner,  36  South  Baltimore  Avenue,  Kansas 
City,  Kans. 
O'Connor,  Charles  Albert,  chief  yeoman,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  September  1,  1914. 

Died :  U.  S.  S.  Chaunccy,  November  19,  1917. 

Cause:  Drowned. 

Next  of  kin :  Sister,  Margaret  Tessier,  105  West  Broadway,  South  Boston, 
Mass. 
O'Connor  James  Thomas,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  July  16,  1918. 

Died  :  Naval  hospital,  Newport,  R.  I.,  September  22,  1918. 

Cause :  Pneumonia  lobar. 

Next  of  kin  :  Mother,  Anna  O'Connor,  214  Clark  Street,  Auburn,  N.  Y. 

O'Connor,  John  James,  landsman  for  yeoman,  United  States  Naval  Reserve 
Force. 
Enrolled:  Chicago,  111.,  August  3,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 
Cause :  Influenza. 
Next  of  kin :  Mother,  Mary  O'Connor,  3637  West  Polk  Street,  Chicago,  111. 
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O'Connor,  John   Joseph,  fireman,  third  class,   United   States  Naval  Reserve 
Force. 
Enrolled :  Boston,  Mass.,  December  14,  1917. 
Died :  U   S.  S.  Sea  Gull,  July  16,  1918. 
Cause :  Fell  overboard. 
Next  of  kin :  Sister,  Hannah  O'Connor,  Heath  Hill,  Brookline,  Mass. 

O'Day,  Nicholas  James,  seaman,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  April  5,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  191S. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Uncle,  John  McAllister,  258  Foote  Avenue,  Bellevue,  Ky. 
O'Donnell,  Chaiu.es  Nolan,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  June  20,  1917. 

Died :  Receiving  ship  at  Boston,  Mass.,  September  8,  1918. 

Cause :  Rupture. 

Next  of  kin :  Mother,  Alice  O'Donnell,  Arlington  Heights,  Mass. 

O'Donnell,  David  Achillious,  machinist's  mate,  second  class,  United  States 
Naval  Reserve  Force. 

Enrolled :  Cincinnati,  Ohio,  July  10,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  25,  191S. 

Cause :  Influenza. 

Next  of  kin :  Father,  John  E.  O'Connell,  231  East  Mary  Street,  Bucyrus, 
Ohio. 
O'Donnell,  Hugh,  chief  water  tender,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  September  4,  1913. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  November  10,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wile,  Maggie  O'Donnell,  527  Fifty-first  Street.  Brooklyn,  N.  Y. 
O'Donnell,  John  Joseph,  seaman,  second  class,  United  States  Navy. 

Enlisted  :  Low  ell,  Mass  ,  June  G,  1917. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause :  Explosion  on  board  ship. 

Next  of  kin:  Father,  Bartholomew  O'Donnell,  54  Manchester  Street,  Lowell, 
Mass. 
Oettle,  Clarence  Frederick,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled  :   St.  Louis,  Mo.,  July  27,  1918. 

Died :   U.  S.  S.  Mercy,  October  19,  1918. 

Cause :   Meningitis,  cerebrospinal. 

Next  of  kin:    Mother,  Mary  Oettle,  box  No.  4,  Kampville,  111. 
Ogborn,  Daniel,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled  :    Philadelphia,  Pa.,  August  12,  1918. 

Died  :  Naval  hospital,  Puget  Sound,  Wash.,  September  28,  1918. 

Cause:    Pm  umonia,  lobar. 

Next  of  kin  :   Grandfather,  Benjamin  T.  Ogborn,  Vineland,  N.  J. 
Ogden,  Louis  Clark,  seaman,  second  class,  United  States  Navy. 

Enlisted  :    Kansas  City,  Mo.,  April  14,  1917. 

Died:   Naval  hospital,  Norfolk,  Va.,  July  4,  1918. 

Cause  :    Valvular  disease,  chronic  cardiac. 

Next  of  kin :   Mother,  Anna  E.  Ogden,  Alliance,  Nebr. 
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Oglesry,  Akthur  Bailey,  seaman,  second  class,  United  States  Navy. 

Enlisted  :   Atlanta,  Ga.,  April  9,  1917. 

Died:   Naval  hospital,  Norfolk,  Va.,  May  13,  1917. 

Cause :   Cerebrospinal  fever. 

Next  of  kin :  Mother,  Rozzie  Oglesby,  route  No.  1,  Whiteplans,  Ky. 
O'Gorman,  Matthew  E.,  yeoman,  first  class.  United  States  Naval  Reserve  Force. 

Enrolled :   Boston,  Mass.,  March  21,  1917. 

Died  :  Naval  aviation  forces,  foreign  service,  August  20,  191S. 

Cause :    Drowned. 

Next  of  kin :   Mother,  Margaret  O'Gorman,  Marlou  Terrace,  Jamaica  Plain, 
Mass. 
O'Grady,  Francis  Clifford,  engineman,  second  class,  United  States  Navy. 

Enlisted :   Montgomery,  Ala.,  April  17,  1917. 

Died :   U.  S.  A.  C.  T.  Ticonderoya,  September  30,  1918. 

Cause:   Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin  :   Father,  James  O'Grady,  Phoenix,  Ala. 
O'Hara,  Patrick  Joseph,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled  :   Scranton,  Pa.,  December  15,  1917. 

Died :  Navnl  Hospital,  Philadelphia,  Pa.,  October  11, 191S. 

Cause:   Influenza. 

Next  of  kin :   Mother,  Bridget  H.  O'Hara,  11G  Collins  Street,  Dunmore,  Pa. 
O'Hern,  Walter  Ignatius,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :   Scituate,  Mass.,  March  19.  1917. 

Died  :   Boston,  Mass..  October  17,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :   Father,  Maurice  O'Hern,  Scituate,  Mass. 
Oidtmann,  William  Fred,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled  :  Kansas  City,  Mo.,  December  17,  1917. 

Died  :  Naval  Hospital,  Great  Lakes,  111.,  September  27, 1918. 

Cause :    Influenza. 

Next  of  kin  :  Father,  John  H.  Oidtmann,  Camden,  Mo. 
Oldham,  Charles  Francis,  seaman,  United  States  Navy. 

Enlisted :  Mare  Island,  Calif.,  May  9,  1917. 

Died :  IT.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Died  when  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Kate  Oldham,  Elko,  Nev. 
Oldack,  Lewis  August,  landsman  for  electrician  (G),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Great  Lakes,  111.,  June  12,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  17,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Anna  Oldack,  4743  North  Luna  Avenue,  Chicago,  111. 
O'Leary.  Charles,  gunner's  mate,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  May  5,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  14,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  Arthur  J.  O'Leary,  610  East  Seventh  Street,  South 
Boston,  Mass. 
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O'Leary,  Leo  Francis,  engineman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  December  30,  1917. 

Died:  Naval  hospital,  Cape  May,  N.  J.,  October  3,  191S. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Margaret  O'Leary,  266  Havre  Street,  East  Boston,  Mass. 
O'Leary,  Richard,  wardroom  steward,  United  States  Navy. 

Enlisted :  New  York.  N.  Y.,  May  1,  191S. 

Died:  Naval  hospital,  New  York,  N.  Y.,  August  9,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Timothy  O'Leary,  Cork,  Ireland. 
Olimpia,  Rafael,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Cavite,  P.  I.,  July  9,  191S. 

Died:  Naval  station,  Mare  Island,  Calif.,  October  31,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Adriana  Jorave,  Laylay,  Boac,  P.  I. 
Oliver,  David  Luther,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Norfolk,  Va.,  May  15,  1918. 

Died:  Riverside  Hospital,  Newport  News,  Va.,  October  16,  191S. 

Cause:  Influenza. 

Next  of  kin :  Brother,  James  E.  Oliver,  P.  O.  Box  15,  Coke,  Va. 
Oliver,  Michael  Anthony,  seaman,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  February  14,  1917. 

Died:  Naval  hospital.  New  York,  N.  Y.,  March  11,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Michael  Oliver,  1130  Prospect  Street,  Erie,  Pa. 
Oliyeros.  Faustino,  mess  attendant,  second  class,  United  States  Navy. 

Enlisted:  Cavite,  P.  I.,  May  10.  1917. 

Died:  Naval  Air  Station,  Pauillac,  France,  October  11,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin  :  Cousin,  Dontio  Castille,  San  Merceline,  P.  I. 
Olmstead.Charles  Lee,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  March  19,  1918. 

Died :  Naval  station,  Great  Lakes,  111.,  April  27,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Lena  M.  Phillips,  Larimore,  N.  Dak. 
Olness.  Nils  Pedersen,  seaman,   second  class,   United   States  Naval  Reserve 
Force. 

Enrolled  :  Minneapolis,  Minn.,  May  7,  191S. 

Died :  Receiving  ship  at  Philadelphia,  Pa.,  June  16,  1918. 

Cause:  Suicide. 

Next  of  kin  :  Mother,  Ingeborg  N.  Olness,  Bergen,  Norway. 
Olsen,  Edwin,  coxswain,  United  States  Naval  Reserve  Force. 

Enrolled  :  New  York,  N.  Y.,  May  25,  1917. 

Died :  U.  S.  S.  Kittery,  September  23,  1918. 

Cause:  Drowned. 

Next  of  kin:  Father,  Harry  Olsen,  274  Sixty-first  Street,  Brooklyn,  N.  Y. 
Olsen,  Oscar,  water  tender,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  April  14,  1917. 

Died :  Naval  hospital,  Lorient,  France,  October  9,  1918. 

Cause :  Pleurisy. 

Next  of  kin :  Father,  Oscar  Olsen,  Castine,  Me. 
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Olsen,  Robert,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  May  24,  1918. 

Died :  Naval  hospital,  New  London,  Conn.,  October  9,  191S. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Sister,  Emily  Olsen,  56  Haughwont  Avenue,  West  Brighton, 
Staten  Island,  N.  Y. 
Olsen,  William  Leslie,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  New  York,  N.  Y.,  March  S,  1918. 

Died :  U.  S.  S.  Iowa,  August  6,  1918. 

Cause :  Drowned. 

Next  of  kin:  Sister,  Jennie  Conero,  box  345,  Highland  Falls,  N.  Y. 
Olson,  David  Sidney,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Portland,  Oregon,  September  5,  1917. 

Died:  Naval  hospital,  Puget  Sound,  Wash.,  January  11,  191S. 

Cause :  Ulcers  of  duodenum. 

Next  of  kin :  Mother,  Anna  Olson,  Spooner,  Minn. 
Olsen,  Emil,  shipwright,  United  States  Naval  Reserve  Force. 

Enrolled :  Minneapolis,  Minn.,  June  19,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  2,  191S. 

Cause :  Influenza. 

Next  of  kin  :  Father,  Louie  Olson,  Thief  River  Falls,  Minn. 
Olsen,  George  Eugene,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  June  22,  1918. 

Died  :  Naval  hospital  Great  Lakes,  111.,  September  26,  191S. 

Cause: Influenza. 

Next  of  kin :  Mother,  Alice  G.  Venjirue,  East  Grand  Forks,  Minn. 
Olson,   Leif  Theodore,   seaman,   second   class,   United   States  Naval   Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  April  19,  1918. 

Died :  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Gustave  Olson,  Hayward,  Wis. 
Olstad,  Gilbert  Benjamin,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  December  8,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  14,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin  :  Mother,  Bertha  Olstad,  Zumbrota,  Minn. 
Ondock,  William,  electrician,  third  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  November  20,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  13,  1918. 

Cause:  Influenza. 

Next   of   kin :  Father,    Frank   Ondock,   1917   South   Racine   Avenue,    Chi- 
cago, 111. 
O'Neil,  Chester,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Buffalo,  N.  Y.,  July  20,  1918. 

Died:  Naval  training  station,  Great  Lakes,  111.,  August  30,  191S. 

Cause :  Appendicitis,  acute. 

Next  of  kin :  Father,  Martin  O'Neil,  Bigtree,  N.  Y. 
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O'Neill,  James  Amivsits,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  August  12,  1918. 

Died:  Marine  hospital,  Baltimore.  Md.,  October  11,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,   James  O'Neill,  230;U  Arctic  Avenue,  Atlantic  City, 
N.  J. 
Onkek,  August  Joseph,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled  :   New  York,  N.  Y.,  August  8,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Father,  Gustav  F.  Onken,  77  Second  Place,  Brooklyn,  N.  Y. 
Ofpenheimer,    Carl    FREDERICK,    carpenter's    mate,    first    class,    United    States 
Naval  Reserve  Force. 

Enrolled:  New  Haven,  Conn.,  May  24,  1917. 

Died  :  Naval  hospital,  Philadelphia,  Pa.,  November  9,  1918. 

Caus£:  Myocarditis,  acute. 

Next    of    kin :  Mother,    Lettie    M.    Oppenheimer,    14    Cherryvale    Avenue, 
Springfield,  Mass. 
O'Quinn,  Lynn  Maynard,  apprentice  seaman,  United  States  Navy. 

Enlisted  :  New  Orleans,  La.,  July  11,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  September  26,  1918. 

Cause :  Pueumonia,  broncho. 

Next  of  kin :  Father,  James  J.  O'Quinn,  Colfax,  La. 
Orange,  Barrett  Carlisle,  landsman  for  electrician  (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  Louisville,  Ky.,  May  9,  1918. 

Died :  Naval  air  station,  Eastleigh,  England,  October  13,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  J.  R.  Orange,  Dawsonsprings,  Ky. 
O'Reilly  Edward,  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  22,  1917. 

Died :  U.  S.  S.  Louisville,  September  23,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Cousin,  Margaret  Kellar,  49S  West  One  hundred  and  fifty- 
eighth  Street,  New  York,  N.  Y. 
O'Reilly,  George  W.,  landsman  for  machinist's  mate,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Brooklyn,  N.  Y.,  August  6,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause :  Drowning. 

Next  of  kin :  Mother,  Pauline  O'Reilly,  249  Monroe  Street,  Brooklyn,  N.  Y. 
Orgain,   Deane  Mortimer,   apprentice  seaman,  United   States  Naval  Reserve 
Force. 

Enrolled :  Richmond,  Va.,  July  23,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  October  27,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Mary  B.  Orgain,  115  Chestnut  Street,  Danville,  Va. 
Orlando,  Peter,  landsman  for  ship's  cook,  United  States  Naval  Reserve  Force. 

Enrolled :  Milwaukee,  Wis.,  August  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  Brother,  Samuel  Orlando,  332  Cass  Street,  Milwaukee,  Wis. 
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Ormsby,  Edgar  Parmele,  water  tender,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  September  9,  1915. 

Died :  U.  S.  S.  Kearsarge,  October  15.  1917. 

Cause:  Fell  overboard  and  was  drowned. 

Next  of  kin  :  Brother,  George  M.  Ormsby,  815  North  Third  Street,  Wil- 
mington. N.  C. 
Ormsby.  Howard  Ernest,  hospital  apprentice,  first  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  Detroit,  Mich.,  May  4,  191S. 

Died  :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Elizabeth  Ormsby,  Armada.  Mich. 
Ormsby,  Thomas  Freeman,  chief  machinist's  mate,  United  States  Navy. 

Enlisted:  Louisville,  Ky.,  October  20,  1917. 

Died:  Naval  air  station.  Pensacola,  Fla.,  October  5,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  William  P.  Ormsby,  1825  Eighth  Avenue,  Nashville, 
Tenn. 
O'Rourke,  John  Francis,  electrician,  first  class  (G),  United  States  Navy. 

Enlisted :  San  Francisco.  Calif.,  July  21,  1915. 

Died :  U.  S.  S.  Savnvnah,  April  16,  1918. 

Cause:  Cocaine  poisoning. 

Next  of  kin :  Father,  John  O'Rourke,  Labor  Temple,  Fort  Worth.  Tex. 
Orquiola,  Donato,  mess  attendant,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Cavite,  P.  L,  July  8,  1918. 

Died  :  Naval  hospital,  League  Island,  Pa.,  September  19,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Vicenta  Layes,  Calamba,  P.  I. 
Orr,  Henry  Merrill,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled  :  Kansas  City,  Mo..  July  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111..  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Edith  W.  Orr,  R.  F;  D.  3,  Independence,  Iowa. 
Orr,,  Wtt.mam  Ward,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enrolled:  Pittsburgh.  Pa.,  July  2,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  191S. 

Cause:  Influenza. 

Next  of  kin  :  Father,  Thomas  J.  Orr,  0414  Dean  Street,  Pittsburgh,  Pa. 
Orton.  Roman,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Nashville,  Tenn..  December  10,  1917. 

Died  :  Naval  hospital,  Norfolk,  Va.,  February  24,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Sister,  Ora  Standards,  Copperhill,  Tenn. 
Osako,  Sono.  cabin  steward.  United  States  Navy. 

Enlisted :  San  Pedro,  Calif.,  December  5,  1916. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  October  31,  1918. 

Cause :  Influenza. 

Next  of  kin:  Friend,  Ura  Takeuchi,  107  Georgia  Street,  Valle.io,  Calif. 
Osborn,  Pearl  Lloyd,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Kansas  City,  Mo.,  July  20,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Ruth  E.  Osborn,  Sycamore,  Kans. 
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Osheim,  Ghrert,  fireman,  third  class,  United  States  Navy. 

Enlisted  :  Minneapolis,  Minn.,  August  5,  1918. 

Died :  U.  S.  S.  Mercy,  October  10,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  Ole  Osheim,  Leroy,  Minn. 
Ostendorf,   William  Charles,  fireman,  first  class,   United  States  Naval  Re- 
serve Force. 

Enrolled :  Baltimore,  Md.,  May  29,  1917. 

Died:  U.  S.  S.  Huron,  October  22,  191 S. 

Cause :  Influenza.  •    . 

Next  of  kin :  Mother,  Mary  Ostendorf,  2707  Eastern  Avenue,  Baltimore, 
Md. 
Osterhaes,  Harold,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  New  York,  N.  Y.,  March  26,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  October  26,  1917. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Clara  T.  Osterhaus,  Fairmont  Avenue,  Westchester,  N.  Y. 
Ostrander,  Allen  Cooper,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Seattle,  Wash.,  June  6,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  17,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Harriet  M.  Ostrander,  Outlook,  Wash. 
Ostroot,  Conrad  Lyman,  electrician,  second  class  (R),  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  December  1 1,  1917. 

Died :  H.  M.  T.  Caronia,  October  10,  1913. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Pauline  Ostroot,  323  North  Howard  Street,  Moscow, 
Idaho. 
Osuna,  Alexander  Lee,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  June  15,  1917. 

Died :  U.  S.  S.  Brooklyn,  May  8,  191S. 

Cause:  Pneumonia. 

Next  of  kin :  Friend,  Joe  Morro,  Pala,  Calif. 
Oswald,  Robert  Potter,  boikrmaker,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  July  10,  1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Catherine  E.  Oswald,  502  Liberty  Street,  Berkley,  Va. 
Otillio,   Joseph  Narclsse,   master  at  arms,   third   class,   United   States  Re- 
serve Force. 

Enrolled :  New  Orleans,  La.,  March  18,  1918. 

Died :  Naval  Station,  New  Orleans,  La.,  March  27,  1918. 

Cause :  Heart  disease. 

Next  of  kin:   Wife,  Georgiana   G.   Otillio,   1405   Frenchman   Street,   New 
Orleans,  La. 
Ottati,  Joseph  Guadulitps,  fireman,  first  class,  Unitert  States  Navy. 

Enlisted :  Denver,  Colo.,  May  25,  1916. 

Died :  Navy  Base  Hospital  No.  5,  Brest,  France,  September  24,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Escolestica  C.  Ottati,  1214  San  Louis  Street,  Trinidad, 
Colo. 
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Overton,  David  Milner,  carpenter's  mate,  second  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  April  6,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Father,  William  A.  Overton,  Adaiusville,  Tenn. 
Owen,  Hershel,  carpenter's  mate,  third  class  (A),  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  June  2,  1917. 

Died:  Naval  Air  Station,  St.  Trojan,  France,  September  20,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Jennie  Owen,  Englevale,  N.  Dak. 
Owen,   Russell  Hendiux.   apprentice   seaman,   United   States   Naval   Reserve- 
Force. 

Enrolled  :  St.  Louis,  Mo.,  July  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  5,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Wife,  Jessie  O.  Owen,  Fair  Play,  Mo. 
Owens,   David  Georue,   seaman,   second    class,   United   States   Naval   Reserve 
Force. 

Enrolled:  Syracuse,  N.  Y.,  March  11,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin:  Fatber,  Jobn  D.  Owens,  500  Square  Street,  Utica,  N.  Y. 
Owens,  John  Burleson,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  October  5,  1914. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Mother,  Maggie  Campbell,  Box  331,  Sour  Lake,  Tex. 
Owens,  John  Manson,  fireman,  third  class,  United  States  Navy. 

Enlisted  :  Columbia,  S.  C,  June  5,  1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  February  24,  1918. 

Cause:  Peritonitis,  acute. 

Next  of  kin :  Mother.  Mary  E.  Owens,  R.  F.  D.  3,  Red  Creek,  N.  Y. 
Owens,  Percy  William,  landsman  for  machinist's  mate,  United  States  Naval 
Reserve  Force. 

Enrolled:  Philadelphia,  Pa.,  May  31,  1918. 

Died  :  Naval  hospital,  Gulfport,  Miss.,  October  6,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Mother,  Elizabeth  Owens,  Hoopeston,  Pa. 
Owens,  James  Francis,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  April  23,  1917. 

Died:  U.  S.  S.  Herman  Frasch,  October  4,  1918. 

Cause :  Lost  when  vessel  was  sunk. 

Next  of  kin:  Father,   Barnard   Owens,  266  Forty-sixth   Street,  Brooklyn, 
N.Y. 
Owens,  William,  fireman,  first  class.  United  States  Navy. 

Enlisted:  Newark,  N.  J.,  May  18,  1917. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  William  H.  Owens,  553  Perry  Street,  Trenton,  N.  J. 
Oxford,  Joseph  Marshall,  quartermaster,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  April  12,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Mother,  Mrs.  Julia  Holland,  New  Harmony,  Ind. 
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Pacaud,  Joe  Albert,  pharmacist's  mate,  third  class,  United  States  Navy. 

Enlisted  :  Cleveland,  Ohio,  January  8,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  June  4,  191S. 

Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin  :  Mother,  Mrs.  Ella  Pacaud,  132  Talbot  Avenue,  Jackson,  Tenn. 
Pace,  Charlie,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  July  31,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Lizzie  Bell  Pace,  Pace,  Miss. 
Pace,  Ellet  Newton,  landsman  machinist's   mate    (A),   United    States  Naval 
Reserve  Force. 

Enrolled :  Louisville,  Ky.,  June  2,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Dora  Kirk  Pace,  Salem,  Ky. 
Page,  Owen  Leonard,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  May  1,  1917. 

Died:  Section  1,  fifth  naval  district.  Norfolk,  Va..  October  14,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Uncle,  Owen  W.  Mekinstry,  Bevier,  Mo. 
Pagtakhan,  Francisco,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  July  81,  1917. 

Died:  U.  S.  S.  Chauncey,  November  19,  1917. 

Cause:  Drowning. 

Next  of  kin  :  Mother,  Marta  Dunicio,  Olongapo,  P.  I. 
Paige,  Bert  Louis,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Boston,  Mass.,  March  9,  1918. 

Died:  Naval  Hospital,  Chelsea,  Mass.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mamie  Paige,  171  Valley  Street,  Lakeport,  N.  H. 
Paine,  William  Jennings,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  July  1,  1918. 

Died:  Naval  hospital,  naval  base,  Virginia,  October  6,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Homer  A.  Paine,  Betheny,  Okla. 
Palash,  David  Herman,  shipwright,  United  States  Naval  Reserve  Force. 

Enrolled :  Chicago,  111.,  June  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next   of  kin:    Mother,   Mrs.   Mollie   Palash,   1227   North    Rockwell    Street, 
Chicago,  111. 
Pallett,  Ernest  Linwood,  chief  machinist's  mate,  United  States  Naval  Reserve 
Force. 

Enrolled:  Norfolk,  Va.,  May  1,  1917. 

Died :  Naval  hospital,  Norfolk,  May  30,  1918. 

Cause :  Encephalitis,  acute. 

Next  of  kin  :  Mother,  Zina  Clara  Pallett,  Virginia  Beach,  Va. 
Palm,  Lester  Rude,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted:  San  Francisco.  Calif.,  July  25,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Wilhelmina  Palm,  409  Third  Street,  Broderick,  Calif. 
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Palmer,  Ivan  Ira,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  April  23,  1917. 

Died:  Halifax,  Nova  Scotia  (U.  S.  S.  Old  Colony),  March  30,  1918. 

Cause:  Acidosis. 

Nest  of  kin :  Mrs.  Mary  Elizabeth  Palmer,  mother,  Central  City,  Iowa. 
Palmer,   James  Malcolm,  fireman,   first  class,  United   States  Naval  Reserve 
Force. 

Enrolled :  Richmond,  Va.,  May  30,  1918. 

Died :  U.  S.  S.  Earrisburg,  at  Naval  Base  No.  5,  October  21,  191S. 

Cause :  Pneumonia. 

Next  of  kin  :  Father,  Jack  F  Palmer,  Speers  Ferry,  Va. 
Palmer,  Meade  Kenneth,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  October  24,  1917. 

Died:  Fleet  Base  No.  2  (U.  S.  S.  Solace),  February  4,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mrs  Julia  M  Palmer,  West  Edmeston,  N.  Y. 
Palmer,  Thomas,  ship's  cook,  first  class,  N.  N.  V. 

Enrolled:  Boston,  Mass.,  April  G,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  3,  1917. 

Cause:  Chronic  pulmonary  tuberculosis. 

Next  of  kin :  Martha  Ellen  Palmer,  IS  Willard  Place,  Roxbury,  Mass. 
Palmer,  William  A.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Boston,  Mass.,  June  18,  1917. 

Died :  U.  S.  S.  Canonicus,  January  4,  1918. 

Cause:  Tuberculosis. 

Next  of  kin:  Mother,  Julia  Palmer,  6SS*  Seventh  Street,  South  Boston, 
Mass. 
Palmisano,  Dominic,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  Orleans,  La.,  June  6,  191S. 

Died :  At  home,  attached  to  eighth  naval  district,  October  19,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Rosy  Bertucci  Palmisano,  1S39  Broadway  Street,  New 
Orleans,  La. 
Palmour,  Robert  Silvie,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  December  12,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  13,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Addie  McLure  Palmour,  Coolidge,  Ga. 
Pamado,  Antonio,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Olongapo,  P.  I.,  February  27,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  May  12,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Igncio  Pamado,  Sumag  Narolod,  P.  I. 
Panlilio,  Amado,  mess  attendant,  second  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  March  17,  1914. 

Died :  Naval  hospital,  Fort  Lyon.  Colo.,  July  13,  1917. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin:  Brother,  Nicanor  Panlilio,  Arayat,  Pampaugo,  P.  I. 
Parce,  James  Daniel,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  January  2,  1918. 

Died :  La  Crosse,  Wis.,  February  26,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Anna  Croll,  707  Rose  Street,  La  Crosse,  Wis. 


577 

Parish,  Clifford  Henry,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  June  21,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Elijah  Parish,  Brimley,  Mich. 
Parker,  Bradstreet,  chief  quartermaster    (A),   United   States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  June  18,  1918. 

Died :  Naval  aviation  detachment,  Massachusetts  Institute  of  Technology, 
Boston,  Mass.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Ruth  M.  Parker,  Box  A,  Salem,  Mass. 
Parker,  Lee  Houghton,  printer,  first  class,  United  States  Navy. 

Enlisted :  Washington,  D.  C,  March  8,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  7,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Bernice  Dodge  Parker,  Bradford,  Vt. 
Parker,  Milton  Duane,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Albany,  N.  Y.,  May  3,  191S. 

Died :  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  October  10,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Adelbert  Parker,  Lee,  Mass. 
Parker,  Murry  Lee,  apprentice  seaman  for  fireman,  third  class,  United  States 
Navy. 

Enlisted :  Columbia,  S.  C,  April  28,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  June  27,  1917. 

Cause:  Pneumonia. 

Next  of  kin  :  Mother,  Mary  Parker,  Bishopville,  S.  C. 
Parkhurst,  Frank,  yeoman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  September  11,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  March  20,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Dorothy  Parkhurst,  805  Simpson  Street,  Evanston,  111. 
Parkinson,  Philip  Alexander,  fireman,  second  class,  United  States  Navy. 

Enlisted  :  Newark,  N.  J.,  July  22,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  8,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Edward  Parkinson,  616  Indiana  Avenue,  Trenton,  N.  J. 
Parish,  Clifford  Henry,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  June  21,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Father,  Elijah  Parish,  Brimley,  Mich. 
Parkman,  Willie  Lee,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled  :  Meridian,  Miss.,  May  31,  1918. 

Died :  U.  S.  S.  Charleston,  October  8,  1918. 

Cause :  Bronco-pneumonia. 

Next  of  kin  :  Father,  William  F.  Parkman,  Arm,  Miss. 
174483—20 37 
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Parks,  Homer  Ostler,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enrolled  :  Oklahoma  City,  Okla.,  May  2,  1918. 
Died :  Naval  station,  Mare  Island,  Calif.,  July  18,  1918. 
Cause :  Cerebrospinal  fever. 
Next  of  kin :  Mother,  Mrs.  Nancy  Parks,  423  A  Street,  NE.,  Ardmore,  Okla. 

Parks,  Joe,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  April  19,  1917. 

Died  :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Thad  K.  Parks,  215  East  Anderson  Street,  Knoxville, 
Tenn. 
Parks,  Martin  Goode,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Richmond,  Va.,  July  2,  1918. 

Died :  Naval  hospital,  Naval  base,  Virginia,  October  3,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Robert  H.  Parks,  Big  Island,  Va. 

Parks,  Miles  Marvin,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Jackson,  Miss.,  December  14,  1917. 

Died:  Naval  Hospital.  Norfolk,  Va..  January  13,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Father,  Joseph  F.  Parks,  R.  R.  2,  Utica,  Miss. 
Parks,  Robert  Nathan,  machinist's  male,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  San  Diego,  Calif.,  June  15,  1918. 

Died :  Naval  Hospital,  Gulfport,  Miss.,  October  18,  1918. 

Cause :  Influenza,  broncho-pneumonia. 

Next  of  kin :  Wife,  Estella  Welda  Parks,  Coronado  View  Apartments,  San 
Diego,  Calif. 
Parliament,  Charles  Edwin,  boatswain's  mate,  second  class,  United   States 
Navy. 

Enlisted :  New  York,  N.  Y.,  September  15,  1915. 

Died :  St.  Elizabeths  Hospital,  Washington,  D.  C,  June  23, 1917. 

Cause:  Dementia  paralytica. 

Next  of  kin:  Mother,  Adaline  Parliament,  West  Branch,  Mich. 
Parr,  Lloyd  Melvin,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Peoria,  111.,  July  17,  1918. 

Died :  Naval  Hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause : Influenza. 

Next  of  kin :  Father,  Charles  Thomas  Parr,  Chicago,  111. 
Parrott,  Clarence  Henry,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Boston,  Mass,  May  10,  1917. 

Died :  Naval  Hospital,  Portsmouth,  Va.,  June  30,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  Luther  Hersey  Parrott,  jr.,  East  Milton,  Mass. 
Parrott,  Hopper  Benson,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  September  15,  1915. 

Died :  U.  S.  S.  Louisiana,  July  7,  1918. 

Cause:  Drowning. 

Next  of  kin:  Father,  George  Parrott,  716  North  Arlington  Avenue,  Balti- 
more, Md. 
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Parsons,  Ethel  Mildred,  landsman  for  yeoman,  United  States  Naval  Reserve 
Force. 

Enrolled:  Washington,  D.  C,  August  16,  1918. 

Died:  Georgetown   University   Hospital,   Washington,   D,    0.,   October   14, 
1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mildred  T.  Parsons,  14  Vine  Street,  Springfield,  Mass. 
Parsons.  Joseph  Burke,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Jacksonville,  Fla.,  November  26,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C,  January  29,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mrs.  Margaret  Parsons,  New  Berlin,  Fla. 
Patch,  Arthur  Todd,  fireman,  third  class,  United  States  Navy. 

Enlisted  :  Navy  yard,  Portsmouth,  N.  H.,  July  9,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  December  29,  1917. 

Cause:  Cerebrospinal  fever. 

Next   of  kin:    Mother,    Mrs.    Emma    Patch,   35    South    Mill    Street,    Ports- 
,      mouth,  N.  H. 
Patnaude,  Charles  L.  G.,  yeoman,  first  class,  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  October  14,  1916. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Wife,  Elizabeth  Patnaude,  110  Second  Street,  Newport,  R.  I. 
Patrick,  Ray  Harris,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Indianapolis,  Ind.,  June  3,  1918. 

Died :  U.  S.  S.  Alabama,  September  20,  1918. 

Cause:  Drowning. 

Next  of  kin:  Father,  Charles  Patrick,  137  East  Broadway  Street,  South 
Bend,  Ind. 
Patten,  Harold  Kinder,  chief  machinist's  mate,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  August  16,  1918. 

Died :  Naval  hospital,  Pelham  Bay,  N.  Y.,  September  15,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Florence  Wooley  Patten,  11  East  Hastings  Street,  West 
Roxbury,  Mass. 
Patterson,  Frank  Moore,  Jr.,  machinist's  mate,  second  class,  United  States 
Naval  Reserve  Force. 

Enrolled :  Third  naval  district,  N.  Y.,  May  28,  1917. 

Died :  Submarine  chaser  No.  209,  August  27,  1918. 

Cause :  When  submarine  chaser  No.  209  was  fired  upon  by  Steamship  Felix 
Taussig,  having  mistaken  it  for  an  enemy  submarine. 

Next  of  kin :  Father,  Frank  Moore  Patterson,  sr.,  2  Rector  Street,  New 
York,  N.  Y. 
Patterson,  Lealon  Finus,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Jackson,  Mass.,  December  10,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  February  13,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  John  N.  Patterson,  Belmont,  Miss. 
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Patterson,  Lestkr  James,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Detroit,  Mich.,  July  15,  1918. 

Died :  Naval  hospital,  Key  West,  Fla.,  October  27,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Anna  Hall  Patterson,  Cass  City,  Mich. 
Patterson,  Robert  John,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Pittsburgh,  Pa.,  December  13,  1917. 

Died :  U.  S.  S.  Maine,  February  12,  1918. 

Cause :  Drowned. 

Next  of  kin :  Father,  Robert  C.  Patterson,  140  Mercer  Street,  Butler,  Pa. 
Patterson,   Robert  Milton,   pharmacist's   mate,   second   class,   United   States 

Navy. 

Enlisted :  Dallas,  Tex.,  April  21,  1916. 

Died :  Naval  station,  Cavite,  P.  I.,  October  28,  1918. 

Cause :  Meningitis,  cerebral. 

Next  of  kin:  Father,  Robert  Jackson  Patterson,  314|  East  Choctaw  Ave- 
nue, McAlester,  Okla. 
Patterson,  William  Claud,  fireman,  first  class,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  September  26,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  When  U.  S.  A.  C.  T.  Ticonderoga  was  fired  upon  by  an  enemy  sub- 
marine and  sunk. 

Next  of  kin :  Father,  Theodore  Patterson,  R.  R.  1,  Joplin,  Mo. 
Patton,  Carl  Richard,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  July  23,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  November  9,  1917. 

Cause:  Thrombosis   (septic). 

Next  of  kin :  Father,  Edward  Patton,  Mount  Crab,  Ohio. 
Patton,  Edward  Taylor,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  December  8,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  January  5,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Father,  Powen  Wallace  Patton,  718  Woodland  Street,  Nash- 
ville, Tenn. 
Patton,  Willie  Earl,  water  tender,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  May  15,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  when  vessel  was  sunk. 

Next  of  kin :  Father,  G.  B.  C.  Patton,  Petrolia,  Tex. 
Paulson,  Oliver  Jonas,  seaman,   second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Minneapolis,  Minn.,  May  4,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Ida  Ostlund  Paulson,  R.  R.  1,  Annandale,  Minn. 
Paulson,  Walter,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  March  23,  1918. 

Died :  Naval  hospital,  League  Island,  Pa.,  September  17,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Marie  Paulson,  Wells,  Minn. 
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Pauly,  Charles  William,  boatswain's  mate,  first  class,  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  Sept.  11,  1915. 

Died:  Naval  hospital,  Norfolk,  Va.,  Feb.  18,  1918. 

Cause :  Multiple  injuries. 

Next    of    kin:  Father,    William    Pauly,    221    West    Twenty-third    Place, 
Chicago,  111. 
Paur,  John  Joseph,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Puget  Sound,  Wash.,  September  25,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Lillian  Paur,  1582  Third  Street,  Milwaukee,  Wis. 
Pavey,  Clyde  Alonzo,  landsman  for  electrician,  United  States  Naval  Reserve 
Force. 

Enrolled :  Washington,  D.  C,  July  22,  1918. 

Died :  Naval  operating  base,  Hampton  Roads,  Va.,  November  7,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Effie  Hoar  Pavey,  600  South  Nineteenth  Street,  Mount 
Vernon,  111. 
Pawlak,  Casimer,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  April  25,  1917. 

Died :  Receiving  ship,  Norfolk,  Va.,  September  7,  1918. 

Cause :  Accidental  shooting. 

Next  of  kin:  Father,  Joseph  Pawlak,  2311  North  Hayne  Avenue,  Chicago, 
111. 
Payne,  Alfred  S.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Staten  Island,  N.  Y.,  August  6,  1917. 

Died:  U.  S.  S.  Covington,  July  1,  1918. 

Cause:  Lost  life  when  U.  S.  S.  Qovington  was  torpedoed. 

Next  of  kin :  Mother,  Mary  Payne,  35  Bement  Avenue.  West  New  Brighton, 
N.  Y. 
Payne,    David    Grover,    seaman,    second    class,    United    States    Naval    Reserve 
Force. 

Enrolled :  Little  Rock,  Ark..  May  30,  1918. 

Died :  U.  S.  S.  Mercy,  October  20,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  J.  R.  Payne,  Alpine,  Ark. 
Payne,  John  Edsall,  seaman,  second  class.  United  Slates  Navy. 

Enlisted  :  Syracuse,  N.  Y.,  September  15,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  When  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Gertrude  Payne,  111  Murray  Avenue,  Syracuse,  N.  Y. 
Payne,    Ruth    Catherine,    landsman    yeoman,    United    States    Naval    Reserve 
Force. 

Enrolled :  Washington,  D.  C,  October  2,  1918. 

Died:  Georgetown  University  Hospital,  Washington,  D.  ('..  October  7.  1918. 

Cause :  Influenza. 

Next  of  kin :  Motber,  Elizabeth  Payne,  Hamilton,  Va. 
Paytal,  Frank,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  November  21,  1917. 

Died:  U.  S.  S.  MelvUle,  April  10,  1918. 

Cause:  Appendicitis. 

Next  of  kin  :  Mother,  Mary  Paytal,  1107  Marion  Street,  St.  Paul,  Minn. 
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Peace,  Omer  Galian,  apprentice  seaman,  United  States  Navy. 

Enlisted  :  Houston,  Tex.,  December  14,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  31,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Andrew  J.  Peace,  Carmenia,  La. 
Peacock,  John  Perry,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  January  21,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  4,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Jennie  J.  Peacock,  327  Quincy  Street,  Brooklyn,  N.  Y. 
Peake,  Henry  Louis,  electrician,  second  class  (G),  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  February  4,  1916. 

Died :  Naval  hospital,  League  Island,  Pa.,  March  10,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Louise  Walker,  De  Funiak  Springs,  Fla. 
Pearsen,  Fred  Carter,  machinist's  mate,  first  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Boston,  Mass.,  June  20,  1918. 

Died :  Naval  air  station,  Pensacola,  Fla.,  October  2,  191S. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Nina  Pearsen,  22  Derby  Street,  Waltham,  Mass. 
Peabson,  Linwood  Lindle,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  April  12,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  24,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Guardian,  Walter  Pearson,  Harrington,  Del. 
Pearson,  Robert  Copp,  chief  electrician  (R),  United  States  Navy. 

Enlisted :  Boston,  Mass.,  March  1,  1918. 

Died :  U.  S.  S.  Marietta,  October  14,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Charlotte  L.  Pearson,  428  Main  Street,  Melrose,  Mass. 
Pearson,   Robert  Peter,   carpenter's  mate,   third   class,   United    States   Naval 
Reserve  Force. 

Enrolled:  Great  Lakes,  111.,  July  23,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Peter  Johnson,  R.  F.  D.  1,  Bark  River,  Mich. 
Pearson,  Walter  Ernest,  landsman  electrician  (R),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Minneapolis,  Minn.,  June  21,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  19,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Agnes  Erickson  Pearson,  2S32  Thirty-first   Avenue, 
South  Minneapolis,  Minn. 
Peay,  Delos  Leroy,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Salt  Lake  City,  Utah,  November  20,  1917. 

Died:  U.  S.  S.  ,i,</amc union.  August,  24,  1918. 

Cause:  Explosion  on  board. 

Next  of  kin  :  Father,  George  T.  Peay,  86  South  Nine  Street,  West  Provo, 
Utah. 
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Peck,  Geobge  David,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled  :  Meridian,  Miss.,  May  2,  1918. 

Died:  Naval   training  station,  Great  Lakes,  111.,  October  5,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Edward  E.  Peck,  2423  Washington  Street,  Vicksburg, 
Miss. 
Peck,  Harry  Wallers,  blacksmith,  second  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  May  23,  1918. 

Died :  Receiving  ship,  Philadelphia,  Pa.,  September  24,  1918. 

Cause:  Influenza  and  broncho-pneumonia. 

Next  of  kin :  Wife,  Hazel  Peck,  R.  R.  1,  West  Liberty,  Ohio. 
Peck,  Luther  Longstreet,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Washington,  D.  C,  May  28,  191S. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  15,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Luther  Wesley  Peck.  1G40  Capouse  Avenue,  Scran- 
ton,  Pa. 
Peck,  Milton  Lyle,  landsman  electrician   (R),  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  February  4,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Grace  Olive  Peck,  1106  Constitution  Street,  Emporia, 
Kans. 
Peck,  Willis  Curtis,  coxswain,  United  States  Navy. 

Enlisted :  Allentown,  Pa.,  December  2,  1915. 

Died :  Naval  hospital,  Newport,  R.  I.,  March  31,  1918. 

Cause :  Tuberculosis. 

Next  of  kin:  Father.  Edwin  B.  Peck,  21  Chestnut  Street,  Batavia,  N.  Y. 
Pederson,  Eddie  Gus,  yeoman,  third  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  February  14,  1914. 

Died :  Receiving  Ship,  Puget  Sound,  Wash..  June  24,  1917. 

Cause:  Septicemia. 

Next  of  kin :  Father,  August  Pederson,  Clifton,  Tex. 
Pedrick,  Robert  Milton,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  July  7,  1917. 

Died :  Naval  Hospital,  League  Island,  Pa.,  March  25,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  Pedrick,  R.  F.  D.  1,  Blue  Anchor,  N.  J. 
Peirce,  Phillip  Sherdan,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Indianapolis,  Ind.,  June  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Mrs.  Kate  Reynalds,  815  Shadewick  Street,  Indian- 
apolis, Ind. 
Pekelder,  Albert,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Navy  rifle  range,  Camp  Logan,  111.,  January  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,   Winnie   Van   Derwall,   1042   Logan   Street,   Grand 
Rapids,  Mich. 
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Pellitt,  William  James,  engineman,  first  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  June  30,  1915. 

Died:  U.  S.  S.  Cheyenne,  October  18,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Ella  Riegger,  308  Alcalde  Street,  Dallas,  Tex. 
Pembroke,  Leon  James,  seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enrolled:  Burlington,  Vt,  June  1,  1918. 

Died:  Naval  hospital,  Brooklyn,  N.  Y.,  October  13,  1918. 

Cause:  Bronchial  pneumonia. 

Next  of  kin :  Mother,  Annie  Agnes  Pembroke,  Middlesex,  Vt. 
Pence,  Eugene  Runyan,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Indianapolis,  Ind.,  July  23,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mrs.  Ola  Pence,  2324  East  Broad  Street,  New  Castle, 
Ind. 
Pendell,  James  Wesley,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Peoria,  111.,  July  29,  1918. 

Died:  U.  S.  S.  Alabama,  September  29,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Leander  Pendell,  Macomb,  111. 
Pendergast,  James  Michael,  seaman,  second  class,  U.  S.  N. 

Enlisted:  New  York,  N.  Y.,  December  4,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  April  4,  1918. 

Cause :  Meningitis. 

Next  of  kin  :  Father.  Michael  Pendergast,  992  Ogden  Avenue,  New  York, 
N.  Y. 
Pendleton,  Reise  Maxfield,  yeoman  (female),  third  class.  United  States  Naval 
Reserve  Force. 

Enrolled :  Boston,  Mass.,  June  17,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Daughter,  Marion  Maxfield  Pendleton,  Deerfield,  Mass. 
Pendleton,  George  William,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enrolled:  Cristobal,  Canal  Zone,  April  12,  1918. 

Died :  Fifteenth  naval  district.  Canal  Zone,  September  6,  1918. 

Cause :  Septicemia. 

Next    of   kin:    Father,    Frank    N.    Pendleton,    2087    Seventh    Street,    New 
York,  N.  Y. 
Pene,  Cleanties,  fireman,  second  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  May  28,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  3.  1918. 

Cause :  Street-car  accident. 

Next  of  kin  :  Sister,  Jane  S.  Pene,  Erath,  La. 
Peneski,  Thomas  Joseph,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  June  4.  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  May  30,  1918. 

Cause :  Tuberculosis. 

Next  of  kin  :   Father.  Thomas  Peneski.  723  Reynolds  Street,   Kansas  City, 
Kans. 
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I  enn,  Alfred,  Jr.,  chief  machinist's  mate,  United  States  Naval  Reserve  Force. 

Enrolled :  New  Orleans,  La.,  July  30,  1917. 

Died:  United  States  Naval  Auxiliary  Reserve  School,  Chicago,  111.,  October 
3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Edith  Ryan  Penn,  308  Weis  Building,  New  Orleans,  La. 
Penn,  Clifford  Applegate,  seaman,  second  class  (R),  United  States  Naval  Re- 
serve Force. 

Enrolled:  Philadelphia,  Pa.,  July  8,  1918. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  October  8,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Margaret  Lawrence  Penn,  Island  Heights,  N.  J. 
Pentony,  Vincent  Peter,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Pelham  Bay  Park,  N.  ¥.,  June  27,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  12,  1918. 

Cause :   Pneumonia. 

Next  of  kin  :  Guardian,  Peter  Ussher,  417  Manhattan  Street,  Brooklyn,  N.  Y. 
Peplau,  Rudolph  Oswalk,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  Haven,  Conn.,  May  14,  1917. 

Died :  Marine  hospital.  Stapleton,  Long  Island,  N.  Y.,  January  18,  1918. 

Cause ;  Pneumonia. 

Next  of  kin:  Father,  Andrew  replau,  267  Chapman   Street,  New  Britain, 
Conn. 
Pmppeu,  Elisha,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  December  14,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  Feb.  16,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin:  Mother,  Mrs.  Emma  G.  Wood,  Caushatta,  La. 
Percifield,  Arley,  boiler  maker,  United  States  Navy. 

Enlisted:  El  Paso,  Tex.,  May  31,  1916. 

Died:  U.  S.  S.  Pittsburgh,  October  21,  1918. 

Cause:  Broncho-pneumonia. 

Next   of   kin:  Mother,   Mrs.   Annie   Percifield,   2716   Wyoming    Street,   El 
Paso,  Tex. 
Percival,   Charles   Edward,   chief  quartermaster    (A),   United   States  Naval 
Reserve  Force. 

Enrolled:  New  York,  N.  Y.,  November  5,  1917. 

Died :  Naval  air  station,  Miami,  Fla.,  July  17,  1918. 

Cause:  Seaplane  accident. 

Next  of  kin :  Father,  William  Albert  Percival,  Portville,  N.  Y. 
Percival,  Donald  Wareham,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Burlington,  Vt.,  April  18,  1917. 

Died :  Naval  hospital,  Newport,  R-  L,  May  15,  1917. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mary  Percival,  Jerico,  Vt. 
Perez,  August,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  San  Juan,  P.  R.,  August  13,  1918. 

Died:  Naval  hospital,  Charleston,  S.  C,  September  29,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Candeloria  Monanto,  San  Pedro.  P.  R. 
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Perhoff,  Joseph  Matthew,  carpenter's  mate,  third  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  November  13,  1912. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  July  3,  1917. 

Cause :  Edema  of  lung. 

Next  of  kin :  Mother,  Josephine  Perhoff,  1045  Arcade  Street,  St.  Paul,  Minn. 
Perkins,  Herman  George,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Denver,  Colo.,  April  24,  1917. 

Died :  Receiving  ship,  San  Francisco,  Calif.,  May  2,  1917. 

Cause :     Cerebrospinal  fever. 

Next  of  kin  :  Mother,  Sarah  Perkins,  736  Colorado  Avenue,  Trinidad,  Colo. 
Perkins,  Lawrence  Adelbert,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  April  26,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  31,  1917. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Adelbert  Lorenzo  Perkins,  Ogunquit,  Me. 
Perkins,  Otis  Reid,  quartemaster,  first  class,  United  States  Navy. 

Enlisted  :  Bordeaux,  France,  January  22,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  April  20,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  None. 
Perkins,  Roger  Conant,   c7tief  quartermaster,   United   States   Naval  Reserve 
Force. 

Enrolled  :  New  York,  N.  Y.,  April  9,  1917. 

Died :  Naval  air  station,  Key  West,  Fla.,  March  14,  1918. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Mrs.  Sidney  Kingman  Perkins,  Manchester,  Vt. 
Perkins,  Rupert  Jackson,  apprentice  seaman,  United  States  Navy. 

Enlisted  :  St.  Louis.  Mo.,  May  4,  1917. 

Died :  Receiving  ship,  Washington,  D.  C,  September  23,  1917. 

Cause :  Dementia  prsecox. 

Next  of  kin  :  Father,  Clay  Perkins,  Hutsonville,  Mo. 
Perks,  Chart.es  Patrick,  landsman  for  yeoman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Peoria.  111.,  June  20,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  Frank  Perks,  Virden,  111. 
Perrii.i.o,  Angelo,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  March  31,  1917. 

Died:  Naval  hospital,  Portsmouth,  Va.,  May  11,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Beatrice  Perrillo,  11  John  Street,  Amsterdam,  N.  Y. 
Perrin,  Francis  Clarence,  mess  attendant,  third  class,  United  States  Naval 
Reserve  E'orce. 

Enrolled :  Newark,  N.  J.,  July  26,  1917. 

Died :  Naval  Reserve  hospital,  Pelham  Bay,  N.  Y.,  January  23,  1918. 

Cause:  Peretonitis.  acute. 

Next  of  kin  :  Father.  John  William  Perrin,  122  Claremont  Avenue,  Mont- 
clair,  N.  J. 
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Perbing,  Frank  Mallogh,  electrician,  third  class   United  States  Naval  Reserve 
Force. 

Enrolled  :  Pittsburgh,  Pa.,  May  14,  1917. 

Died  :  Naval  hospital,  Norfolk,  Va.,  April  13,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Father    John  Perring,  611  North  St.  Clair  Street,  Pittsburgh, 
Pa. 
Perrott,  James  Weller,  pharmacist's  mate,  third  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  May  24,  1917. 

Died :  U.  S.  S.  Mercy,  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Richard  W.  Perrott,  Center  Bernstead.  N.  H. 
Perry,  Clarence  Marchell,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  December  11,  1917. 

Died :  Navy  Base  Hospital  No.  5,  Brest,  France,  October  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Sarah  Carpenter,  159  Main  St.,  Westerly,  R.  I. 
Perry,  Donovan  Carlton,  chief  boatswain's  mate,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  March  3,  1915. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  15,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Maude  E.  Perry,  1801  Young  Street,  Dallas.  Tex. 
Perry,  George  H.,  chief  carpenter's  mate,  United  States  Naval  Reserve  Force. 

Enrolled :  Newport,  R.  I.,  November  20,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  23,  1918. 

Cause :  Appendicitis  acute. 

Next  of  kin :  Wife,  Lillian  B.  Perry,  49  Pearce  Street,  Fall  River,  Mass. 
Perry,  John  Milton,  musician,  first  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  April  28,  1917. 

Died:  Naval  Base  17  and  IS,  European  waters,  August  1,  1918. 

Cause :  Abdominal  wound. 

Next  of  kin :  Father,  Shuble  Perry,  Mentholia,  Tex. 
Perry,  Thomas  Wesley,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Atlanta.  Ga..  April  5,  1918. 

Died :  U.  S.  S.  Area,  October  2.  1918. 

Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin  :  Mother,  Mrs.  J.  C.  Perry,  Kingsland,  Ga. 
Perry  Willie  Lloyd,  fireman,  third  class,  United  States  Navy. 

Enlisted  :  Dallas,  Tex.,  January  24,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  the  missing  Cyclops. 

Next  of  kin:  Mother,  Mrs.  Christtenie  Perry,  R.  R.  1,  Speegleville.  Tex. 
Perry,  Willie  Virgel,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Louisville.  Ky.,  June  11,  1918. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Tillie  Ruby  Perry,  Cox  Creek,  Ky. 
Persinger,  James  Donald,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled  :  Omaha,  Nebr.,  June  3,  1918. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  September  29.  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  John  M.  Persinger,  Haswell.  Colo. 
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Person,  Arthur  Edwin,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  July  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111..  September  30,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Mathilda  Person,  802  South  Tenth  Street,  Lyons,  Iowa. 
Person,  William  Robert,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  December  14,  1917. 

Died :  Naval  hospital,  Portsmouth,  Va.,  May  13,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mary  Person,  Mount  Pleasant,  Tenn. 
Personett,  George  Edgar,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Peoria,  111.,  May  23,  1918. 

Died:  Naval  hospital,  Great  Lakes.  111.,  September  28,  1918. 

Cause :   Influenza-. 

Next    of    kin:  Wife.    Dora    Tbensa    Personett,    834    East    Water    Street, 
Pontiac,  111. 
Peksonette,  Hugh  Wessel,  apprentice  seaman.   United  States  Naval  Reserve 
Force. 

Enrolled:  Indianapolis,  Ind.,  July  31,  1918. 

Died  :  Naval  hospital,  Great  Lakes,  111.,  Soptember  25,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Father,  Fred  Personette,  Cambridge  City,  Ind. 
Peters,  Claire  Ramsheur.  landsman  for  electrician,  United  States  Naval  Re- 
serve Force. 

Enrolled :  New  Orleans,  La.,  May  18,  1917. 

Died :  New  Orleans.  La.,  February  17.  1918. 

Cause :  Peritonitis. 

Next   of  kin:  Mother,   Maggie    Summers    Peters,    1703   Polk    Street,   Alex- 
andria, La. 
Peters,  Clemons  George,  painter,  first  class,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  May  9,  1917. 

.Died:  Navy  collier  Cyclops,  June  14,  191 S. 

Cause:  On  missing  Cyclops. 

Next  of  kin :  Wife,  Mrs.  Gwen  Peters,  4140  Ashland  Avenue,  St.  Louis,  Mo. 
Peters,  Earl,  seaman,  United  States  Navy. 

Eidisted:  Minneapolis,  Minn.,  May  22,  1917. 

Died  :  Naval  hospital,  Key  West,  Fla.,  October  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Aunt.  Minnie  Lauschinger,  care  of  Mrs.  Richesih,  547  Meno- 
min  Avenue,  St.  Paul.  Minn. 
Peters,  Louis  Barnett.   yeoman,   second    class,    United    States  Naval  Reserve 
Force. 

Enrolled:   Philadelphia,  Pa..  May  15,  1918. 

Died:   Naval  air  station,  Gardiff,  Wales,  October  1,  1918. 

Cause :  Cerebrospinal  meningitis. 

Next  of  kin  :  Mother,  Jennie  Peters,  49  South  Fifth  Street,  Easton,  Pa. 
Peters.  Martin  Albert,  chief  commissary  steward,   United   States  Naval  Re- 
serve Force. 

Enrolled:  San  Francisco.  Calif.,  April  11,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918.  ■ 

Cause :  Member  of  crew  on  missing-  Cyclops. 

Next  of  kin:  Father,  Peter  H.  Peters,  2935  McKinley  Boulevard,  Milwau- 
kee, Wis. 
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Petersen,  Alfred  Carl,  fireman,  second  class,  United  States  Navy. 

Enlisted :   Buffalo,  N.  Y.,  December  13,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause  :  Killed  in  battle  with  enemy. 

Next  of  kin :  Father,  Mr.  Carl  Petersen,  Cattaraugus,  N.  Y. 
Peterson,  Arthur  Joseph,  quartermaster,  first  class,  United  States  Navy. 

Enlisted :   Portland,  Oreg.,  December  4,  1915. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Lost  life  when  vessel  was  sunk. 

Next  of  kin :   Brother,  Carl  Peterson,  10900  Michigan  Avenue,  Chicago,  111. 
Peterson,  Atry  Herbert,  landsman  for  quartermaster,  United  States  Naval  Re- 
serve Force. 

Enrolled  :   Minneapolis,  Minn.,  August  2,  1918. 

Died :   Dunwoody  Naval  Training  Schools,  October  5,  1918. 

Cause:   Pneumonia,  lobar. 

Next  of  kin :   Mother,  Minnie  Peterson,  box  K,  Eveleth,  Minn. 
Peterson,  Chester  Arthur,  apprentice  seaman,  United  States  Navy. 

Enlisted  :   Milwaukee,  Wis.,  June  7,  1918. 

Died  :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:   Influenza. 

Next  of  kin :   Father,  Helman  Peterson,  Ogdensburg,  Wis. 
Peterson,  Howard  Maurer,  musician,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled :   Great  Lakes,  111.,  July  8,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  4,  1918. 

Cause  :   Obstruction,  acute  intestinal. 

Next  of  kin :   Father,  Peter  W.  Peterson,  27  North  Yale  Street,  Vermillion, 
S.  Dak. 
Peterson,  Lawrence  Elmer,  apprentice  seaman,  United  States  Navy. 

Enlisted  :   New  York,  N.  Y.,  May  4,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  June  1,  1917. 

Cause :   Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Mrs.  Ealda  Holtz,  Clear  Lake,  Wis. 
Peterson,  Nils  Alfred,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :   Navy  yard,  Boston,  Mass.,  June  8,  1917. 

Died  :  Naval  hospital,  Chelsea,  Mass.,  July  22,  1918. 

Cause  :   Tuberculosis,  acute  general. 

Next  of  kin :    Mother,  Mrs.  Mathilda  Peterson,  4  Sunset  Avenue,  Forest 
Hills,  Boston,  Mass. 
Peterson,  Paul  Matthews,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled  :   Milwaukee,  Wis.,  July  25,  1918. 

Died :   Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :   Influenza. 

Next  of  kin :  Mother,  Hilda  Peterson,  1109  Gillette  Street,  La  Crosse,  Wis. 
Peterson,  Theodore  Engwal,  Jr.,  yeoman,  second  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  June  9,  1917. 

Died :  Receiving  ship  at  New  York,  March  17,  1918. 
Cause:  Pneumonia. 

Next  of  kin:  Mother,  Lena  Peterson,  10SO  West  Seventh  Street,  St.  Paul, 
Minn. 
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Peterson,  Verne  Anton,  landsman  yoeman,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  June  11,  1917. 

Died:  Salt  Lake  City,  on  leave,  January  11,  1918. 

Cause :  Acute  nephritis. 

Next  of  kin :  Father,  V.  Peterson,  753  South  Third  Street,  Salt  Lake  City, 
Utah. 
Peterson,  Wilhelm,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Indianapolis,  Ind.,  June  3,  1918. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Charles  Peterson,  box  197,  Medary ville,  Ind. 
Petiford,  Fay  Arthur,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  June  10,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  January  28,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  George  Petiford,  Walnut  Grove,  Mo. 
Petrone,  Genevieve  Josephine,  yeoman  (F),  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  San  Francisco,  Calif.,  July  27,  1917. 

Died :  San  Francisco,  Calif.,  October  27,  1917. 

Cause:  Wound,  gunshot. 

Next  of  kin :  Husband,  Burt  Petrone,  776  Bush  Street,  San  Francisco,  Calif. 
Petterson,   John   Algath,   molder,   first  class.   United   States  Naval   Reserve 
Force. 

Enrolled :  Boston,  Mass..  April  30,  1918. 

Died:  Naval  training  camp,  Hingham,  Mass..  September  23,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Wife,  Honor  Bernadette  Petterson,  376  Huntington  Avenue, 
Hyde  Park,  Mass. 
Petts,  Robert  Henry,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  November  30,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  May  13,  1918. 

Cause :  Diphtheria. 

Next  of  kin:  Mother,  Margaret  D.  Petts,  3  Regent  Circle,  Jamaica  Plain, 
Mass. 
Peveriix,  Harold,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  January  5,  1918. 

Died :  U.  S.  S.  submarine  chaser  209,  August  27,  1918. 

Cause:  Killed  when  U.  S.  S.  submarine  chaser  209  was  fired  upon  by  the 
enemy. 

Next  of  kin :  Mother,  Clara  Amanda  Peverill,  R.  F.  D.  5,  Waterloo,  Iowa. 
Peyser,  Harry,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  April  3,  1918. 

Died :  U.  S.  S.  Frederick,  October  19,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  George  Peyser,  105  West  One-hundred  and  fourteenth 
Street,  New  York,  N.  Y. 
Peyton,  John  Aloysius,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  May  9,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  January  17,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Brother,  James  Peyton,  corporal,  Thirteenth  Cavalry,  First 
Troop,  H,  United  States  Army,  Fort  Ringgold,  Tex. 
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Pfahlert,  Cael  Akthub,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Buffalo,  N.  Y.,  May  24,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  20,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  C.  C.  Roberts,  34  Chestnut  Street,  Lockport,  N.  Y. 
Pfeifek,  Frank,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  Orleans,  La.,  December  4,  1917. 

Died :  At  home,  October  13,  1916. 

Cause:  Influenza'. 

Next  of  kin :  Mother,  Mrs.  Nettie  N.  Pfeifer,  3931  St.  Charles  Avenue,  New 
Orleans,  La. 
Pflum,  Mieie  Mokton,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  October  6,  1915. 

Died :  U.  S.  S.  Charleston,  April  21,  1917. 

Cause:  Fall. 

Next  of  kin :  Mother,  Emma  Pflum,  Wauneta,  Nebr. 
Phaek,  Robert  Henby,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Atlanta,  Ga„  July  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Amanda  Bruce  Pharr,  Pine  Log,  Ga. 
Phelps,  Charles,  mess  attendant,  first  class,  United  States  Navy. 

Enlisted :  Vera  Cruz,  Mexico,  January  19,  1914. 

Died :  Naval  hospital,  Chelsea,  Mass.,  June  10,  1917. 

Cause :  Nephritis  chronic  paranechymatovs. 

Next  of  kin :  Mother,  Mrs.  Anna  Phelps,  115  South  Street,  Annapolis,  Md. 
Phelps,   Eldon    George,   landsman   for    machinist's   mate    (A),    United    States 
Naval  Reserve  Force. 

Enrolled :  Portland,  Oreg.,  June  28,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  18,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Pearl  Alberta  Phelps,  Moscow,  Idaho. 
Philbrick,  Evebett  Gerrish,  electrician,  third  class  (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  Boston,  Mass.,  June  1,  1917. 

Died :  Naval  air  station,  Moutchic  Lacanau,  August  13,  1918. 

Cause:  Drowning. 

Next  of  kin:  Father,  C.  H.  Philbrick,  266  Little  Nahant  Road,  Nahant, 
Mass. 
Philippi,  Lesteb  Joseph,  engineman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  August  17,  1914. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Died  when  vessel  was  sunk. 

Next  of  kin :  Father,  Herman  Bieldfleld  Philippi,  Sykesville,  Pa. 
Phillips,  Adelbert  Nelson,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Albany,  N.  Y,  April  19,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  August  24,  1917. 

Cause,  Pleusisy,  suppurative. 

Next  of  kin :  Mother,  Martha  Phillips,  Oriskany,  N.  J. 
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Phillips,  Adolph,  water  tender,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  October,  S,  1915. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  action. 

Next  of  kin :  Mother,  Eunice  Phillips,  638  Landis  Avenue,  Vineland,  N.  J. 
Phillips,  Charles  Larue,  seaman,  second  class,  signalman,  United  States  Navy. 

Enlisted:  Recruiting  Station,  Philadelphia,  Pa.,  February  20,  1917. 

Died :  Steamship  War  Knight,  March  24,  1918. 

Cause:  Lost  overboard. 

Next  of  kin :  Father,  Charles  Edward  Phillips,  Camp  Hill,  Pa. 
Phillips,  Daniel  Curran,  landsman  for  electrician   (R)    (O),  United  States 
Naval  Reserve  Force. 

Enrolled :  Meridian,  Miss.,  June  29,  1918. 

Died :   Dunwoody  Naval   training   School,   Minneapolis,   Minn.,   October  8, 
1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Brother,  William  D.  Phillips,  3300  Eighth  Street,  Meridian, 
Miss. 
Phillips,  Edwin  David,  engineman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Philadelphia,  Pa.,  April  26,  1917. 

Died :  U.  S.  S.  Buena  Ventura,  September  16,  1918. 

Cause :  When  vessel  was  torpedoed  by  enemy. 

Next  of   kin:  Mother,   Mrs.   F.   Phillips,   2038   South   Twenty-first   Street, 
Philadelphia,  Pa. 
PHiLLirs,  George  Gladstone,  electrician;  third  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Wilmington,  N.  C,  June  7,  191S. 

Died :  Naval  hospital,  Charleston,  S.  C,  October,  10,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Brother,  Evander  M.  Phillips,  P.  O.  Box  61,  Rockingham,  N.  C. 
Phillips,  Isaiah  H.,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Charleston,  S.  C,  October  26,  1918. 

Died :  United  States  naval  hospital,  Charleston,  S.  C,  November  4,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Minnie  O.  Phillips,  R.  R.  3,  Birmingham,  Ala. 
Phillips,  James  Ashton,  yeoman,  third  class,  United  States  Navy. 

Enlisted :     Pittsburgh,  Pa.,  May  20,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  29,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Father,  John  Phillips,  1417  Euclid  Avenue,  Steubenville,  Ohio. 
Phillips,  Van  Crooke,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Indianapolis,  Ind.,  May  4,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  May  27,  1918. 

Cause:  Appendicitis. 

Next  of  kin :  Mother,  Clara  S.  Phillips,  Newberry,  Ind. 
Phillips,  William  Millet,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Raleigh,  N.  C,  June  3,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  2,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Thomas  Jackson  Phillips,  R.  F.  D.  3,  East  Bend,  N.  C. 
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Philo,  Archie,  blacksmith,  United  States  Navy. 

Enlisted :  Old  Point  Comfort,  Va.,  September  24,  1915. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  14,  1917. 

Cause :  Carcinoma. 

Next  of  kin :  Mother,  Annie  M.  Philo,  2539  Findlay  Avenue,  Columbus,  Ohio. 
Phipps,  Geokge  Paul,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  April  10,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  July  6,  1917. 

Cause:  Pneumonia. 

Next  of  kin :  Mother.  Mrs.  Mary  Phlpps,  general  delivery,  Dos  Angeles,  Calif. 
Phipps,  John  William,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  April  21,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Sister,  Laura  Strought,  Bedford,  Ind. 
Picard,  Arthur  William,  chief  yeoman.  United  States  Navy. 

Enlisted :  Hampton  Roads,  Va.,  December  7,  1917. 

Died:  At  home,  September  18,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Mae  Picard,  185  Ralph  Avenue,  Brooklyn,  N.  Y. 
Picciano,  Michael  Anthony,  boiler  maker,  United  States  Navy. 

Enlisted :  Binghamton,  N.  Y.,  May  29,  1917. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause :  Sinking  of  vessel. 

Next  of  kin :  Father,  Pasquale  Picciano,  306  Squires  Avenue,  Endicott,  N.  Y. 
Picheloup,  Maurice  J.,  Jr.,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  Orleans,  La.,  August  8,  1918. 

Died:  Father's  home,  October  8,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Euphemia  Hilaire  Picheloup,  3919  Orleans  Street,  New 
Orleans,  La. 
Pichett,  Zip  Edward,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  October  15,  1917. 

Died :  Naval  Station,  Mare  Island,  Calif.,  December  13,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Louise  Pichett,  Newberg,  Oreg. 
Pickell,  Alexander  Holliday,  chief  quartermaster,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Navy  yard,  Washington,  D.  C,  March  20,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  April  18,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Julius  Holliday  Pickell,  221  West  Park  Drive,  Ra- 
leigh, N.  C. 
Pickett,   Russell,   landsman  electrician    (R),   United   States   Naval   Reserve 
Force. 

Enrolled :  Indianapolis,  Ind.,  May  27,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  November  10,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Ora  Alton  Pickett,  R.  R.  3,  Waynestown,  Ind. 
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Pickle,  Woodie  Clifton,  seaman,  United  States  Navy. 

Enlisted:  Jackson,  Miss.,  April  21,  1917. 

Died :  U.  S.  S.  Pittsburgh,  October  25,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  William  Woodie  Pickle,  Hamilton,  Miss. 
Pickeell,  John  Manley,  quartermaster,  third  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  19,  1916. 

Died :  Steamship  St.  Paul,  March  14,  1918. 

Cause:  Lost  overboard. 

Next  of  kin :  Mother,  Helen  M.  Atwell,  912  H  Street  NW.,  Washington,  D.  C. 
Pickworth,  Bernard,  chief  carpenter's  mate,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  April  9,  1917. 

Died :  Naval  base,  Plymouth,  England,  August  7,  1918. 

Cause:  Killed  by  accidental  fall. 

Next   of  kin :  Mother,   Mary   Kearney   Pickworth,   127   Portland   Avenue, 
Rochester,  N.  Y. 
Piebler,  Andrew  John,  landsman  electrician   (R),  United  States  Navy. 

Enlisted:  Buffola,  N.  Y.,  July  1,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Aunt,  Winifred  Lohmiller,  604  Maple  Street,  Rochester,  N.  Y. 
Pierce,  Blanche  Eleanor,  landsman  for  yeoman  (female),  United  States  Naval 
Reserve  Force. 

Enrolled :  Washington,  D.  C,  August  27,  1918. 

Died :  Georgetown  University  Hospital,  Washington,  D.  C,  October  6,  1918. 

Cause:  Influenza. 

Next  of  kin :  Husband,  James  Virgil  Pierce,  621  Twelfth  Street  NE.,  Wash- 
ington, D.  C. 
Pierce,  Harold  Elven  Lessley,  apprentice  seaman,  United  States  Naval  Re- 
serve Force. 

Enrolled :  St.  Louis,  Mo.,  July  31, 1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Hannah  Pierce,  Harviel,  Mo. 
Pierce,  Harold  Eugene,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  January  18,  1918. 

Died :  Naval  Hospital,  Newport,  R.  I.,  March  19,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Francis  Pierce,  45  South  Ninth  Street,  Newark,  N.  J. 
Pierce,  Melvin  Warren,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  June  27,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Altie  Jane  Spiess,  1120  Buffman  Street,  Milwaukee, 
Wis. 
Pierce,  Nollte  Andrew,  chief  boatswain's  mate,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  January  22,  1918. 

Died :  United  States  Naval  hospital,  Brooklyn,  N.  Y.,  September  30,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Henry  B.  Pierce,  Marthasville,  La. 
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Pierpont,  Robert  Jennings,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Parkersbnrg,  W.  Va.,  June  20,  1918. 

Died :  United  States  naval  hospital,  Norfolk,  Va.,  October  6,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Father,  Frank  Pierpont,  1332  South  Pennsylvania  Avenue, 
Wellston,  Ohio. 
Pierson,  Manford  Carl,  landsman  for  yeoman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Omaha,  Nebr.,  May  17,  1918. 

Died:  United  States  naval  hospital,  Great  Lakes,  111.,  October  22,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  Nels  Pierson,  Albert  City,  Iowa. 
Pigott,  Charles  Henry,  mess  attendant,  third  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Morehead  City,  N.  C,  August  7,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  12,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  Manuel  Pigott,  13  North  Street,  Morehead  City,  N.  C. 
Pike,  Robert  Marie,  landsman  machinist's  mate,  United  States  Naval  Reserve 
Force. 

Enrolled:  Des  Moines.  Iowa,  June  25.  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  12,  1918. 

Cause :  Influenza. 

Next  of  kin :  AVife,  Izora  Pike,  Ida  Grove,  Iowa. 
Pillivant,  William,  landsman  machinist's  mate  (A),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Cleveland.  Ohio,  July  1,  1918. 

Died :  Naval  Hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Wife,  Lelia  Pillivant,  508  Lakes  Avenue,  Elyria,  Ohio. 
Pillow,  Major  Murray,  bugler,  United  States  Naval  Reserve  Force. 

Enrolled :  Louisville.  Ky.,  June  6,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  30,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Hayden  Pillow,  Russellville,  Ky. 
Pinke,  John  Howard,  cabin  steward,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  February  27,  1917. 

Died :  U.  S.  S.  Baltimore,  December  11,  1917. 

Cause :  Myocarditis. 

Next  of  kin :  Aunt,  Mrs.  Lizzie  Walker,  Phoebus,  Va. 
Pinkham.   Arthur  Monroe,   seaman,  second  class,  United   States  Naval  Re- 
serve Force. 

Enrolled :  Boston,  Mass.,  April  24,  1918. 

Died :  Naval  hospital.  Newport,  R.  I.,  October  2,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Nellie  Pinkham,  402  Essex  Avenue,  West  Gloucester, 
Mass. 
Pinkston,  Harlie  Milton,  water  tender,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  August  14,  1915. 

Died :  U.  S.  S.  Pittsburgh,  October  21,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mary  Elizabeth  Boutean,  329  Flynn  Avenue,  Alva, 
Okla. 
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Pirolo,  James,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enrolled  :  Newark,  N.  J.,  May  8,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  24,  1018. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Thomas  Pirolo,  17  Elm  Street,  Paterson,  N.  J. 
Pitt,  Vebneb  Pay,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Nashville,  Tenn.,  December  12,  1917. 
Died:  Naval  hospital.  Norfolk,  Va.,  February  27,  1918. 
Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Johnnie  Etta  Pitt,  R.  F.  D.  6,  Springfield,  Tenh. 
Pittman,  Allen  Wallace,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Los  Angeles,  Calif.,  December  14,  1917. 
Died:  Naval  station,  Mare  Island,  Calif.,  March  12,  1918. 
Cause:  Measles  and  broncho-pneumonia. 
Next  of  kin :  Mother,  Amanda  Pittman,  Maricopa,  Calif. 
Plaine,    Joseph    Wellington,   seaman   signalman,   first  class,   United    States 
Navy. 
Enlisted :  Cincinnati,  Ohio,  June  6,  1917. 
Died :  Steamship  Merton  Hall,  February  11,  1918. 
Cause :  When  vessel  sunk. 

Next  of  kin :  Father,  Philip  Plaine,  364  East  Main  Street,  Newark,  Ohio. 
Planchon,    Gilbert   Clemont,   landsman   quartermaster    (A),    United    States 
Naval  Reserve  Force. 
Enrolled :  St.  Louis,  Mo.,  January  30,  1918. 

Died:  Naval  training  station,  Great  Lakes,  111.,  February  6,  191S. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  John  P.  R.  Planchon,  Monett,  Mo. 
Plant,  Howard  William,  electrician,  third  class  (R),  United  States  Navy. 
Enlisted :  Albany,  N.  Y.,  June  8,  1916. 
Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 
Cause:  Killed  in  action. 

Next  of  kin :  Mother,  Mrs.  Agnes  Plant,  20  Front  Street,  Burlington,  Vt. 
Platt,  Thomas  W.f  Jr.,  quartermaster,  third  class.  United  States  Naval  Re- 
serve Force. 
Enrolled :  Boston,  Mass.,  April  7,  1917. 
Died :  Ellsworth,  Me.,  October  14,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin:   Father,   Thomas   W.   Platt,   24   Walnut   Avenue,   Andover, 
Mass. 
Pleasant,  Richard  Edward,  wardroom  cook,  United  States  Navy. 
Enlisted :  Charleston,  S.  C,  August  25,  1916. 
Died :  Naval  hospital,  Las  Animas,  Colo.,  June  4,  1917. 
Cause:  Tuberculosis. 

Next  of  kin :  Sister,  Lucille  Miles,  2249  Wyllie  Avenue,  Pittsburgh,  Pa. 
Plew,  Howard,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Seattle,  Wash.,  December  6,  1917. 
Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 
Cause :  Lost  his  life  when  vessel  was  torpedoed. 
Next  of-  kin :  Wife,  Alice  D.  Plew,  Malage,  Wash. 
Plewa,  Joseph,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enrolled :  Buffalo,  N.  Y.,  July  30,  1918. 

Died:    Naval   hospital,    Great   Lakes,    111.,    September    21,    1918. 
Cause:  Influenza. 
Next  of  kin :  Father,  Andrew  Plewa,  360  Amherst  Street,  Buffalo,  N.  Y. 
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Plowman,  Gordon,  yeoman,  third  class,  United  States  Navy. 
Enlisted:  Dallas,    Tex.,    April    6,    1917. 
Died :  Naval  hospital,  Great  Lakes,  111.,  November  7,  1917. 
Cause :  Cerebrospinal  fever. 

Next    of   kin:  Brother,    M.    M.    Plowman,    819    Commonwealth    Building, 
Dallas,  Tex. 
Pochel.   Harold  Julius  Tremaine,   apprentice  seaman,   United  States  Navy. 
Enlisted:  Portland,  Oreg.,  December  8,  1917. 

Died:  Naval   training  camp,   San  Diego,  Calif.,  February  6,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.   Hattie  Pochel,   Wenatchie,   Wash. 
Pooklington,  Clifford  Tap,  fireman,  third  class,  United  States  Navy. 
Enlisted:  Indianapolis,  Ind.,  March  30,  1916. 
Died :  U.  S.  S.  Arkansas,  May  25,  1917. 
Cause:  Killed  by  interurban  car. 

Next  of  kin :  Father,  Cornelius  Pocklington,  Hollaway,  Mich. 
Poe,  Leonard  Andrew,  apprentice  seaman,  United  States  Navy. 
Enlisted :  Minneapolis,  Minn.,  July  19,  1918. 
Died  :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 
Cause :     Influenza. 

Next  of  kin:  Mother,  Lizzie  Weber  Poe,  R.  R.  2,  Williston,  N.  Dak. 
Poff,  Alfred,  fireman,  second  class,  United  States  Navy. 
Enlisted:  Nashville,  Tenn.,  April  20,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  On  missing  Cyclops. 

Next  of  kin :  Mother,  Julis  Poff,  Murphreesboro,  Tenn. 
Poff,  Murry  Johnson,  fireman,  third  class,  United  States  Navy. 
Enlisted:  Richmond,  Va.,  June  8,  1918. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  6,  1918. 
Cause :  Pleurisy,  following  pneumonia. 
Next  of  kin :  Father,  James  Andrew  Poff,  Willis,  Va. 
Pofi,    Quirino   Joseph,    carpenter's   mate,    third    class,    United    States   Naval 
Reserve  Force. 
Enrolled :  Newport,  R.  I.,  June  26,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  October  2,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Vincenzo  Pofi,  551  Union  Avenue,  Providence,  R.  I. 
Pohl,  Julius,  fireman,  second  class,  United  States  Naval  Reserve  Force. 
Enrolled :  Staten  Island,  N.  Y.,  July  22,  1917. 
Died :  U.  S.  S.  Penobscot,  October  5,  1918. 
Cause:  Drowned. 

Next  of  kin:  Brother,  Hero  Pohl,  U.   S.  S.  Aeolus,  care  of  postmaster, 
New  York. 
Polan,  Verne  Emmett,  fireman,  third  class,  United  States  Naval  Reserve  Force. 
Enrolled:  Detroit,  Mich.,  July  2,  1918. 
Died :  Naval  hospital,  New  York,  N.  Y.,  October  4.  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Nellie  Mahaska  Polan,  Orion,  Mich. 
Poland,  Archie  Lee,  fireman,  third  class,  United  States  Naval  Reserve  Force. 
Enrolled :  Kansas  City,  Mo.,  July  15,  1918. 
Died :  U.  S.  S.  Solace,  September  30,  1918. 
Cause:  Broncho-pneumonia. 
Next  of  kin :  Father,  H.  Melvin  Poland,  R.  R.  4,  Abilene,  Kans. 
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Polk,  George  Russell,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  December  14,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  23,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  Tim  Polk  (address  unknown). 
Pollan,  John,  chief  boatswain's  mate,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  February  6,  1918. 

Died :  Naval  hospital,  New  York,  N.  Y.,  April  22,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Cousin,  Daniel  Curian,  320  Broadway,  Fall  River,  Mass. 
Pollakd,  Dewey  Oliver,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled  :  Miami,  Fla.,  June  10,  1918. 

Died :  U.  S.  S.  Mercy,  October  12,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Maggie  A.  Pollard,  Lemon  City,  Fla. 
Pollard,  Edward  Spottswood,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  July  9,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  William  G.  Pollard,  Ayletts,  Ya. 
Pollttt,  Chalmer  Lewis,  electrician,  second  class   (R.),  United  States  Naval 
Reserve  Force. 

Enrolled :  Los  Angeles,  Calif.,  April  10,  1917. 

Died:  Naval  radio  station,  San  Diego,  Calif.,  May  5,  1918. 

Cause:  Drowning. 

Next  of  kin:  Mother,  Emma  Pollitt,  663  West  Thirty-fifth  Place,  Los  An- 
geles, Calif. 
Pollock,  Delbert  Thomas,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  June  4,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  28,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Quincy  Elton  Pollock,  Burlington,  Kans. 
Pomeroy,  Ralph  Gordon,  seaman,  second  class,  United   States  Navy    Reserve 
Force. 

Enrolled :  Buffalo,  N.  Y.,  June  3,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  October  1,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Jessie  M.  Cutler,  4326  Lake  Park  Avenue,  Chicag  >.  III. 
Pohetta,  James  John,  landsman  electrician  (R.),  United  States  Navy. 

Enlisted :  Mare  Island,  Calif.,  November  26,  1917. 

Died :  Navy  Yard,  Mare  Island,  Calif.,  October  23,  1918. 

Cause:  Influenza,  pneumonia. 

Next  of  kin :  Brother,  Alfred  J.  Pometta,  Benicia,  Calif. 
Ponce,  Michael  Francis,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  May  13,  1918. 

Died:  Brooklyn,  City  Hospital,  Brooklyn,  N.  Y.,   September  23,  19 IS. 

Cause:  Pneumonia. 

Next  of  kin :  Brother,  John  J.  Ponce,  8  Acorn  Street,  Elmhurst,  N.  Y. 
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Pool,  Jesse,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  May  8,  1917. 

Died :  U.  S.  S.  South  Carolina,  May  31,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Julia  Pool,  Baldwin,  Ga. 
Pope,  Archie  Harris,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Jackson,  Miss.,  December  15,  1917. 

Died :  U.  S.  S.  Solace,  October  1,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Willmon  H.  Pope,  Columbia,  Miss. 
Pope,  George  Erskine,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  December  19,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  1,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Ammie  May  Barrett  Pope,  South  Jacksonville,  Fla., 
Box  51. 
Pope,  Rtjfus  Earl,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  May  20,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  23,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Nancy  E.  Pope,  London,  Ky. 
Pope,  William  Archie,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  April  20,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Josphine  Pope,  138  Overton  Place,  Knoxville,  Tenn. 
Portek,  Amos  Maroellus,  shipfitter,  second  class,  United  States  Navy. 

Enlisted:  Richmond,  Va.,  May  8,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Kate  C.  Porter,  Ashland,  Va. 
Porter,  Bernard  La  Chance,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Cincinnati,  Ohio,  May  13,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Chase  T.  Porter,  Richwood,  Ohio. 
Porter,  Gordon  Cruisere,  gunner's  mate,  first  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  St.  Louis,  Mo.,  April  6,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  J.  Scanlon,  317  Dix  Avenue,  Detroit,  Mich. 
Porter,  Harry  Page,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted:  Portland,  Me.,  April  26,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  14,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Bert  Page  Porter,  Bodwell  Street,  Sanford,  Me. 
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Pouter,  William  Henry,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  United  States  Naval  Auxiliary  Reserve  School,  Chicago,  111.,  May 
14,  1918. 

Died :  Naval  Auxiliary  Reserve,  Cleveland,  Ohio,  August  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :   Mother,   Mrs.   Sarah  Porter,   4153  North  Ashland   Avenue, 
Chicago,  111. 
Porter,  William  I.,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  April  5,  1918. 

Died :  U.  S.  S.  West  Bridge,  August  15,  1918. 

Cause:  Died  when  vessel  was  torpedoed. 

Next  of  kin :  Wife,  May  E.  Porter,  8114  Sixty-sixth  Avenue  SE.,  Portland, 
Oreg. 
Portner,  Charles  Augustus,  seaman,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  March  16,  1917. 

Died :  U.  S.  S.  Benham,  July  22,  191S. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Theresa  Russell,  1501  North  Fulton  Avenue,  Balti- 
more, Md. 
Post,  Carl  John,  landsman,  electrician  (R.).  United  States  Naval  Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  June  3,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  5,  1918. 

Cause :   Influenza. 

Next  of  kin :  Wife,  Gladys  Alene  Post,  Thayer,  Kans. 
Post,    Frederick,    Elsworth,    machinist's   mate,    second   class,    United    States 
Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  October  1,  1917. 

Died:  U.  S.  S.  Cherokee,  February  2G,  1918. 

Cause:  Died  when  vessel  foundered. 

Next  of  kin  :  Father,  Fred  E.  Post,  98  Second  Street,  Keyport,  N.  J. 
Poston,  Charles  William,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  St.  Louis,  Mo.,  June  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Cynthia  Ann  Poston,  Des  Arc,  Mo. 
Pote,  George  Washington,  oiler,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  January  8,  1916. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action. 

Next  of  kin :  Sister,  Mabel  Pote,  2021  Frankford  Avenue,  Philadelphia,  Pa. 
Potier,  Sylvain,  fireman,  third  class,  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  July  24,  1917. 

Died :  Naval  Hospital,  Charleston,  S.  C,  January  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Adam  Potier.  R.  F.  D.  1,  Breaux  Bridge,  La. 
Potter,  Charles  Gilbert,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Detroit,  Mich.,  June  4,  1918. 

Died:  U.  S.  S.  Mercy,  October  14,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Jane  Potter,  Alba,  Mich. 
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I'ottek,  George  Abtbtub,  seaman,   second   class,   United   States  Naval    Reserve 

Force. 
Enrolled:  Des  Moines,  Iowa,  May  22,  1918. 
Died:  Naval  hospital.  Great  Lakes,  111.,  September  29.   L918. 
Cause :  Influenza. 

Nest  of  kin:  Father,  Birt  Potter,  Canton,  Iowa. 
Potter,  Harold  Clark,  gunner's  mate,  third  class,  United  States  Naval  Reserve 

Force. 
Enrolled :  Minneapolis,  Minn.,  April  20,  191S. 
Died:  Naval  hospital,  Annapolis,  Md.,  October  19,  1918. 
Cause :  Pneumonia,  following  influenza. 
Next  of  kin :  Mother,  Sarah  Jenkins,  Melville,  N.  Dak. 
Potter,  Harry  LeRoy,  gunner's  mate,  first  class,  United  States  Navy. 
Enlisted :  Newport,  R.  I.,  June  29,  1916. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  Member  of  crew  on  missing  Cyclops. 
Next  of  kin:  Mother,  Mrs.  Emma  J.   Potter,  108  East  McClure  Avenue, 

Peoria,  111. 
Potter,   Norman   Charles,   apprentice  seaman,   United    States   Naval    Reserve 

Force. 
Enrolled  :   Pittsburgh,  Pa.,  July  12,  1918. 

Died :   Naval  training  station,  Great  Lakes,  111.,  September  30,  1918. 
Cause:    Pneumonia,  lobar. 
Next  of  kin :   lather,  Charles  E.  Potter,  box  584,  Wellsburg,  W.  Va. 

Potts,  Harry,  seaman,  second  class.  United  States  Navy. 

Enlisted :   Indianapolis,  Ind.,  December  14,  1917. 

Died :   U.  S.  S.  Shaw,  October  9,  1918. 

Cause :   Lost  life  when  vessel  was  sunk. 

Next  of  kin  :   Father,  Owen  Potts,  Crestwood,  Ky. 
Potz,  Louis,  ship  fitter,  second  class,  United  States  Navy. 

Enlisted :   Detroit,  Mich.,  March  21,  1917. 

Died  :   Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :   Brother,  Fred  J.  Potz,  551  Ashland  Avenue,  Detroit,  Mich. 
Poulson,  John  Henry,  fireman,  first  class,  United  States  Navy. 

Enlisted :   Salt  Lake  City,  Utah,  April  14,  1917. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  28,  1918. 

Cause:   Broncho-pneumonia. 

Next  of  kin  :  Father,  John  A.  Poulson,  Mammoth,  Utah. 
Powell,  Alonzo  Griswold,  chief  machinist's  mate,  United  States  Navy. 

Enlisted  :  Burlington,  Vt.,  January  8,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  6,  1918. 

Cause :    Pneumonia,  broncho. 

Next  of  kin :   Mother,  Mrs.  Christine  Powell,  Jeffersonville,  Vt. 
Powell,  Foster  Saunder,  yeoman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :   Norfolk,  Va.,  May  10,  1918. 

Died :  While  on  leave,  October  21,  1918. 

Cause :   Pneumonia. 

Next  of  kin :   Mother,  Edna  Virginia  Powell,  2002  Grove  Avenue,  Richmond, 
Va. 
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Powell,  James  Polk,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Jackson,  Miss.,  July  23,  1917. 

Died :  Navy  collier  Cyclops,,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Nest  of  kin :  Father,  Lisbon  L.  Powell,  Kemp,  Tex. 
Powers,  Clyde  Selby,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Peoria,  111.,  May  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Feme  Warrick  Powers,  Waynesville,  111. 
Powers,  Frank  Herbert,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  March  3,  1917. 

Died :  U.  S.  S.  Roc,  Naval  Base  Hospital  No.  5,  July  3,  1918. 

Cause:  Tetanus. 

Next    of    kin:  Father,    George    Powers,    1313    Kenton    Street,    Springfield, 
Ohio. 
Powers,  Frank  James,  landsman  for  electrician  (G),  United  States  Navy. 

Enlisted:  Peoria,  111.,  January  9,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  February  18,  191S. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Edmond  Powers,  1116  Second  Avenue,  Peoria,  111. 
Powers,  Joseph  Francis,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Chicago,  111.,  June  6,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  August  10,  1918. 

Cause:  Accidental  drowning. 

Next  of  kin :  Father,  Joseph  Powers,  1138  Wenona  Avenue,  Oak  Park,  111. 
Powers,  Linwood  Lawrence,  chief  carpenter's  mate,  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  December  15,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  15,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Linda  Powers,  2  Armstrong  Street,  Portsmouth,  Va. 
Powers,  Raymond  Ora,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  July  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Edith  F.  Davis,  Plainville,  Ohio. 
Powers,  Robert  Hardy,  painter,  second  class,  United  States  Navy. 

Enlisted :  Raleigh,  N.  C,  June  4,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Mrs.  Mary  Powers,  R.  D.  2,  Asheville,  N.  C. 
Poyneer,  Warner  Raywalt,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  December  15,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Seymour  Poyneer,  Branchfort,  N.  Y. 
Prather,  Dewey  Ray,  electrician,  first  class,  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  March  19,  1917. 

Died:  Naval  hospital,  Key  West,  Fla.,  October  21,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Ellen  Prather,  box  45-0,  route  3,  Thirty-ninth 
and  Wolman  Streets,  San  Diego,  Calif. 
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Pratt,  Chester  Harmon,  ship's  cook,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Detroit,  Mich.,  July  13,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Ester  Harmon  Pratt,  Durand,  Mich. 
Pratt,  Claude  Edward,  landsman  electrician    (R),  United   States  Naval  Re- 
serve Force. 

Enrolled :  Kansas  City,  Mo.,  December  11,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  March  4,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Gertrude  M.  Pratt,  Lindsborg,  Kans. 
Pratt,  Harold  Edward,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Me.,  December  21,  1916. 

Died :  Brooklyn  home  for  consumptives,  Brooklyn,  N.  Y.,  October  23,  1918. 

Cause :  Tuberculosis. 

Next  of  kin :  Guardian,  Frank  Cram,  27  Wilson  Street,  Eastport,  Me. 
Pray,  Harry  Orton,   electrician,   second   class,   United   States  Naval  Reserve 
Force. 

Enrolled :  Traverse  City,  Mich.,  July  23,  1917. 

Died :  U.  S.  S.  Indiana,  February  8,  1918. 

Cause :  Abscess  of  lung. 

Next  of  kin :  Father,  George  E.  Pray,  Ti'averse  City,  Mich. 
Prescott,  Charles  Edward,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  November  8,  1916. 

Died :  Naval  hospital,  Chelsea,  Mass.,  February  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Bertha  M.  Walsh,  121  Charles  Street,  Boston,  Mass. 
Preston,  John  Richard,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Newport,  R.  I.,  December  10,  1917. 

Died :  Naval  hospital,  New  London,  Conn.,  September  20,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Mary  Preston,  19  Meadow  Avenue,  Lonsdale,  R.  I. 
Price,  Harry,  ship's  cook,  fourth  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Boston,  Mass.,  April  10,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  11,  1918. 

Cause :  Influenza. 

Next  of  kin :  Brothei*,  Simon  Price,  67  Joy  Street,  Boston,  Mass. 
Price,  Herbert  Reginal,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  23,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin  :  Father,  Herbert  R.  Price,  1616  Ellamont  Street,  Baltimore,  Md. 
Price,  Jesse  Edward,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Baltimore,  Md.,  June  19,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  September  30,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Joseph  Edward  Price,  Shenandoah  Junction,  W.  Va. 
Price,  Julius  Clyde,  landsman  yeoman,  United  States  Navy. 

Enlisted:  Atlanta,   Ga.,  July  13,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  3,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Frances  Wright  Price,  Summervilie  Road,  Rome,  Ga. 
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Prick,  Laweencb  Hannon,  fireman,  third  class,  United   States  Naval   Reserve 
Force. 

Enrolled:  Kansas  City,  Mo.,  October  10,  1917. 

Died:  Naval  training  station,  Great  Lakes,  111.,  December  12,  1917. 

Cause:  Suicide. 

Next  of  kin  :  Wife,  Gertrude  M.  Price,  4530  South  Benton  Street,  Kansas 
City,  Mo. 
Prick,  Thomas  Edwin,  storekeeper,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Ocean  City,  Md.,  August  17,  1917. 

Died:  United  States  Army  hospital,  Mailly,  Marne,  France,  October  22,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Cornelia  Price,  Centerville,  Md. 
Prii.laman,  Seth  Edwin,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  Richmond,   Va.,    June  3,    191S. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  4.  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Father,  Elkanah  Prillaman,  Callaway,  A'a. 
Pringi.k,  Bruce  Charles,   fireman,   third   class,    United    States   Naval   Reserve 
Force. 

Enrolled:  Detroit,  Mich.,  June  28,  1918. 

Died:  U.  S.  S.  Mercy,  October  11,  1918. 

Cause :   Pneumonia. 

Next  of  kin:  Father,  George  R.  Prlngle,  18  Thompson  Court,  Pontiac,  Mich. 
Prinz,  Frank  John,  seaman,  second  class,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  June  23,  1917. 

Died:  U.  S.  S.  Michigan,  January  15,  1918. 

Cause:  Skull  fractured. 

Next  of  kin :  Father,  Henry  Hurdelbrink,  Sherwood,  N.  Dak. 
Pritchard,  William  Henry,  fireman,  second  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  December  8,  1917. 

Died:  United  States  naval  hospital,  Liege,  Scotland,  November  9,  1918. 

Cause:  Influenza.. 

Next  of  kin :  Harriet  Pritchard,  Plymouth,  Calif. 
Pritzlaff,  Charles  Phillip,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Peoria,  111.,  June  13,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Edith  Elizabeth  Pritzlaff,  4538  North  Ashland  Avenue, 
Chicago,  111. 
Proctor,  Bash  Allen,   machinist's  mate,   second  class,    United   States  Naval 
Reserve  Force. 

Enrolled :  Baltimore,  Md.,  December  11,  1917. 

Died  :  Naval  hospital,  Norfolk,  Va.,  October  14,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Ida  Proctor,  Shadyside,  Md. 
Proffitt,  John  Milton,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Raleigh,  N.  C,  July  11,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  James  Madison  Proffitt,  Burnsville,  N.  C. 
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Pbouty,  Lloyd  Lenton,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  April  24,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  May  25,  1918. 

Cause :  Diphtheria. 

Next  of  kin :  Father,  Merritt  A.  Prouty,  Davenport,  Wash. 
Pbyob,  James   Patrick,   seaman,  second  class,   United   States   Naval   Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  June  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause :  Pneumonia,  lobar. 

Nest  of  kin :  Father,  James  Pryor,  30  Radford  Street,  Yonkers,  N.  Y. 
Pezybylski,  Valentine,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  April  24,  1917. 

Died :  U.  S.  S.  Von  Steuben,  March  5,  1918. 

Cause :  Gunshot  wound. 

Next  of  kin :  Father,  Mr.  Leon   Przybylski,  150  Rother  Avenue,  Buffalo, 
N.  Y. 
Puffer,  Percy  Wilbur,  landsman  machinist's  mate  (A),  United  States  Navy. 

Enlisted :  Burlington,  Vt.,  December  15,  1917. 

Died :  Naval  training  station,  naval  operating  base,  Norfolk,  Va.,  May  25, 
1918. 

Cause:  Killed  in  street-car  accident. 

Next  of  kin :  Mother,  Mrs.  Elizabeth  A.  Puffer,  Columbia,  Me. 
Pugh,  David  Edwin  Claude,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  December  10,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  January  4,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Mother,  Albionia  Rogers  Pugh,  3735  North  Fifteenth  Street, 
Philadelphia,  Pa. 
Pugh,  Russell  Hawoeth.    apprentice  seaman.   United   States  Naval   Reserve 
Force. 

Enrolled:  Philadelphia,  Pa.,  July  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  4,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Albionia  Rogers  Pugh,  3735  North  Fifteenth  Street, 
Philadelphia,  Pa. 
Pulham,  Charles  Alexander,  hospital  apprentice,   first  class,  United  States 
Navy. 

Enlisted :  Baltimore,  Md.,  May  29,  1918. 

Died :  Naval  hospital,  Newport,  R.  L,  September  17,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Mr.  Thomas  W.  Pulham,  2934  East  Baltimore,  Balti- 
more, Md. 
Pulis,  James  Bryson.  ship's  cook,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Navy  yard,  New  York,  N.  Y.,  August  7, 1917. 

Died :  U.  S.  S.  George  Washington,  March  30,  1918. 

Cause :  Asphyxiation  by  illuminating  gas. 

Next  of  kin:  Wife,  Mrs.  Margaret  J.  Pulis,  138  Elder  Street,  Brooklyn, 
N.  Y. 
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i'i  uuey,  William  Robert,  seaman,  third  class,  United  States  Navy. 

Enlisted:  Now  Orleans;  La.,  April  12,  1017. 

Died:   Naval  hospital,  Now  York.  N.  V..  April  7.  191S. 

Oause:  Pneumonia,  lobar. 

Next    of    kin:   Mrs.    John    Thomas    Pulley,    548    Octavia    Street,    Now    Or- 
leans, La. 
Pui.s,  Edwin  l'hiNKsr,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled  :   Milwaukee.  Wis..  June  20,   191S. 

Died:  Mountainside  Hospital.  Montclair,  N.  J..  October  l,  1918. 
Cause:  Pneumonia. 

Next    of  kin:    Sarah    Ernestine   Puis.   ,-?i;s   Seventeenth    Avenue.    Milwaukee, 
Wis. 

Polver,  Harold  Leslie,  seaman,  first  eiass.  United  states  Naval  Reserve  Force 

Enrolled:  New  Haven,  Conn.,  May  7.  1917. 

Died:   Naval  hospital.  New  York.  September  21.  1917. 

Cause :  Pneumonia,  lobar. 

Next   of  kin:   Mother,  Mrs.  Emma  Pulver,  119  Wesl   Main   Street,  Mention. 
Conn. 
PURCELL,  John   Leo,  seaman,  second  class,  United  Slates  Naval   Reserve  Force. 

Enrolled:   Syracuse.  N.   Y.,  June  :"..   PUS. 

Pied:   Naval  hospital.  lVlliam  Kay  Park,  N.  Y..  October  5,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  John  Purcell,  Richfield  Springs,  N.  Y. 
Purinton,  Nathaniel  Snow,  seaman,  second  class.  United  states'  Naval  Reserve 
Force. 

Enrolled:  Portland,  Me..  June  26,  1918. 

Died:   Naval  hospital,  Chelsea.  Mass..  September  19.  1918. 

Cause:  Influenza. 

Next    of    kin:  Mother.    Mrs.    Marion    Stevens.    1S9   Lisbon    Street,    Lewis- 
ton,  Me. 
Purinton,  Roland  Earlb,  quartermaster,  tirst  class.  United  States  Naval  Re- 
serve Force. 

Enrolled:   Bath,  Mo..  April  26,  1917. 

Died:  Naval  hospital.  Chelsea.  Mass..  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father.  Emery  E.  Purinton.  Bowdoinham,  Me. 
Purvis,  Claude  II.,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Jackson.  Miss.,  December  8,  1917. 

Died:  Naval  hospital.  Norfolk.  Va..  January  16,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin  :  Mother.  Mrs.  Francis  A.  Purvis,  Puckett,  Miss. 
PURVIS,  WILLIAM  Y..  apprentice  seaman.  United  States  Navy. 

Enlisted  :  Jackson,  Miss..  December  7,  1917. 

Died  :  Naval  hospital.  Norfolk.  Va.,  January  17,  1918. 

Cause:    Cerebrospinal   fever. 

Next   of  kin:   Mother.   Mrs.  Cornelia   Purvis.   K.  F.  P.  No.  2,  box  50,  Pela- 
hatchie,  Miss. 
Putnam,  Avers  Wentwobth,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Boston,  Mass..  December  4,  1917. 

Died  :  Naval  hospital.  Norfolk.  Va..  March  25.  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Mother.  Mary  Patterson  Putnam.  Rutland,  Mass. 
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Putnam,  Edwabd  Paybon,  landsman  for.ship's  fitter  (Aviation),  United  81 

Naval   Reserve  Force. 
Enrolled:  Lewiston,  Me.,  August  6,  1918. 
Died:  Naval  hospital,  Charleston,  s.  0.,  October  12,  1918. 
Cause :  Pneumonia,  broncho. 
Next  of  kin:  Aunt,  Mrs.  Elizabeth  F.  Grover,  80  Burleigh  Street,  Water 

villi*,  Me. 
Putnam,  Rot  Lee,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Des  Moines,  Eowa,  May  29,  1017. 
Died:  Naval  hospital,  Norfolk,  Va.,  February  20,  1918. 
< 'ause :  .Multiple  Injuries. 

Next,  of  kin  :  Father,  William  n.  Putnam,  Phoenix,  Ala. 
Qi  i.i.nkv  Lawbance,  seaman,  second  clasp,  United  States  Naval  Reserve  Force. 
Enrolled  :  St.   Loui  ,  Mo.,  July  8,   1918. 
Died:  Naval  hospital,  Greal  Lakes,  ill..  September  26,  1918. 
Cause:  Influenza. 

Next  of  kin:   Sister,  Marie  Queeney,  Hillsboro,  Ind. 
Quenneix,  H'imv  [bvino,  pharmacist's  mate,  third  ''hiss,  United  States  Naval 

Reserve   Force. 
Enrolled:  Boston,   Mass.,   September  20,   1917. 

Died:     Naval  training  camp,  Deer  Island,  Mas  ..  September  21,  1918. 
Cause:  Influenza. 

Nexl  of  kin:  .Mother,  Hattie  J>.  Quennell,  21 1  Broadway,  Somerville,  .Muss. 
Qxjesto,  Ciabence  Geobge,  fireman,  second  class,  United  States  Naval  Reserve 

Force. 
Enrolled  :  Lodi,  Calif.,  June  25,  1917. 
Died:  U.  S.  S.  Rbngold,  November  2,  1918. 
Cause:  Influenza. 

Next  of  kin:  .Mrs.  Anna  Ariola,  Altaville,  Calif. 
Qi  [dado,  Gabino,  boatswain's  mate,  fir  t   ekiss,   United   States  Naval    Reserve 

Force. 
Enrolled  :  Cavite,  P.  L,  June  i<;,  1917. 
Died:  U.  S.  S.  AVarenda,  October  25,  1018. 

Cause:    Killed    on    board    ship. 

Next  of  kin:  Wife,  Lomarada  Quidado,  305  Asoncion,  Manila,  I'.  I. 
<n  in.,  John  Ai.ovsn  s,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Philadelphia,  I'm.,  July  11,  1918. 

Died:  Naval  hospital,  Pugel   Sound,  Washington,  September  20,  1018. 

Cause:  Pneumonia,  lobar. 

Nevt  of  kin:  Si  ter.  Nora  Benley,  1304  West  Third  Street,  Wilmington,  Del. 
Quintan,  John  James,  chief  water  tender,  United  States  Navy. 

Enlisted:  Boston,  Miiss.,   December  9,   L913! 

Died:  Naval  hospital,  Norfolk,  Va.,  September  20,  1017. 

Cause:  Valvular  disease. 

Next  of  kin:  Mother,  Ellen  Quinlan,  10  Bellevue  Street,  Bedford,  Mass. 
Quist,  IIkm:v  Gotebed,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  New  York,  N.  V.,  June  7,  1918. 

Died:  Naval  training  station,  Greal   Lakes,  III.,  September  30,  1018. 

Cause:  Pneumonia,    broncho. 

Next  of  kin:   .Mother,  Banna  Quist,  ::0.'52  Seton  Avenue,  Bronx,  N.  V. 
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Quota,  Thomas  Guy,  apprentice  seaman,  United  Stales  Navy. 
Enlisted  :  Horn  tori,  Tex.,  November  15,  1917. 

Died:  Naval  hospital,  Charleston,  S.  C,  January  10,  1918. 

Cause:  Meningitis. 

Next  of  kin :  Father,  Henry   Quota,   Yoakum,  Tex. 
Raasch,  Charles  Albert,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Indianapolis,  Ind.,  July  29,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Charles  C.  Raasch,  1212  Bradberry  Street,  Indian- 
apolis, Ind. 
Rabun,  Charles  Douglas,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Atlanta,  Ga.,  June  4,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  October  12,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin  :  Father,  Howell  C.  Rabun,  Villa  Rica,  Ga. 
Rabbot,  William  F.,  ship's  cook,  fourth  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Pelham  Bay  Park,  N.  Y.,  January  31,  1918. 

Died  :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  4,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Mrs.  P.  J.  Crowley,  230  West  One  hundred  and  fortieth 
Street,  New  York,  N.  Y. 
Radde,  Walter  Christ,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Chicago,  111.,  May  15,  1918. 

Died :  Base  Hospital  No.  101,  October  18,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mrs.  Augusta  Radde,  3537  South  Robey  Street,  Chi- 
cago, 111. 
Radford,  Carroll  Heber,  landsman  for  electrician    (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  Chicago,  111.,  June  3,  191S. 

Died:  United  States  Naval  Air  Station.  Eastleigh,  England,  October  10, 
1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Heber  R.  Radford,  130  Church  Street,  Kewanee,  III. 
Ragan,  Ray  Calvin,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  April  10,  1917. 

Died :  U.  S.  S.  Von  Steuben,  September  6,  1918. 

Cause :  Washed  overboard. 

Next  of  kin  :  Mother,  Jane  Ragan,  Mercer,  Mo. 
Rahm,  Archie,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  June  3,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  September  25  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Brother,  Frank  Rahm,  Sheldon,  111. 
Rahtz,  Alban,  fireman,  first  class,  United  States  Navy. 

Enlisted  :  Des  Moines,  Iowa,  July  9,  1915. 

Died  :  U.  S.  S.  Be  Kalb,  September  23,  1917. 

Cause:  Drowned. 

Next  of  kin :  Brother,  Leo  Rahtz,  New  Castle,  Ind. 
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Railey,  Steeling  Anglaire,  landsman  for  electrician  (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  Cincinnati,  Ohio,  May  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  2,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Sterling  P.  Railey,  1822  Jefferson  Avenue,  Coving- 
ton, Ky. 
Raines,  George  Abthub,  pharmacist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Me.,  June  15,  1916. 

Died :  Marine  barracks,  Quantico,  Va.,  February  6,  1918. 

Cause:  Scarlet  fever. 

Next  of  kin :  Mother,  Emma  Raines,  Myrtle  Creek,  Oreg. 
Raley,  Benjamin  Newton,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  September  10,  1915. 

Died:  U.  S.  S.  Utah,  April  3,  1918. 

Cause:  Accidental  drowning. 

Next  of  kin  :  Mother,  Emily  N.  Raley,  Jefferson,  S.  C. 
Ramage,  Evan  Loveless,  seaman,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  December  15,  1913. 

Died :  Naval  hospital,  Las  Animas,  Colo.,  June  18,  1917. 

Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin:  Father,  Andrew  H.  Ramage,  201  Avenue  B,  Ensley,  Ala. 
Ramey,  Rufus  Cleavland,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled.  Seattle,  Wash.,  April  8,  1918. 

Died:  Naval  hospital,  Puget  Sound,  Wash.,  October  9,  1918. 

Cause:  Influenza. 

Next  of  kin :  Brother,  Arthur  F.  Ramey,  R.  F.  D.  1,  Sedro  Woolley,  Wash. 
Ramsay,  William  Norman,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Albany,  N.  Y.,  August  9,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  30,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Julia  Ramsay,  173  Burbank  Street,  Pittsfield,  Mass. 
Ramsey,  Henry  Otis,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  January  18,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  Cyclops. 

Next  of  kin :  Mother,  Johanna  Ramsey,  Graniteville,  S.  C. 
Ramsey,  Joseph,  chief  quartermaster,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  April  13,  1918. 

Died :  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  October  25,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :   Father,  Joseph   Ramsey,   407  Tompkins  Avenue,  Brooklyn, 
N.  Y. 
Ramsey,  William  Henry,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  April  4,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  11,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Sister,  Sarah  Ramsey,  52  Wilson  Street,  Waterbnry,  Conn. 

174483—20 39 
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Randall,  William  Heney,  seaman,  second  class.  UniteYl  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  June  24,  1918. 

Died:  U.  S.  S.  Nebraska,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Frank  B.  Randall,  East  Main  Street,  Tilton,  N.  H. 
Randolph,  Paul  Phelps,  seaman,  United  States  Navai  Reserve  Force. 

Enrolled:  San  Francisco,  Calif.,  August  17,  1917. 

Died:  U.  S.  S.  Herman  Frasch,  October  4,  1918. 

Cause:  Lost  when  vessel  was  sunk  in  collision. 

Next  of  kin :  Mother,  Susan  Randolph,  Milton,  Wis. 
Raney,  Roy,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Indianapolis,  Ind.,  June  21,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29.  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  George  Raney,  Pierceville,  Ind. 
Ranft,  Ernest  Edward,  water  tender,  United  States  Navy. 

Enlisted :  Washington,  D.  C,  February  20,  1918. 

Died:  Naval  hospital,  New  Orleans,  La.,  October  15.  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Dorothy  Turpin,  601  West  One  hundred  and  sixty- 
fourth  Street,  New  York,  N.  Y. 
Rankin,   Julian   Cecil,   fireman,   third   class,    United   States   Naval    Reserve 
Force. 

Enrolled:  San  Francisco,  Calif.,  December  10,  1917. 

Died:  Navy  yard,  Mare  Island,  Calif.,  October  16,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Caroline  Rankin,  17  Main  Street,  Santa  Rosa,  Calif. 
Rann,  Lucien  Arnold,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  September  15,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  August  12,  1918. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin:  Mother,  Gertrude  A.  Rann,  304  Wayne  Street,  Manchester, 
Iowa. 
Ranna,   Vincent   Jasper,   apprentice   seaman,   United    States   Naval   Reserve 
Force. 

Enrolled:  New  Orleans,  La.,  July  11,  1918. 

Died:  Naval  hospital,  Gulfport,  La.,  October  14,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mary  Mattice  Ranna,  2533  Constance  Street,  New 
Orleans,  La. 
Ranzino,  Salvadore,  coxswain,  United  States  Naval  Reserve  Force. 

Enrolled:  Baltimore,  Md.,  May  27,  1918. 

Died:  Naval  training  station,  Hampton  Roads,  Va.,  October  11,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  John  Ranzino,  1017£  East  Lombard  Street,  Balti- 
more, Md. 
Raps,  Walter  John,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  December  28,  1916. 

Died :  Naval  hospital,  New  York,  N.  Y.,  July  16,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lena  Raps,  1510  Amsterdam  Avenue,  New  York,  N.  Y. 
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Ratclhee,   Albert    Edward,    machinist's    mate,    second    class,    United    States 
Naval  Reserve  Force. 

Enrolled :  New  London,  Conn.,  April  11,  1917. 

Died :  U.  S.  S.  George  Washington,  June  27,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Maria  Crooker,  39  Twelfth  Street,  New  London, 
Conn. 
Ratcliife,  Clei.and  Kinlock,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  December  8,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Brother,  Elton  A.  Ratcliffe,  101  West  Grace  Street,  Richmond, 
Va. 
Ratebman,  Lawrence  Bernard,  landsman  for  electrician    (R),  United  States 
Naval  Reserve  Force. 

Enrolled:  Cincinnati,   Ohio,  May   18,   1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  6,  191S. 

Cause :  Influenza. 

Next  of  kin :  Father,  Theodore  A.  Raterman,  3216  West  Eighth  Street,  Cin- 
cinnati, Ohio. 
Rathbone,  Guy  Brown,  chief  machinist's  mate,  United  States  Naval  Reserve 
Force. 

Enrolled:  Norfolk,  Va.,  July  17,  1917. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Lorena  Rathbone,  1304  Redgate  Avenue,  Norfolk,  Va. 
Rathbone,  Peter  William,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Raleigh,  N.  C,  October  11,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  14,  1917. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  James  T.  Rathbone,  Bakersville,  N.  C. 
Ratbun,  Lloyd  Mahlon,  ship's  cook,  third  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  September  24,  1914. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Mother,  Mrs.  S.  M.  Jacobson,  Belgrade,  Nebr. 
Rathert,  William  Price,  electrician,  third  class  (R),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Minneapolis,  Minn.,  July  16,  1918. 

Died :  Minneapolis,  Minn.,  September  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Sarah  L.  "Rathert,  Cresco,  Iowa. 
Rathke,  Henry  Philip  Walter,  yeoman,  first  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  New  Orleans,  La.,  May  31,  1917. 

Died :  New  York,  N.  Y.,  September  25,  1918. 

Cause :  Broncho-pneumonia. 

Next   of  kin:  Mother,   Mrs.   C.    J.    Rathke,   5935   Coliseum    Street,   New 
Orleans,  La. 
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Raught,  Lee  Frank,  landsman  for  machinist's  mate  (A),  United  States  Naval 
Reserve  Force. 

Enrolled:  Albany,  N.  Y.,  July  8,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 
.,.,  Next  of  kin:  Mother,  Ina  Raught,  Glenco  Mills,  N.  Y. 
Rausch,  Leeland  Caster,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted:  Los  Augeles,  Calif.,  July  12,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  2,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Cora  B.  Rausch,  Rialto,  Calif. 
Rausch,   Oscar  Edward,   yeoman,   third   class,  United    States   Naval   Reserve 
Force. 

Enrolled :  Philadelphia,  Pa.,  May  8,  1918. 

Died:  Philadelphia,  Pa.,  October  9,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Elmira  B.  Rausch,  Pine  Grove,  Pa. 
Rawleigh,  Wilbur  Thomas,  landsman  for  musician,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Great  Lakes,  111.,  February  7,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Caro  R.  Rawleigh,  440  Stephenson  Street,  Freeport,  111. 
Rawson,  John  Perry,  hospital  apprentice,  second  class.  United  States  Naval 
Reserve  Force. 

Enrolled :  Newark,  N.  J.,  May  4,  1918. 

Died :  U.  S.  S.  Leviathan,  September  30,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father.  Joseph  B.  Rawson,  96  Essex  Avenue,  Glen  Ridge,  N.  J. 
Ray,  Clarence  Arthur,  pharmacist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  December  7,  1914. 

Died :  United  States  Army  Hospital  No.  53,  Marseille,  France,  October  27, 
1918. 

Cause:  Empyema. 

Next  of  kin :  Mother,  Mrs.  Emma  Ray,  2700  Umatilla  Street,  Denver,  Colo. 
Ray,  Herbert  Sylvester,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  April  9,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  29,  1918. 

Cause :  Influenza. 

Next  of  kin:  Sister,  Florence  F.  Ray,  56  West  Pearl  Street,  Burlington, 
N.  J. 
Ray,  William  Lewis,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Minneapolis,  Minn.,  July  26,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Katherine  Ray,  Eyota,  Minn. 
Rayburn,  Edgar  Doane,  seaman,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  July  31,  1914. 

Died :  U.  S.  S.  Alamance,  October  23,  1917. 

Cause :  Drowned. 

Next  of  kin :  Mother,   Ida  Rayburn,   1854  North   Seventh   Street,  Kansas 
City,  Kans. 
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Rayburn,  Loyal,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Peoria,  111.,  May  2,  1917. 

Died:  Bushton,  111.,  July  22,  1917. 

Cause :  Killed  in  auto  accident. 

Next  of  kin :  Father,  A.  W.  Rayburn,  Areola,  111. 
Raymond,  Miles  Lathrop,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Omaha,  Nebr.,  July  3,  1918. 

Died:  Naval  training  camp,  Camp  Logan,  111.,  October  20.  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  Lucius  H.  Raymond,  Pisgah,  Iowa. 
Raynor,  Willard  Elmer,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled,  Albany,  N.  Y.,  June  25,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Lena  Raynor,  Wolcott,  N.  Y. 
Rea,  John  James,  boatswain's  mate,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  New  York,  N.  Y.,  March  9,  1918. 

Died :  Naval  hospital,  New  London,  Conn.,  October  13,  1918. 

Cause:  Meningitis,  cerebrospinal. 

Next  of  kin :  Father,  Joseph  Rea,  226  Whiten  Street,  Jersey  City,  N.  J. 
Reader,  Alfred  William,  carpenter's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  New  Haven,  Conn.,  April  14,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  January  18.  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Eva  B.  Reader,  Short  Beach,  Conn. 
Ready,  Roy  Ben,  coxswain,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  January  4,  1915. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Anderson  Ready,  Valley  Falls,  Kans. 
Reagan,  Harmon  Franklin,  chief  electrician  (R),  United  States  Naval  Reserve 
Force. 

Enrolled :  Puget  Sound,  Wash.,  April  9,  1917. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  6,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Nell  Reagan,  615  Valley  Street,  Seattle,  Wash. 
Ream,  John  S.,  apprentice  seaman,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  December  27,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  April  21,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Eleanor  Ream,  Clinton,  Mo. 
Reardon,  Timony  Patrick,  machinist's  mate,  first  class    (A),  United  States 
Naval  Reserve  Force. 

Enrolled:  Newport,  R.  I.,  July  30,  1917. 

Died:  Naval  air  station,  Pensacola,  Fla.,  September  28,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Margaret  Reardon,  30  Division  Street,  Fall  River, 
Mass. 
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Reburn,  Ernest,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  June  25,  1917. 

Died:  Naval  hospital,  Norfolk.  Va.,  October  10,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Brother,  Harry  Reburn,  Havre  de  Grace,  Md. 
Rebukn,  Kasper  John,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Chicago,   111.,  November  8,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  5,  1918. 

Cause :  Pneumonia. 

Next   of  kin:  Mother,    Emma   G.   Reburn,   116  East   Seventeenth   Street, 
Minneapolis,   Minn. 
Reckless,  Patrick,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Scranton,  Pa.,  May  18,  1918. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  September  21,  1918. 

Cause:  Influenza. 

Next    of   kin:    Mother,    Elizabeth    Reckless,    1017    Carmen    Street,    Dixon 
City,  Pa. 
Reddick,  Loran  Chaddrick,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Portland.  Oreg.,  December  15,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  27,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Gertie  L.  Reddick,  Clatskanie,  Oreg. 
Redding,  Orville  Bradford,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  December  12,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  April  20,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Father,  William  H.  Redding,  Howard,  S.  Dak. 
Redding,    Virgil  Thomas,   apprentice   seaman.   United    States  Naval    Reserve 
Force. 

Enrolled :  Cincinnati,  Ohio,  May  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Flossie  Redding,  195  West  High  Street,  London,  Ohio. 
Redman,   William    Frederick,    machinist's  mate,   second    class.   United    States 
Naval  Reserve  Force. 

Enrolled :  Washington,  D.  C,  December  6,  1917. 

Died :  Naval  aviation  forces,  foreign  service,  August  21,  1918. 

Cause :  Killed  in  seaplane  accident,  Brest  Harbor. 

Next  of  kin :  Mother,  Martha  J.  Redman,  Bladensburg,  Md. 
Reed,  Henry  Shaw,  machinist's  mate,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Norfolk,  Va.,  December  7,  1917. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  10,  1918. 

Cause :  Pneumonia. 

Next  of  kin:   Father,   Richard   H.   Reed.   186  Bay  View  Boulevard,    Port 
Norfolk,  Va. 
Reed,  Ltjcian  Estle,  landsman  for  electrician  (G).  United  States  Naval  Reserve 
Force. 

Enrolled:  Detroit,  Mich.,  May  24,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  22,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Martin  H.  Reed,  R.  F.  D.  3,  Stanford,  Ky. 
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Reed,  Roy  Lee,  ship's  cook,  third  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  August  27,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C,  October  13,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Wife,  Margaretta  E.  Reed,  Perea,  N.  Mex. 
Reed,  William  Aubrey,  landsman  for  electrician    (R),   United  States  Naval 
Reserve  Force. 

Enrolled :  Washington,  D.  C,  February  18,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  16,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Minnie  M.  Reed,  4125  River  Road  NW.,  Washing- 
ton, D.  C. 
Reeder,  Cleo  Clettus,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Peorio,  111.,  August  9,  1918. 

Died :  Naval  hospital,  Great  Lakes.  111.,  October  6,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Samuel  A.  Reeder,  Bement,  111. 
Reep,  Earle  Leslie,  seaman,  second  class,  United   States  Navy. 

Enlisted:  Detroit,  Mich.,  May  9,  1917. 

Died :  U.  S.  S.  Mercy  May  29,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Ella  Reep,  Mount  Clemens,  Mich. 
Reese,  James,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Denver.  Colo.,  June  6,  1918. 

Died :  Receiving  ship  at  Mare  Island,  Calif.,  October  16,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Alice  C.  Reese,  Somerset,  Colo. 
Reese  Lloyd  Vernon,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  April  30,  1917. 

Died:  Naval  hospital,  Portsmouth,  N.  H.,  August  10,  1917. 

Cause:  Abscess  of  brain. 

Next  of  kin :  Father,  Albert  M.  Reese,  7  East  Fulton  Street,  Johnstown, 
N.  Y. 
Reese,  Powell,  chief  commissary  steward,  United  States  Naval  Reserve  Force. 

Enrolled:  Great  Lakes,  111..  April  1,  1918. 

Died :  Receiving  ship  at  Great  Lakes.  111.,  October  23,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Wife,  Julia  M.  Reese,  608  West  Adams  Street,  Chicago,  111. 
Reeves,  Fred,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  December  11,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  January  28.  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Marion  Reeves,  R.  R.  2,  Troy,  Tenn. 
Reeves,  Jack,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  May  17,  1918. 

Died :  Naval  hospital,  naval  base,  Va.,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  Reeves,  Blanchard,  Okla. 
Reeves,    John    William,    apprentice    seaman.    United    States    Naval    Reserve 
Force. 

Enrolled:  Nashville,  Tenn.,  July  24,  1918. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  18,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Libby  W.  Reeves,  Oliver  Springs,  Tenn. 
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Reeves,  William  Gibson,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  December  10,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  2,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Richard  W.  Reeves,  Pittsboro,  Miss. 
Regan,  Anthony  Vincent,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  September  25,  1917. 

Died:  At  home,  October  13,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Dorothy  Regan,  782  Eleventh  Avenue,  Astoria,  Long 
Island,  N.  Y. 
Regan,  Jeremiah,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Boston,  Mass.,  March  15,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  5,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Ellen  Regan,  Gurteen  Omahon  Bandon,  Cork,  Ireland. 
Regan,  Michael  John,  seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  March  14,  1918. 

Died :  Volunteer  hospital,  New  York,  N.  Y.,  May  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Ellen  Regan,  Gurteen  Omahon  Bandon,  Cork,  Ireland. 
Regars,  Howard  George,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Newark,  N.  J.,  May  4,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  7,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Daniel  Regars,  Florence,  N.  J. 
Regnier,  William  Henry,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  June  11,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Louis  Regnier,  9  Hales  Court,  Lowell,  Mass. 
Rehm,  Harold  August,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Great  Lakes,  111.,  June  7,  1918. 

Died :  Navy  rifle  range,  Peekskill,  N.  Y.,  October  4,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  August  Rehm,  204  North  Newell  Street,  Kenosha,  Wis. 
Reichner,   Henry   Alfred,    hospital   apprentice,    second   class,    United    States 
Naval  Reserve  Force. 

Enrolled:  Philadelphia,  Pa.,  April  22,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  6,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Bella  M.  Reichner,  1909  Green  Street,  Philadelphia, 
Pa. 
Reid,  J.  C,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  May  11,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Alice  C.  Reid,  Mount  Vernon,  Mo. 
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Reid,  Paul  William,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  April  17,  1917. 

Died :  U.  S.  S.  Navajo,  at  Pearl  Harbor,  Hawaii,  September  17,  1917. 

Cause:  Tuberculosis,  pulmonary. 

Next  of  kin :  Mother,  Mrs.  Mary  J.  Coberly,  Newbury  Park,  Calif. 
Reidinger,  Loren  L.,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  May  30,  1917. 

Died :  Naval  hospital,  L'Orient,  France,  September  24.  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Sarah  Reidinger,  Fort  Wayne,  Ind. 
Reif,  Anthony  William,  baker,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  August  7,  1918. 

Died:  Navy  yard,  Mare  Island,  Calif.,  October  19,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Margaret  Reif,  3903  Lee  Avenue,  St.  Louis,  Mo. 
Reif,  Frederick  Edwin,  plumber  and  fitter,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  February  9,  1916. 

Died:  Torpedo  station,  Newport,  R.  I.,  May  8,  1918. 

Cause:  Drowning. 

Next  of  kin :  Brother,  Charles  W.  Reif,  Company  L,  Sixth  Infantry,  United 
States  Army. 
Reifschneider,  Harry  Hugh  Thomas,  hospital  apprentice,  first  class,  United 
States  Navy. 

Enlisted:  Chicago,  111.,  June  21,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  2,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Pearl  Reifschneider,  2232  Wesley  Avenue,  Evanston, 
111. 
Reilly,   Edward   Joseph,   carpenter's   mate,    first   class.   United    States   Naval 
Reserve  Force. 

Enrolled:  Boston,  Mass.,  December  1,  1917. 

Died:  United  States  naval  air  station,  Lough  Foyle,  Ireland,  August  31, 
1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Margaret  Reilly,  204  Emerson  Street,  South  Boston, 
Mass. 
Reilly,  Thomas  Francis,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  14,  1917. 

Died:  Naval  hospital,  Pauillac,  France,  September  25,  1918. 

Cause :  Septicemia. 

Next  of  kin :  Father,  Michael  Reilly,  836  Whitlock  Avenue,  Bronx,  N.  Y. 
Reilly,  William  Francis,  coxswain,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  November  11,  1915. 

Died :  U.  S.  S.  Nebraska,  August  8,  1917. 

Cause :  Drowned. 

Next  of  kin:  Brother,  John  Reilly,  278  West  One  hundred  and  fifteenth 
Street,  New  York,  N.  Y. 
Reimann,  Walter  A.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  San  Francisco,  Calif.,  December  5,  1917. 

Died:  At  home,  October  18,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Anna  Reimann,  box  28,  Windsor,  Calif. 
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Reindl,  Eric  John,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Chicago,  111.,  June  15,  1918. 

Died :  Naval  air  station,  Eastleigh,  England,  September  22,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  Walter  Reindl,  1831  South  Springfield  Avenue,  Chi- 
cago, 111. 
Reingold,  Harry,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  June  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Jacob  Reingold,  1130  South  Whipple  Street.  Chicago, 
111. 
Reinhardt,  Louis,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  March  31,  1916. 

Died:  U.  S.  S.  Jupiter,  June  12,  1917. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Angie  Reinhardt,  324  East  Sixty-sixth  Street,  New 
York,  N.  Y. 
Reinhardt,  William  Cornelius,  plumber  and  fitter,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  June  4,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  11,  1918. 

Cause :  Ulcer  of  stomach. 

Next  of  kin :  Father,  Peter  Reinhardt,  4307  Commercial  Avenue,  Omaha, 
Nebr. 
Reinke,   Rudolph   August,  electrician,   third  class.   United   States   Naval   Re- 
serve Force. 

Enrolled:  Milwaukee,  Wis.,  Jnne  6,  1918. 

Died :  U.  S.  S.  Mercy,  October  10,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Bertha  Reinke,  R.  F.  D.  1,  Underbill,  Wis. 
Reinoehl,  Walter  Alfred,  pharmacist's  mate,  third  class.  United  States  Naval 
Reserve  Force. 

Enrolled:  San  Francisco,  Calif.,  April  12,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Mother,  Elinore  Reinoehl,  3523  Nineteenth  Street,  San  Fran- 
cisco, Calif. 
Reis,  Lawrence  August,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  New  Orleans,  La.,  April  1,  1917. 

Died :  Naval  hospital,  New  York.  N.  Y.,  March  19,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  W.  Reis,  833  Sixth  Street,  New  Orleans,  La. 
Reiss,  Esmond  George,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  March  27,  1917. 

Died:  U.  S.  S.  Pennsylvania,  July  1,  1917. 

Cause:  Drowned. 

Next  of  kin :  Father,  Ernest  V.  Reiss,  204  West  Fourteenth  Street,  New 
York,  N.  Y. 
Reitman,  Emil,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Milwaukee,  Wis.,  June  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  21,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Louis  Reitman,  698  Twelfth  Avenue,  Milwaukee,  Wis. 
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Reizenstein,  Wilbur  Karl,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  April  3,  1918. 

Died :  U.  S.  S.  Solace,  October  6,  1918. 

Cause :  Pneumonia,  broncho. 

Next   of   kin:    Mother,    Sarah   Reizenstein,    564   West   One   hundred    and 
sixtieth  Street,  New  York,  N.  Y. 
Rembold,   Edward   Louis,   apprentice   seaman,    United   States   Naval   Reserve 
Force. 

Enrolled:  Philadelphia,  Pa.,  June  8,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin:   Mother.   Minnie   I".    Rembold,   312  Callowhill   Street,  Phila- 
delphia, Pa. 
Remmele,  Benjamin  Alfred,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  December  7,  1917. 

Died:  Naval  training  station,  Great  Lakes,  111.,  March  27,  1918. 

Cause :  Fractured  skull. 

Next  of  kin:  Mother,  Mrs.  Pauline  Etemmele,  Sleepy  Eye,  Minn. 
Remmele,  George  Wilmont,  seaman,  second  class,  United  States  Naval  Reservu 
Force. 

Enrolled :  Parkersburg,  W.  Va.,  June  28,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  October  1,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Mother,  Ova  Remmele,  107  Vine  Street,  Marietta,  Ohio. 
Renero,  Iss  D.,  water  tender,  United  States  Navy. 

Enlisted :  El  Paso,  Tex.,  October  10,  1916. 

Died:  U.  S.  S.  Pittsburgh,  October  18,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Sister,  Mrs.  James  Randall,  2910  Memphis  Street,  El  Paso, 
Tex. 
Renner,  Elmer,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  August  3,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  James  H.  Renner,  Cedarville,  Ky. 
Renow.  Eligie  Monroe,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  December  12,  1917. 

Died:  Naval  hospital.  Norfolk,  Yn.,  October  18,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Sister,  Cora  Renow,  H.  3,  Warrior,  Ala. 
Renshaw,  Herbert  Hammond,  seaman,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  February  19,  1914. 

Died:  U.  S.  S.  Thornton,  May  22,  1917. 

Cause :  Drowned. 

Next  of  kin :  Father,  George  E.  Renshaw,  416  Camden  Avenue,  Salisbury, 
Md. 
Reside,  Everett  Monroe,  seaman,  United  States  Navy. 

Enlisted :  Scranton,  Pa.,  September  7,  1916. 

Died:  U.  S.  S.  Pocahontas,  January  9,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Ada  Reside,  11  Arthur  Street,  Binghamton,  N.  Y. 
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Retherford,  Earl  Franklin,  landsman  for  electrician  (R),  United  States  Naval 

Reserve  Force. 
Enrolled :  Great  Lakes,  111.,  November  20,  1917. 
Died :  Naval  hospital,  Great  Lakes,  111.,  March  21,  1918. 
Cause :  Pneumonia,  lobar. 
Next  of  kin  :  Father,  John  R.  Retherford,  333  East  Adams  Street,  Muncie, 

Ind. 
Rettiger,  George  H.,  seaman,  National  Naval  Volunteers. 
Enlisted :  Brooklyn,  N.  Y.,  June  15,  1917. 
Died:  U.  S.  S.  AmpMtrite,  December  15,  1917. 
Cause:  Hemorrhage. 
Nest  of  kin :  Mother,  Emma   Holland,  941  Gravesend  Avenue,   Brooklyn, 

N.  Y. 
Reuhl,  Frank  Justus,   seaman,   second   class,   United   States  Naval   Reserve 

Force. 
Enrolled :  New  York,  N.  Y.,  May  15,  1917. 
Died :  New  York,  N.  Y.,  March  4,  1918. 
Cause:  Gunshot  wound. 
Next  of  kin :  Mother,  Bertha  Reuhl,  487  East  One  hundred  and  fifty-sixth 

Street,  New  York,  N.  Y. 
Reuss,  Louis,  fireman,  first  class,  United  States  Navy. 
Enlisted :  Newport,  R.  I.,  April  25,  1917. 
Died :  U.  S.  S.  Salem,  September  29,  1918. 
Cause :  Drowned. 

Next  of  kin :  Father,  John  Reuss,  90  Hargraves  Street,  Fall  River,  Mass. 
Reuther,  George  Edward,   apprentice   seaman,   United   States  Naval  Reserve 

Force. 
Enrolled:  Cincinnati,  Ohio,  July  24,  3918. 
Died :  Navy  rifle  range,  Camp  Logan,  111.,  September  25,  1918. 
Cause:  Pneumonia,  broncho. 
Next  of  kin:  Father,  Edward  Reuther,  940  Maple  Avenue,  Dayton,  Ky. 

Reyes,  Benigno,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  November  2,  1917 

Died :  Naval  hospital.  Puget  Sound,  Wash.,  October  8,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Brother,  Felix  Reyes,  1420  Tondo  Street,  Manila,  P.  I. 
Reyes,  Perfecto,  native  fireman,  second  class,  United  States  Navy. 

Enlisted:  Olangapo,  P.  I.,  September  15,  1913. 

Died:  Naval  hospital,  Canacao,  P.  I.,  April  29,  1917. 

Cause :  Abscess  of  liver. 

Next  of  kin :  Brother,  Tedoreo  Reyes,  108  Calle  Marine  Cainte,  P.  I. 
Reynders,  John  V.,  Jr.,  electrician,  third  class,  National  Naval  Volunteers. 

Enlisted :  New  York,  N.  Y.,  April  13,  1917. 

Died :  Naval  air  station,  Bayshore,  Long  Island,  N.  Y.,  November  4,  1917. 

Cause:  Rupture  of  lung. 

Next  of  kin :  Father,  J.  W.  Reynders,  Fifty-street,  New  York,  N.  Y. 

Reynolds,  Carl,  seaman,  United  States  Navy 
Enlisted:  Detroit,  Mich.,  May  28,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 
Cause:  Influenza. 
Next  of  kin :  Mother,  Belle  Reynolds,  Hesperia,  Mich. 
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Reynolds,  Charles  Feed,  apprentice  seaman,   United   States  Naval  Reserve 
Force. 

Enrolled:  Pittsburgh,  Pa.,  June  24,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  11,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Julia  Reynolds,  31  Union  Street,  Oil  City,  Pa. 
Reynolds,  Fred  Thomas,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Sacramento,  Calif.,  May  5,  1917. 

Died:  Naval  training  camp,  San  Diego,  Calif..  February  15,  1918. 

Cause:  Gunshot  wound. 

Next  of  kin :  Father,  George  H.  Reynolds,  2931  J  Street,  Sacramento,  Calif. 
Reynolds,  Louis  Edward,  yeoman,   third  class,   United   States  Navy  Reserve 
Force. 

Enrolled:  New  York,  N.  Y.,  December  14,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  July  24,  1918. 

Cause:  Appendicitis,  acute. 

Next  of  kin :  Mother,  Minnie  L.  Reynolds,  31  North  Pleasant  Avenue,  Rock- 
away  Beach,  N.  Y. 
Reynolds,  Max,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  April  10,  1914. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  26,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  J.  W.  Reynolds,  Newton,  Kans. 
Reynolds,  Patrick  James,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Newport,  R.  I.,  April  12,  1917. 

Died :  Receiving  ship  at  New  York,  N.  Y.,  January  28,  1918. 

Cause:  Suicide. 

Next  of  kin :  Mother.  Malvine  M.  Reynolds,  47  Benjamin  Street,  Fall  River, 
Mass. 
Reynolds,  Wade  Hampton,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  July  5,  1918. 

Died:  U.  S.  S.  Solace,  October  6,  1938. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  James  A.  Reynolds,  1  'organ,  Okla. 
Rhea,  William  Shirley,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  December  18,  1917. 

Died :  Naval  hospital,  Naval  Base,  Va.,  January  31,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Emma  Rhea,  1732  Overton  Park  Avenue,  Memphis, 
Tenn. 
Rhinefort,  George  Leslie,  landsman  for  electrician  (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  Indianapolis,  Ind.,  May  23,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife.  Easter  A.  Rhinefort.  Route  33,  Somerville,  Ind. 
Rhinehart,  John,  chief  water  tender,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  November  16,  1911.     (Extended  enlistment  to 
November  17,  1919. 

Died :  U.  S.  S.  Chaunccp,  November  19,  1917. 

Cause :  Drowned. 

Next  of  kin  :  Friend,  Mary  Sprague,  Block  Island,  R.  I. 
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Rhodes,  Ben  Edward,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  April  14,  1917. 

Died:  U.  S.  S.  Utah,  August  27,  1917. 

Cause :  Accidental  death  by  fall. 

Next  of  kin :  Father,  M.  L.  Rhodes,  Achille,  Okla. 
Rhotenberry,  Elda  Hershell,  fireman,  third  class,  United  States  Navy- 
Enlisted  :  Dallas,  Tex.,  December  10,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  18,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Wiley  L.  Rhotenberry,  Waxahachel,  Tex. 
Rhymes,  Johnny,  mess  attendant,  second  class,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  October  21,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  28,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother.  Mary  Rhymes,  R.  F.  D.  3,  box  6,  Greenville,  N.  0. 
Rhyne,  Arvel  Elmer,  seaman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  June  11  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  January  22.  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Brother,  Earl  Rhyne,  Columbia,  Mo. 
Rice,  Charles  Byron,  chief  quartermaster   (A).  United  States  Naval  Reserve- 
Force. 

Enrolled :  Chicago,  111.,  July  11,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Rice,  1225  Jarvs  Avenue,  Chicago,  111. 
Rice,  Christian  Harry,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  October  9,  1917. 

Died :  U.  S.  S.  Arkansas,  September  6,  1918. 

Cause :  Meningitis,  cerebro. 

Next  of  kin :  Father,  Harry  L.  Rice,  1819  North  Chester  Street,  Baltimore,. 
Md. 
Rice,  Earl  Albert,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  October  9,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  6,  1917. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Aunt,  Matilda  Camp,  Alton,  N.  Y. 
Rice,  Ennis  Dudley,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Louisville,  Ky.,  June  12,  1918. 

Died :  U.  S.  S.  Georgia,  September  30,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Mother,  Clemmie  R.  Landers,  R.  F.  D.  5,  Mount  Sterling,  Ky. 
Rice,  John  Joseph,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  November  26,  1917. 

Died :  U.  S.  S.  Ozark,  September  22,  1918. 

Cause:  Fell  overboard  and  was  drowned. 

Next    of    kin:  Mother,    Magdaline    C.    Rice,    1106    Dryades    Street,    New 
Orleans,  La. 
Rice,  Lucius  Hazard,  yeoman,  first  class,  United  States  Naval  Reserve  Force- 
Enrolled  :  Boston,  Mass.,  July  1,  1918. 

Died :  Royal  Victoria  Hospital,  Montreal.  Canada,  October  13,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Mother,  Margaret  H.  Rice,  Hanover,  Mass. 
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Rice,  Reginald  Roy,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Milwaukee,  Wis.,  July  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Jennie  Rice,  Rhinelander,  Wis. 
Rich,  Akcha,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  April  16,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  8,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Olive  Rich,  Hinton,  Okla. 
Rich,  Charles  Joseph,  storekeeper,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  March  31,  1917. 

Died :  Boston,  Mass.,  April  20,  1918. 

Cause:  Cerebral  hemorrhage. 

Next  of  kin :  Wife,  Agnes  M.  Rich,  147  Trenton  Street,  East  Boston,  Mass. 
Richards,  Chakles  Edward,  fireman,  first  class.  United  States  Nayy. 

Enlisted :  Pensacola,  Fla.,  March  26,  1917. 

Died :  U.  S.  S.  Ozark,  May  12,  1918. 

Cause :  Drowning. 

Next  of  kin :  Mother,  Mrs.  J.  E.  Poston,  Chipley,  Fla. 
Richardson,  George  Cormier,  machinist's  mate,  second  class  (A),  United  States 
Naval  Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  July  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  7,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Winifred  Richardson,  1544  Pratt  Avenue,  Chicago,  111. 
Richardson,  Homer  Reed,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Richmond,  Va.,  December  8,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  19,  1918. 

Cause :  Meningitis. 

Next  of  kin :  Father,  Booker  Richardson,  Shorts  Creek,  Va. 
Richardson,  Jessee  Carter,  machinist's  mate,  first  class   (A),  United  States 
Navy. 

Enlisted :  Montgomery,  Ala.,  July  27,  1917. 

Died :  Naval  air  station,  St.  Trojan,  France,  August  20,  1918. 

Cause :  Killed  in  seaplane  accident. 

Next  of  kin:  Brother,  Edward  J.  Richardson,   R.   F.  D.  2,   Montgomery, 
Ala. 
Richardson,  John  Clausell,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enrolled :  Montgomery,  Ala.,  December  10,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Sister,  Annie  M.  Diaz,  North  Palafox  Street,  Pensacola,  Fla. 
Richardson,  Paul  Donald,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Indianapolis,  Ind.,  July  25,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  5,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Nora  E.  Richardson,  No.  1,  Star  Apartments,  Muncie, 
Ind. 
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Richakdson,  Robert  Evans,  electrician,  third  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  New  Orleans,  La.,  June  2,  1917. 

Died :  Naval  air  station,  European  waters,  October  11,  1918. 

Cause :  Drowned  as  the  result  of  a  seaplane  accident. 

Next  of  kin:   Mother,   Sallie  C.   Richardson,  620  North   Crockett  Street, 
Sherman,    Tex. 
Richmond,  Frank  Roderick,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  December  12,  1917. 

Died:  Boston,  Mass.,  September  23,  1918. 

Cause :    Influenza. 

Next  of  kin :  Mother,  Lillian  J.  Richmond,  Hyattsville,  Md. 
Richter,  George,  quartermaster,  first  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Boston,  Mass.,  May  9,  1917. 

Died :  Naval  air  station,  Hampton  Roads,  Va.,  December  7,  1917. 

Cause :    Injuries. 

Next  of  kin:  Father,  Manual  Richter,  511  Plainfield  Street,  Springfield, 
Mass. 
Ricke,  Edward  Theodore,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Des  Moines,  Iowa,  July  25,  1918. 

Died :  U.  S.  S.  Mercy,  October  17,  1918. 

Cause:   Nephritis,   acute. 

Next  of  kin :  Mother,  Agnes  K.  Ricke,  box  153,  Westley,  Iowa. 
Ricker,  Robert  Lyndon,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Portland,  Oreg.,  June  18,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  20,  1918. 

Cause :    Influenza. 

Next  of  kin :  Mother,  Mrs.  Cora  J.  Ricker,  Great  Chebeague,  Me. 
Rickert,  Walter  Frederick,  apprentice  seaman,  United  States  Navy. 

Enlisted:   Scranton,  Pa.,  April  18,  1917. 

Died:  Naval  hospital,  Newport,  R.  I.,  May  23,  1917. 

Cause :    Pneumonia. 

Next  of  kin :  Father,  Julius  Rickert,  809  Main  Street,  Honesdale,  Pa. 
Ricklefs,   John   Charles   Frederick,   chief  electrician,   United   States  Naval 
Reserve   Force. 

Enrolled :  Great  Lakes,  111.,  July  25,  1917. 

Died :  At  home,  September  24,  1918. 

Cause :   Influenza. 

Next  of  kin :  Father,  Charles  G.  Ricklefs,  5506  Winthrop  Avenue,  Chicago, 
111. 
Ricks,  Peter  F.,  seaman,  United  States  Navy. 

Enlisted:  Charleston,  S.  C,  August  5,  1911. 

Died:  Mendicino  State  Hospital,  Ukiah,  Calif.,  May  21,  1917. 

Cause :   Pneumonia. 

Next  of  kin :  Uncle,  Carter  Ricks,  Chicora  Place,  Charleston,  S.  C. 
Ricord,  Edward  Joseph,  musician,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  May  8,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  March  17,  1918. 

Cause :    Pneumonia,    lobar. 

Next  of  kin :  Father,  Theophile  J.  Ricord,  52  Winter  Street,  Winchenden, 
Mass. 
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Riddle,  Robert  Earl,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Richmond,  Va.,  December  11,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  of  missing  Cyclops. 

Next  of  kin :  Father,  Robert  W.  Riddle,  Greensboro,  N.  C. 
Rider,  Harry  Jacob,  landsman  machinist's  mate,  United  States  Naval  Reserve 
Force. 

Enrolled:  Brooklyn,  N.  Y.,  December  11,  1917. 

Died :  Naval  air  station,  Bayshore,  Long  Island,  October  13,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Annie  Rider,  Baltimore  Street,  Littlestown,  Pa. 
Ridings,  John  Joseph,  yeoman,  third  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  May  7,  1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  October  18,  1938. 

Cause:   Pneumonia,  lobar. 

Next  of  kin :  Mother,  Margaret  Conway,  11  Market  Street,  Gree»  Island, 
N.  Y. 
Rhondeau,  Romeo,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Newport,  R.  I.,  May  11,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  25,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Riges  Riendeau,  26  Perry  Street,  Central  Falls,  R.  I. 
Rieser,  Harry  Mark,  yeoman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  June  19,  1918. 

Died :  St.  Catharines  Hospital,  Brooklyn,  N.  Y.,  October  6,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Hannah  Rieser,  520  Delaware  Avenue,  Kingston,  N.  Y. 
Riethmiller,  Theodore  John,  yeoman,  first  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  January  12,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  September  1,  1917. 

Cause:  Nephritis,  chronic. 

Next  of  kin :  Brother,  Elmer  F.  Riethmiller,  496  Mount  Troy  Road,  Pitts- 
burgh, Pa. 
Riff,  James  Joseph,  seaman,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  June  7,  1917. 

Died :  U.  S.  S.  Mexican,  May  5,  1918. 

Cause :  Hemorrhage  from  bayonet  stab  in  quarrel. 

Next  of  kin :  Father,  Thomas  Riff,  2652  Richmond  Street,  Philadelphia,  Pa. 
Riggs,  jr.,  Harvey  Gilbert,  landsman  electrician    (R.),  United   States  Naval 
Reserve  Force. 

Enrolled :  Great  Lakes.  111.,  May  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Harvey  Gilbert  Riggs,  sr.,  2314  Main  Street,  Quincy, 
111. 
Riker,  Fred,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  May  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Leona  Riker,  Willshire,  Ohio. 
174483—20 40 
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Riker,  Richard  W.,  seaman,  second  class,  N.  N.  V. 

Enrolled :  Brooklyn,  N.  Y.,  May  11,  1917. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause :  Lost  his  life  in  sinking  of  U.  S.  S.  Alcedo. 

Next  of  kin :  Mother,  Harriet  E.  Riker,  578  Franklin  Avenue,  Brooklyn, 
N.  Y. 
Riley,   Cyril  Augustus,   mess  attendant,  second   class.   United   States   Naval 
Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  October  25,  1917. 

Died :  U.  S.  S.  Leviathan,  January  10,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Mr.  Joseph  Riley.  55  Church  Street.  Kingston,  Jamaica, 
British  West  Indies. 
Riley,  Edward  Lawrence,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  January  14,  1918. 

Died :  Naval  training  camp,  San  Diego,  Calif..  April  22,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  None. 
Riley,  James  Whitcomb,   fireman,  third  class,   United   States  Naval  Reserve 
Force. 

Enrolled :  Newport,  R.  I.,  July  24,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  20,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Ruby  E.  Riley,  677  Main  Street,  Pawtucket,  R.  I. 
Riley,  Paul  Jay,  electrician,  first  class,  United  States  Navy. 

Enlisted:  Denver,  Colo.,  October  11,  1916. 

Died :  St.  Marys  Hospital,  Brooklyn,  N.  Y.,  October  13,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Ida  May  Riley,  R.  R.  2,  box  178,  Boulder,  Colo. 
Rinehart,  Cheslyn  Clinton,  fireman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Chicago,  111.,  July  5,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  31,  1918. 

Cause :  Spinal  fever. 

Next   of   kin:    Father,    Clinton   Rinehart,    1901    Jackson   Boulevard,    Chi- 
cago, 111. 
Ring,  Thomas  Augustine,  boatswain's  mate,  first  class.  United  States  Naval 
Reserve  Force. 

Enrolled:  Boston,  Mass.,  October  5,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  February  14,  1918. 

Cause:  Multiple  injuries. 

Next  of  kin :  Brother,  Vincent  Ring,  12  Victoria  Street,  Dorchester,  Mass. 
Rinnert,  Dewey  McKnelly,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Peoria,  111.,  August  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  1,  191S. 

Cause:  Influenza. 

Next  of  kin :  Father,  Max  Rinnert,  R.  R.  2,  Noble,  111. 
Riordan,  John  Patrick,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  May  8,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Mrs.  Mary  Riordan,  93  Bedford  Street,  New  York,  N.  Y. 
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Rioth,   Clarence  Myers,   fireman,   third   class,   United   States  Naval   Reserve 

Force. 
Enrolled :  Kansas  City,  Mo.,  July  9,  1918. 
Died :  U.  S.  S.  Kentucky,  October  4,  1918. 
Cause :  Broncho-pneumonia. 
Next  of  kin:  Mother,   Carolina  Myers   Rioth,   State  Hospital  No.   2,   St. 

Joseph,  Mo. 

Risley,  Frank  Joseph,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Buffalo,  N.  Y.,  July  29,  1918. 
Died :  U.  S.  S.  Alabama,  October  12,  191S. 

Cause :  Influenza. 

Next  of  kin:  Father,  Joseph  L.  Risley,  546  Broad  Street,  Conneaut.  Ohio. 
Risse,  Leo  Earl,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  April  21,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  May  18,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Brother,  John  Risse,  Plain  view,  Nebr. 
Rissman,  William  John  Henry,  seaman,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Chicago,  111.,  July  17,  1918. 

Died :  Hinckley,  111.,  October  3,  1918,  on  leave. 

Cause :  Influenza. 

Next  of  kin :  Father,  Michael  Rissman,  Hinckley,  111. 
Ritchie,  Harold  Lance,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  June  6,  1917. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mrs.  Alice  Bray,  Eureka,  Utah. 
Ritchie,  Russell  Kenneth,  coppersmith,  first  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  December  18,  1917. 

Died :  Naval  headquarters.  Paris,  Fiance,  April  22,  1918. 

Cause :  Meningitis  sequel  mastoiditis,  acute. 

Next  of  kin :  Father,  George  M.  Ritchie,  West  Point,  Ky. 
Ritchie,  Walter  Elbert,  landsman  electrician  (G),  United  States  Navy. 

Enlisted:  Albany,  N.  Y.,  April  19,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Grace  Ritchie,  2311  Twelfth  Avenue,  Watervliet,  N.  Y. 
Ritenour,  William  Hendrick,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Washington,  D.  C,  March  31,  1917. 

Died:  Naval  hospital,  Washington.  D.  C.  April  14,  1917. 

Cause :  Gunshot  wound. 

Next  of  kin :  Wife.  Mary  C.  Ritenour,  418  Twelfth  Street  SE.,  Washington, 
D.  C. 
Ritson,  William  Joseph,  chief  gunner's  mate,  United  States  Navy. 

Enlisted :  Portsmouth,  Va.,  June  11,  1910. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  8,  1917. 

Cause:  Cancer  of  the  stomach. 

Next  of  kin :  Wife,  Louisa  Jane  Ritson,  138  Henry  Street,  Portsmouth,  Va. 
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Rittknhouse,  Ralph  Anderson,  carpenter's  mate,  third  class,   United  States 
Naval  Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  April  5,  1917. 

Died :  Section  base,  Cape  May,  N.  J.,  August  24,  1917. 

Cause :  Drowning. 

Next  of  kin :  Mother,  Margaret  Rittenhouse,  684  West  Johnson  Street,  Phil- 
adelphia, Pa. 
Rittee,  Edward  Henry,  pharmacist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Port  Royal,  S.  C,  May  29,  1915. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  5,  1917. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Mrs.  Louise  Elizabeth  Ritter,  319  West  Mason  Street,  Spring- 
field, 111. 
Ritter,  Franklyn  Whitfield,  seaman,  United  States  Navy. 

Enlisted :  Charleston,  S.  C,  April  6,  1917. 

Died :  Navy  yard,  New  York,  January  23,  1918. 

Cause :  Drowning. 

Next  of  kin:  Father,  T.  F.  Ritter,  103  West  Amelia  Street.  Orangeburg. 
S.  C. 
Rittgers,  Willam   Arthur,   apprentice  seaman.   United   States  Naval   Reserve 
Force. 

Enrolled :  Des  Moines,  Iowa,  July  17,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Agnes  Wilson  Rittgers,  R.  1,  Dallas  Center,  Iowa. 
Rivers,  James,  fireman,  first  class,  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  March  22,  1917. 

Died:  Naval  hospital.  New  York,  September  17,  1918. 

Cause:  Hemiplegia. 

Next  of  kin:  Wife.  Degocia  Rivers,  1214  Fifth  Street.  San  Diego,  Calif. 
Rivers,  Sewell  McKinley.  water  tender,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  May  S,  1916. 

Died:  U.  S.  S.  Mount  Vernon,  September  5.  1918. 

Cause:  Lost  when  vessel  was  torpedoed. 

Next  of  kin  :  Mother,  Emily  Rivers,  Buena  Yista.  Ohio. 
Riznice:,  Philip,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  December  1,  1917. 

Died:  Naval  Base  17,  foreign  service,  August  2.  1918. 

Cause:  Injuries. 

Next    of    kin:   Father,    Max    Riznick,    1222    Washington    Street,    Roxbury, 
Mass. 
Roach.  Atjbre?  Lee,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Mare  Island.  Calif..  August  5,  1918. 

Died:  Navy  yard.  Mare  Island,  Calif..  October  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Matt.  Roach,  Mertzon,  Tex. 
Roark,   Eugene  Washburn,   chief  quartermaster    (A.),   United    States  Naval 
Reserve  Force. 

Enrolled:  Milwaukee,  Wis.,  July  13,  191S. 

Died  :  Dunwoody  Naval  Training  Schools,  Minneapolis,  Minn.,  October  13, 
191S. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mary  Roark,  139  West  Gilman  Street,  Madison,  Wis. 
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Bobbins,  Chester  Monroe,  storekeeper,  third  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  October  18,  1917. 

Died:  Naval  hospital,  Norfolk.  V;i.,  October  27,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Alice  Kobbins,  Haines,  Oreg. 
Robbins,  Frederick  Raymond,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Me.,  April  17,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  November  5,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Sadie  Kobbins.  Lubeck,  Me. 
Roberson,  William  Elbert,  chief  storekeeper,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  April  7,  1916. 

Died:  Shelby,  Miss.,  October  17,  1918.    On  leave. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Nan  Roberson,  218  College  Place,  Norfolk,  Va. 
Roberts,  Charles  Condra,  apprentice  seaman,  United  States  Naval   Reserve 
Force. 

Enrolled :  Meridan,  Miss.,  June  4,  1918. 

Died :  U.  S.  S.  Georgia,  October  5,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father.  Green  T.  Roberts,  R.  F.  D.  3,  Aberdeen,  Miss. 
Roberts,  Clarence  Joseph,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  June  29,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  11,  1918. 

Cause:  Influenza. 

Next  of  kin :  Aunt,  Mary  Mahon,  4  Calumet  Street,  Roxbury,  Mass. 
Roberts,   Earl   Grant,   seaman,   second   class,    United    States   Naval   Reserve 
Force. 

Enrolled :  Indianapolis,  Ind.,  July  5,  1918. 

Died :  U.  S.  S.  Mercy,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mrs.  Mattie  Roberts,  1021  West  New  York  Street, 
Indianapolis,  Ind. 
Roberts,  Edwin  Douglas,  yeoman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Louisville,  Ky.,  April  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next    of   kin :  Wife,    Frances    Ketchum    Roberts,    718    East    Oak    Street, 
Louisville,  Ky." 
Roberts,  Johnnie  William,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  August  10,  1918. 

Died :  Naval  Hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Mr.  Edgar  I.  Roberts,  Easton,  Mo. 
Roberts,  Joseph  Virgil,  landsman  electrician  (R. )  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  December  7,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  J.  W.  Roberts,  Osceola,  Mo. 
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Roberts,    Pbeston    Alwaed,    pharmacist's    mate,    third    class,    United    States 
Navy. 

Enlisted :  El  Paso,  Tex.,  July  2,  1917. 

Died:  Dunwoody  Industrial  Institute,  Minneapolis,  Minn.,  October  1,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Helen  Roberts,  1523  E.  Rio  Grande,  El  Paso.  Tex. 
Roberts,  Shirley,  machinist's  mate  second  class,  United  States  Navy. 

Enlisted:  Parkersburg,  W.  Va.,  June  4,  191S. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  10,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Harvey  M.  Roberts,  1725  Lynn  Street.,  Parkersburg, 
W.  Va. 
Roberts,  Theron  Aaron,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  April  G,  1917. 

Died  :  Naval  hospital,  Newport,  R.  I..  May  26,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Roberts,  Canajoharie,  N.  Y. 
Roberts,  Thomas  Edison,  fireman,  first  class.  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  January  21,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  28,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Peck  Roberts,  535  Saviers  Road,  Oxnard,  Calif. 
Roberts,  William  Wilmer,  apprentice  seaman,  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  December  31,  1917. 

Died:  Naval  training  camp,  San  Diego,  Calif.,  January  26,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Amanda  Roberts,  Point  Loma,  Calif. 
Robertson,  Bibb  Bounds,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  January  22,  1915. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Passenger  on  missing  Cyclops. 

Next    of   kin:    Mother,    Mary    Robertson,    403    Melba    Street,    Oak    Cliff, 
Dallas,  Tex. 
Robertson,  Carl  Everett,  seaman,  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  April  11,  1917. 

Died:  U.  S.  S.  Henderson,  September  29,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father.  George  Robertson,  R.  R.  6,  Traverse  City,  Mich. 
Robertson,  Joseph  Hal.,  landsman  quartermaster   (A.),  United  States  Naval 
Reserve  Force. 

Enrolled  :  St.  Louis,  Mo.,  June  27,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  24,^1918. 

Cause: Influenza. 

Next  of  kin :  Father,  Joseph  H.  Robertson,  R.  F.  D.  5,  Marion,  III. 
Robertson,  Loyd  Leslie,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  April  19,  1917. 

Died :  Naval  hospital.  Portsmouth,  N.  H.,  JVlay  24,  1917. 

Cause :  Pneumonia  accompanying  attack  of  measles. 

X.'xt  of  kin:  Father,  Charles  Early  Robertson,  Rayne,  La. 
Robertson,  Willard,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  December  6,  1917. 

Died :  Receiving  ship,  Brooklyn,  N.  Y.,  June  25,  1918. 

Cause :  Cerebrospinal  meningitis. 

Next  of   kin:    Father,    James   Robertson,   2276   University    Avenue,    New 
York,  N.  Y. 
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Robey,  Walter,  quartermaster,  second  class  (A.),  United  States  Naval  Reserve 
Force. 

Enrolled :  Houston,  Tex.,  May  22,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  10,  191S. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Gladys  Robey,  104  West  Fourteenth  Street,  Austin,  Tex. 
Robichaw,  Aloy,  cabin  cook,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  June  15,  1915. 

Died :  Naval  hospital,  New  York,  March  3,  1918. 

Cause :  Abscess  of  liver. 

Next  of  kin :  Wife,  Maud  Robichaw,  194  Johnson  Street,  Brooklyn,  N.  Y. 
Robineau,  Warwick  Stanley,  ship  fitter,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Richmond,  Va.,  June  5,  1917. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  29,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  John  E.  Robineau,  1909  West  Main  Street,  Richmond, 
Va. 
Robinett,  Abram,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  December  14,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  6,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  George  W.  Robinett,  Morgantown,  Ohio. 
Robinson,  Charles  William,  mess  attendant,  third  class,  United  States  Naval 
Reserv.e  Force. 

Enrolled :  Brooklyn,  N.  Y.,  June  5,  1918. 

Died :  U.  S.  S.  Iiuena  Ventura,  September  16,  1918. 

Cause:  Lost  his  life  when  the  U.  S.  S.  Buena  Ventura  was  torpedoed  by  an 
enemy  submarine  and  sunk. 

Next  of  kin  :  Father,  Charles  Robinson,  26  Charlton  Street,  Princeton,  N.  J. 
Robinson,  Chester  John,  seaman,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  May  14,  1917. 

Died :  U.  S.  S.  Susquehanna,  October  18,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  William  L.  Robinson,  44  Jay  Street,  North  Attleboro, 
Mass. 
Robinson,  Dewey  Winfield,  apprentice  seaman,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  July  31,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  17,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Robinson,  R.  F.  D.  1,  Patton,  Mo. 
Robinson,  Harry  Earl,  pharmacist's  mate,  first  class,  N.  N.  V. 

Enrolled :  Detroit,  Mich.,  March  5,  1917. 

Died :  U.  S.  S.  Solace,  July  24,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Pearl  J.   Robinson,   793  Baldwin  Avenue,   Detroit, 
Mich. 
Robinson,  Homer  William,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Philadelphia,  Pa.,  July  9,  1918. 

Died :  Navy  yard,  Puget  Sound,  Wash.,  October  1,  191S. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Wife,  Margaret  A.  Robinson,  Box  203,  Delanco,  N.  «!. 
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Robinson,  Jenkins  Augustine,  machinist's  mate,  second  class,  United  States 
Naval  Reserve  Force. 

Enrolled :  Baltimore,  Md.,  April  22,  1918. 

Died :  U.  S.  S.  Solace,  August  10,  1918. 

Cause:  Fracture  of  skull. 

Next  of  kin :  Mother,  Mrs.  Henrietta  Robinson,  19  Rectory  Road,  Mount 
Washington,  Md. 
Robinson,  Joseph  Lawson,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  December  14,  1917. 

Died :  Yard  tug  Samoset,  navy  yard,  Philadelphia,  November  9,  1918. 

Cause:  Drowned,  yard  tug  Samoset. 

Next  of  kin :  Sister,  Lillian  Robinson,  18  South  Third  Street,  Richmond,  Va. 
Robinson,  Lawrence  Stansilus,  engineman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  May  8,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  George  Robinson,  8129  Minnesota  Avenue,  St.  Louis, 
Mo. 
Robinson,  Wesley  Ellebee,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  December  12,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  January  11,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mrs.  Eva  Ferguson,  Seabrook,  S.  C. 
Robison,  William  Russell,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  June  8,  191S. 

Died :  Naval  hospital,  New  York,  N.  Y.,  November  5,  1918. 

Cause :  Pneumonia,  following  influenza. 

Next  of  kind:  Father,  Thomas  W.  Robison,  Clinton,  Mo. 
Roche,  Frank  Petek,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  April  30,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  the  U.  S.  A.  C.  T.  Ticonderoga.  was  fired  upon  by 
an  enemy  submarine  and  sunk. 

Next  of  kin :  Mother,  Ellen  Rocbe,  55  Catherine  Street,  New  York,  N.  Y. 
Roche,  Walter  R.,  ship  fitter,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Newport,  R.  I.,  May  3,  1918. 

Died :  At  home  in  Worcester,  Mass.,  September  19,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Margaret  E.  Roche,  142  West  Street,  Worcester,  Mass. 
Rochet,  James  Frances,  engineman,  second  class,  United  States  N.  N.  V. 

Enrolled:  Mare  Island,  Calif.,  April  18,  1917. 

Died :  U.  S.  S.  San  Diego,  July  19,  1918. 

Cause:  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Sister,  Mrs.  C.  H.  Dean,  Blue  Lake,  Calif. 
Rockett,  Patrick  Lewis,  Jr.,  cook,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Newport,  R.  I.,  July  14,  1918. 

Died :  U.  S.  S.  Lydia,  Newport  Section,  February  13,  1918. 

Cause:  Accidental  drowning, 

Next  of  kin :  Father,  Patrick  L.  Rockett,  85  Park  Street,  Fall  River,  Mass. 
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Rockford,  Fkank  Braunnets,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Newport,  R.  I.,  December  18,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  February  17,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mary  E.  Rockford,  41  West  Clifford  Street,  Provi- 
dence, R.  I. 
Rocos,  Feliciano,  coxswain,  United  States  Naval  Reserve  Force. 

Enrolled:  San  Francisco,  Calif.,  April  16,  1917. 

Died :  U.  S.  S.  Nanshan,  April  13,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Sister,  Josepia  Rocos,  Calle  Opu  Cebu,  «P.  I. 
Rodarmel,  William  Everett,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Indianapolis,  Ind.,  August  8,  1918. 

Died :  Navai  hospital,  Great  Lakes,  111.,  September  23,  191S. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Ida  Rodarmel,  R.  R.  21,  Wheatland,  Ind. 
Rodgers,  Frederick  Collier,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled:  Philadelphia,  Pa.,  June  29,  1918. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ada  Meray  Rodgers,  Woodlawn  Road,  Pittsburgh,  Pa. 
Rodgers,  Weaver,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  December  10,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  January  4,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Larissie  Rodgers,  Henderson,  Tex. 
Rodick,  Leon,  electrician,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Bar  Harbor,  Me.,  June  5,  1917. 

Died :  St.  Catherine's  Hospital,  Brooklyn,  N.  Y.,  October  3,  1918. 

Cause:  Influenza  and  pneumonia. 

Next  of  kin :  Father,  Walter  E.  Rodick,  Bar  Harbor,  Me. 

Roe,  John  James,  chief  water  tender,  United  States  Navy. 

Enlisted:  Pearl  Harbor,  Hawaii,  August  31,  1918. 

Died :  Naval  training  school,  San  Francisco,  Calif.,  September  16,  1918. 

Cause :  Fractured  skull. 

Next  of  kin :  Sister,  Etta  Mason,  508  Scott  Street,  San  Francisco,  Calif. 
Roemer,  George  Allen,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Louisville,  Ky.,  August  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mary  E.  Roemer,  706  Center  Street,  Bowling  Green, 
Ky. 
Roesch,  Edward,  machinist's  mate,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  July  22,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  7,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  None. 
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Roeschke,  Herman  Christ,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Omaha,  Nebr.,  July  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Edward  Roeschke,  Leeds  Station,  Sioux  City,  Iowa. 
Roese,  Charles,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  August  19,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  23,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  D.  Roese,  111  Liberty  Avenue,  Jamaica,  N.  Y. 
Roesek,  Martin  Edward,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  May  7,  1917. 

Died :  Naval  hospital.  Portsmouth,  N.  H.,  May  28,  1918. 

Cause :  Septicemia. 

Next  of  kin :  Mother,  Anna  Roeser,  Chanhassen,  Minn. 
Rogan,  John  Francis,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  St.  Louis,  Mo.,  May  18,  1918. 

Died :  Navy  base  hospital  No.  5,  October  18,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Andrew  Rogan,  3850  Moffett  Avenue,  St.  Louis,  Mo. 
Rogers,  Coit  Seymour,  storekeeper,  third  class,  United  States  Navy. 

Enlisted:  Queenstown,  Ireland,  June  23,  1917. 

Died :  U.  S.  S.  Jacob  Jones,  December  G,  1917. 

Cause :  Killed  in  action  with  enemy  submarine.      \ 

Next  of  kin :  Mother,  Lillian  Rogers,  Free  Street,  South  Hingham,  Mass. 
Rodgers,  Daniel  Talket,  water  tender,  United  States  Navy. 

Enlisted  :  Kansas  City,  Mo.,  February  11,  1914. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Passenger  on  board  missing  Cyclops. 

Next  of  kin :  Mother,  Frona  Best,  Dallas,  Tex. 
Rogers,  George  Francis,  fireman,  third  class,  United  States  Navy.    , 

Enlisted:  Lowell,  Mass.,  June  11,  1917. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action. 

Next  of  kin :  Father,  Michael  H.  Rogers,  93  Humphrey  Street,  Lowell,  Mass. 
Rogers,  James  Edward,  chief  machinist's  mate  (A)  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  January  16,  1918. 

Died:  United  States  naval  air  station,  Pauillac,  France,  October  8,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Anita  Rogers,  401  £  West  Intendentia  Street,  Pensacola, 
Fla. 
Rogers,  Joseph,  boatswain's  mate,  second  ciass,  United  States  Naval  Reserve 
Force. 

Enrolled :  Providence,  R.  I.,  June  10,  1918. 

Died :  Naval  hospital,  Newport,  R.  I..  September  2S,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Wife,  Elizabeth  Rogers,  21  Columbia  Street,  New  Bedford, 
Mass. 
Rogers,  Rembert,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  April  10,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  14,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Alice  Rogers,  R.  F.  D.  3,  Dillon,  S.  C. 
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Rogillio,  Osceoi.a  Irwin,  seaman,  second      ass,  United  States  Naval   Reserve 
Force. 

Enrolled :  New  Orleans,  La.,  April  1G.  1917. 

Died:  U.  S.  S.  Cheyenne,  October  IS,  191S. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Gertrude  litJgillio,  Wilhelm,  La. 
Roglan,  Alfonso,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  August  4,  1916. 

Died :  Navy  Base  Hospital  No.  5,  October  12,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Potuicana  Corrioso,  Alfonso,  Cavite,  P.  I. 
Rohrek,  Rolland  Ernest,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  April  9,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  27,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  Joe  Rohrer,  Schnectady,  N.  Y. 
Rojas,  Cosme,  wardroom  cook,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  September  26,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  30,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Mary  Rojas,  291  Burwell  Street,  Bremington,  Wash. 
Rollason,  Russell  Robert,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Detroit,  Mich.,  August  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Elizabeth  Wall  Rollason,  950  East  Beecher  Street, 
Adrian,  Mich. 
Roller,  William  Frederick,  seaman,  second  class,  N.  N.  V. 

Enrolled :  Boston,  Mass.,  May  18,  1917. 

Died :  U.  S.  S.  Penobscot,  January  12,  1918. 

Cause:  Lost  overboard. 

Next  of  kin :  Margaret  Roller,  831  Wood  Avenue,  Bridgeport,  Conn. 
Rollins,  William  Jackson,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Bath,  Me.,  November  5,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  5,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Carrie  J.  Oliver,  218  Washington  Street,  Bath,  Me. 
Rollins,  AVilliam  Michael,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Brooklyn,  N.  Y.,  February  7,  1916. 

Died :  Naval  hospital,  New  York,  March  5,  1918. 

Cause :  Nephritis,  chronic. 

Next  of  kin :  Sister,  Mrs.  Eva  Tankus,  267  Atkins  Avenue,  Brooklyn,  N.  Y. 
Roman,  Harry  Thomas,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  April  16,  1917. 

Died :  Naval  hospital,  Washington,  D.  C,  July  27,  1917. 

Cause:  Diptheria. 

Next  of  kin:  Father,  Frank  Roman,  South  Louisiana  Street,  Indianapolis, 
Ind. 


636 

ItoMANiTcii,  Fkanklin,  Jr.,  blacksmith,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled  :  Brooklyn,  N.  Y.,  May  5,  1917. 

Died :  Naval  forces  operating  in  European  waters,  October  18,  1918. 

Cause:  Caught  and  crushed  between  two  railroad  cars. 

Next   of   kin:    Mother,  Mrs.   Josephine   Itomanitch,   456   Prospect   Avenue 
Brooklyn,  N.  Y. 
ROMEB,  John  Bishop,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Cincinnati,  Ohio,  May  10,  1918. 

hied:  U.  S.  S.  Louisville,  September  25,  1918. 

Cause:  Pneumonia. 

Next  Of  kin:  Father,  .John  J.  Romer,  4440  Listen  Avenue,  Cincinnati,  Ohio. 
Romig,  James  Gundy,  englneman,  second  class,  United  States  Navy. 

Enlisted:  Rochester,  N.  v.,  June  26,  1915. 

Died:  CJ.  s.  s.  Mount  Vernon,  September  80,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Father,  Eli  Romig,  201  Locust  Street,  Milton,  Pa. 
Romita,  Michael,  mess  attendant,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled  :  Pelham  Bay  Park,  N.  Y.,  June  3,  1918. 

Died:    United   States  naval  air  station,   Paulllac,   France,  September  25, 
1918. 

I  iause :  Pneumonia. 

W\t  of  kin:  Father,  Michael  Angelo  Romita,  1702  Zerega  Avenue,  Bronx, 
N.  Y. 
Komm,  IIauiiv  Bebnabd,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  New  Haven,  Conn.,  August  10,  1918. 

hied:  Naval  hospital,  Great  Lakes,  in.,  September  80,  1918. 

Cause:  influenza, 

Next.  Of  I<in  :    Sister,   Mrs.   Beatrice  Adler,  302  Seventh   Avenue,   New    York 
City,  N.  Y. 
Rondeau,  James  Abnett,  fireman,  third  class,  united  States  Navy. 

Enlisted:   Houston,  Tex.,  April  9,  1917. 

i  fied  :  n.  s.  S.  Montana,  October  28, 1917. 

Cause:   Internal   injuries. 

Next  of  kin:  Mother,  Emma  Rondeau,  Woodvllie,  Tex. 

RONET,  LUCIOUS  WlMBBIC,  apprentice  seaman,  United  States  Navy. 
Enlisted:  Atlanta,  On.,  Angus!  8,  L918. 
hied:  Naval  hospital,  Greal  Lakes,  [11.,  November  11, 1918. 
Cause:  influenza. 

Next  of  kin:  Mother,  Ei a   Line  Swinney  Roney,  GIG  South  Lee  Street, 

Fitzgerald,  Ga. 

ROONEY,  FEED  Henby,  electrician,  first  class.  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  March  7,  1915. 

Died:  Navy  collier  Oyolopa,  June  14,  1918. 

Cause:  Passenger  on  board  missing  Cyclops. 

Next  of  kin  :  Father,  Michael  Rooney,  Council  Bluffs,  Iowa. 
Rooney,  James  Andrew,  chief  commissary  steward,  United  States  Naval  Re- 
servo  Force. 

Enrolled:  Denver,  Colo.,  November  7,  1916. 

I  lied  :  U.  S.  S.  Calamarc.%  October  2,  1918. 

Cause :  Broncho-pneumonia. 

\e\l  of  kin  :  Wife,  Mabel  Rooney,  R.  F.  D.  No-.  1,  box  G.  care  of  John  Hyland, 
Golden,  Colo. 
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Roonet,  John,  Jr.,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled  :  New  Orleans,  La.,  December  14,  1917. 

Died :  Naval  hospital,  New  Orleans,  La.,  September  14, 1918. 

Cause :  Nephritis,  chronic  interstitial. 

Next  of  kin:  Son,  Daniel  Rooney,  2122  South  Robertson  Street,  New  Or- 
leans, La. 
Hoot,  Clifford  Luther,  boatswain's  mate,  first  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  May  29,  1917. 

Died:  U.  S.  S.  Virginia,  November  19,  1917. 

Cause:  Suicide. 

Next  of  kin  :  Father,  Andrew  Kern  Root,  Titusville,  Pa. 
Hoot,  Dan  S.,  Jr.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Newport,  R.  I.,  December  10,  1917. 

Died:  Naval  hospital,  Newport,  R.  L,  January  5,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Wife,  (Mara  B.  Root,  1117  West  Avenue,  Medina,  N.  Y. 
Root,  Eaton  Piiku-n,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  April  2,  1917. 

Died:  Naval  hospital,  New  York,  N.  Y.,  March  5,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Brother,  Raymond  Root,  65  Edwards  Street,  South  Hartford, 
Conn. 
Ropke,  Alfred  John,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Chicago,  111.,  May  22,  1918. 

Died :  Hospital  No.  3,  Leigh,  Scotland,  while  attached  to  U.  S.  S.  Arkansas, 
October  31,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Mary  Kantz  Bagley,  3276  Archer  Avenue,  Chi- 
cago, 111. 
Rose,  Edward  Lafayette,  seaman,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  May  7,  1917. 

Died:  U.  S.  S.  Vermont,  January  16,  1918. 

Cause:  Injuries. 

Next  of  kin :  Father,  Matt  Rose,  14  North  Moreland  Avenue,  Atlanta,  Ga. 
Rose,  Everett,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Indianapolis,  Ind.,  May  2,  1918. 

1  >ied  :  Naval  hospital,  Norfolk,  Va.,  October  11,  1918. 

<  'ausc  :  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Minnie  Rose,  R.  D.  No.  2,  Freetown,  Ind. 
Rose,  Thomas  Joseph,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Baltimore,  Md.,  June  2,  1917. 

Died :  Fifth  Naval  District,  Norfolk,  Va.,  December  12,  1917. 

Cause :  Drowned. 

Next  of  kin :  Mother,  Mrs.  Katherine  Rose,  1414  Light  Street,  Baltimore, 
Md. 
Roseman,  Oscar  Arthur,  engineman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  13,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  27,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Wife,  Tillie  Roseman,  257  West  One  hundred  and  twenty- 
seventh  Street,  New  York,  N.  Y. 
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Rosenberg,  Nathan,  landsman  for  electrician,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  May  14,  1917. 

Died :  Receiving  ship,  New  York,  August  12,  1917. 

Cause :  Accidental  drowning. 

Next  of  kin :  Father,  Samuel  Rosenberg,  Glace  Bay,  Nova  Scotia. 
Rosenberger,  Benjamin  M.,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Philadelphia,  Pa.,  May  22,  1918. 

Died :  U.  S.  S.  Mercy,  while  attached  to  U.  S.  S.  Illinois,  October  25,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Tillie  Rosenberger,  720  East  Eighth  Street,  Chester, 
Pa. 
Rosencrans,  William,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  Haven,  Conn.,  August  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  III.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Altha  Rosencrans,  7  Admiral  Street,  New  Haven, 

Conn. 
Rosness,  George  Cyrus,  landsman  for  electrician  (G),  United  States  Navy. 

Enlisted  :  Minneapolis,  Minn.,  June  21,  1917. 

Died :  Naval  hospital.  New  York,  N.  Y.,  November  22,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Rosness,  947  Sylvan  Street.,  St.  Paul,  Minn. 
Ross,  Albert  Andrew,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  June  15,  1917. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause :  Lost  life  by  explosion  on  U.  S.  S.  Manley. 

Next  of  kin :  Mother,  Ella  M.  Wellbrock,  129  High  Street,  Hingham,  Mass-. 
Ross,  Alfred,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Peoria,  111.,  June  24,  1918. 

Died :  Camp  Logan,  111.,  September  27,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Alma  Theiery  Ross,  Heyworth,  111. 
Ross,  Bruce  Wallace,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  January  5,  1915. 

Died:  Naval  hospital.  Norfolk,  Va.,  December  12,  1917. 

Cause :  Burns. 

Next  of  kin :  Wife,  Gertrude  R.  Ross,  915  North  Street,  Portsmouth,  Va. 
Ross,   Frank   Riley,   ship's   cook,   third   class.   United    States  Naval   Reserve 
Force. 

Enrolled :  Omaha,  Nebr.,  June  11,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Wilma  E.  Ross,  Newell,  S.  Dak. 
Ross,  Hubbard  Cecil,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Houston,  Tex.,  June  1,  1918. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Pressley  Ross,  Mexia,  Tex. 
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Ross,  John  Aaron,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  November  14,  1917. 

Died:  U.  S.  S.  Pittsburgh,  October  22,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Elizabeth  Ross,  266  North  Twenty-fifth  Street,  Port- 
land, Oreg. 
Ross,  Rodney  Perry,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Louisville,  Ky.,  April  5,  1918. 

Died :  On  the  train  to  Chicago,  May  1,  1918. 

Cause:  Injured  in  fight. 

Next  of  kin:  Father,  James  F.  Ross,  Centertown,  Ky. 
Ross,   Willis  Raymon,  seaman,   second   class,  United   States   Naval   Reserve 
Force. 

Enrolled:  Portland,  Me.,  May  9,  1918. 

Died :   Naval  hospital,  New  London,  Conn.,   September  24,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Mrs.  Lizzie  Mae  Ross,  Le  Grange,  Me. 
Rossiter,  Irving  Walter,  gunner's  mate,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  December  4,  1917. 

Died:  Naval  station,  New  York,  April  7,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Mary  E.  Connell,  128  Central  Avenue,  Dover,  N.  H. 
Rossiter,  William  Archibald,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  May  3,  1917. 

Died :  Naval  base  hospital,  Brest,  France,  March  13,  1918. 

Cause:  Septicemia. 

Next  of  kin :  Father,  Charles  Francis  Rossiter,  R.  F.  D.  2,  box  24,  Spencer, 
Iowa. 
Rost,  Oscar  Bernhard,  musician,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Minneapolis,  Minn.,  May  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Marie  Rost,  Ulen,  Minn. 
Rotenbery,  Elda  Hershell,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  December  10,  1917. 

Died :  Naval  hospital,  Great  Lakes,  III,  January  15,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Wesley  Lofatt,  Wexahachie,  Tex. 
Roth,  Charles  Lewis,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  June  8,  1915. 

Died :  U.  S.  S.  Cassin,  August  18,  1918. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Minnie  Rothe,  Angola,  N.  Y. 
Roth,  Harry  Raymond,  landsman  electrician  (R),  United  States  Naval  Reserve 
Force. 

Enrolled:  Peoria,  111.,  February  18,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Willard  P.  Roth,  R.  No.  9,  Paris,  111. 
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Roth,  John  Charles,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  11,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  12,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin:  Father,  John  Roth,  339  East  Forty-fifth  Street,  New  York, 
N.  Y. 
Roth,  Leo,  boatswain's  mate,  first  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  August  13,  1917. 

Died:  Naval  hospital,  New  York,  September  24,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Cousin,  Andrew  Winter,  439  East  Fifth  Street,  New  York 
City,  N.  Y. 
Rothschild,  Lester  Benedict,  yeoman,  third  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Philadelphia,  Pa.,  June  3,  1918. 

Died:  Section  base,  Lewes,  Del.,  October  15,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,   Mrs.   Bertha   Rothschild,  415   South   Street,   Phila- 
delphia, Pa. 
Rouse,  Robert  Jeff,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  February  9,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  May  6,  1917. 

Cause :  Suppurative  pleurisy. 

Next  of  kin :  Foster  mother,  Mrs.  Hester  A.  Rouse,  Dalhart,  Tex. 
Rowe,  Bert  Richard,  seaman,  second  class,  National  Naval  Volunteers. 

Enrolled:  Bremerton,  Wash.,  April  11,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  March  23,  1918. 

Cause :  Pleurisy. 

Next  of  kin  :  Sister.  .Mrs.  Beatrice  Hastings,  Hoquiam,  Wash. 
Rowe.  Clifford  Gordon,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Rochester,  N.  Y.,  June  19,  1918. 

Died:  UV  S.  S.  Leviathan,  May  15,  191S. 

Cause :  Lobar  pneumonia. 

Next  of  kin:  Brother,  William  H.  Rowe,  R.  F.  D.  No.  6,  Medina,  N.  Y. 
Rowe,  Francis  Edward,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  June  4,  1918. 

Died :  Naval  Hospital,  Newport,  R.  I.,  September  23,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Edward  Hoke  Rowe,  Emmitsburg,  Md. 
Rowe,  Joseph  Walter,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Raleigh,  N.  C,  December  13,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  May  7,  1918. 

Cause:  Septicemia. 

Next  of  kin  :  Father,  Walter  W.  Rowe,  Greensboro,  N.  C. 
Rowe,  Walton  Dye,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Buffalo,  N.  Y.,  August  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Father,  George  Anthony  Rowe,  Moravia,  N.  Y. 
Rowles,  Harry,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  June  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Wife,  Eva  May  Rowles,  110  Lawnside  Avenue,  Collingswood, 
N.  J. 
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Rowley,   Patrick,   mess  attendant,   first   class,   United   States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  November  23,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause :  Drowning. 

Next  of  kin :  Father,  Michael  Rowley,  Drumcree,  Letrim,  Ireland. 
Rowsey,  Gkovee  Lee,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  December  29,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  February  26,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Robert  Rowsey,  Kerrs  Creek,  Va. 
Roxas,  Benito,  mess  attendant,  second  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  October  13,  1916. 

Died :  U.  S.  S.  Rochester,  February  11,  191S. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Eusebio  Roxas,  170  Solona  Street,  Manila,  P.  I. 
Roxas,  Nemesio,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  July  15,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  2,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Wife,  Maria  Drueco,  San  Mateo,  Rizal,  P.  I. 
Roxas,  Paciano,  pattern  maker,  first  class,  United  States  Navy. 

Enlisted:  Cavite,  P.  I.,  October  7,.  1912. 

Died  :  Willard  Parker  Hospital,  New  York  City,  N.  Y.,  October  5,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Maxima  Acolentaba,  Panay,  Capiz,  P.  I. 
Royalty,  Alvey  Lee,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Louisville.  Ky.,  May  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  18,  1918. 

Cause :  Influenza. 

Next  of  kin :  Sister,  Lulu  Frances  Royalty,  Short  Creek,  Ky. 
Rozanski,  Martin,  teaman,  United  States  Navy. 

Enlisted :  Boston,  Mass..   September  17,   1917. 

Died:  U.  S.  S.  Manley,  March  19,  1918. 

Cause:  Killed  in  explosion  on  board  U.  S.  S.  Manley. 

Next  of  kin :  Father,  Max  Rozanski,  153  East  Central  Avenue,  Toledo,  Ohio. 
Rubel.  Mortimer  Strauss,  storekeeper,  third  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Great  Lakes,  111.,  June  17,  191S. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wfe,  Mrs.  Rose  Rubel,  5112  Kimbark  Avenue.  Chicago,  111. 
Rubenstein,  Harold  Baron,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Newport,  R.  I.,  October  13,  1916. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  June  23,  1918. 

Cause :  Gunshot   wound. 

Next  of  kin :  Father,  Louis  Rubenstein,  255  Thames  Street,  Newport,  R.  I. 
Rubin,  Harold,  landsman  for  machini:  t's  mate  (A),  United  States  Naval  Re- 
serve Force. 

Enrolled :  San  Francisco,  Calif.,  June  24,  1918. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  November  9,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother.  Tillie  Rubin,  1084  Ashmount  Avenue,  Oakland,  Calif. 
174483—20 41 
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Rubin,  Moe,  seaman,  United  States  Navy. 

Enlisted:  Indianapolis,   Ind.,  January  8,   1916. 

Died :  Naval  hospital,  Fort  Lyon,  Colo.,  October  22,  1917. 

Cause :  Tuberculosis. 

Next  of  kin:  Father,  Hayman   Rubin,  4(30  Ea>t  One  hundred  and   forty- 
sixth   Street,  New  York  City,   N.   Y. 
Rucker,  William  ErAviN,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  December  15,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  December  23,  1917. 

Cause :  Septicemia. 

Next  of  kin :  Wife,  Mrs.  Margaret  Rucker,  McKinney,  Tex. 
Rudbeck,  Oscar,  electricician,  third  class,  United  States  Naval  Re.-erve  Force. 

Enrolled:  Newport,  R.  I.,  March  26,  1915. 

Died:  U.  S.  S.  Hull,  March  15,  1918. 

Cause:  Lost  overboard. 

Next  of  kin :  Mother,  Esther  Rudbeck,  73  Park  Avenue,  New  York  City, 
N.   Y. 
Rudy,  Charles  Thomas,  machinist's   mate,  second  class    (A),  United  States 
Navy. 

Enli.-ted:  Louisville,   Ky.,   November   12,    1917. 

Died  :  Naval  air  station,  Trojan,  France,  September  18,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Julia  F.  Rudy,  703  East  Market  Street,  New  Albany, 
Ind. 
Ruff,  Alfred  Gus,  chief  commissary  steward,  United  States  Navy. 

Enlisted :  Base  No.  3,  April  5,  1918. 

Died :  U.  S.  S.  Ohio,  September  26,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Ida  May  Ruff,  3316  North  Uber  Street,  Philadelphia,  Pa. 
Ruff,  George,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  September  28,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  30,  1918. 

Cause:  Diphtheria. 

Next   of  kin:  Mother,   Mrs.   Bertha    Wolf,   67   Greenwood   Avenue,    Blue 
Island,  111. 
Rumney,  Harry  Robert,  seaman,  second  class,  United  States  Navy. 

Enlisted  :  Great  Lakes,  111.,  May  31,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  October  8,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Elsie  Rumney,  Sheridan,  111. 
Runyan,  Clyde,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Des  Moines,  Iowa,  July  6,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Nellie  Fraser  Runyan,  Laurens,  Iowa. 
Runyan,  Will  Trayne,  Jr.,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  June  10,  1918. 

Died :  Naval  training  camp,  Camp  Logan,  111.,  October  2,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Elizabeth  Boyd  Runyan,  Norborne,  Mo. 
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Rupp,  Peter  John,  pharmacist's  mate,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  Orleans,  La.,  March  8,  1918. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  11,  1918. 

Cause:  Influenza. 

Next  of  kin:  Sister,  Mrs.  Esther  Rupp  Manent,  541  Bermuda  Street,  New 
Orleans,  La. 
Ruppel,  Edward  William,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  April  1,  191S. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  16,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Lottie  Ruppel,  Horton  Avenue,  Valley  Stream,  Long 
Island,  N.  Y. 
Rush,  Joseph,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Des  Moines,  Iowa,  July  2,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  9,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  George  Rush,  South  Avenue,  Iowa  Falls,  Iowa. 
Rush,  Wilsie  McKinley,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  May  1,  1917. 

Died :  U.  S.  S.  Grant,  October  22,  1918. 

Cause :  Accidental  drowning. 

Next  of  kin:  Father,   John  Gardner  Rush,  337   South  Davis  Street,   Ot- 
tumwa,  Iowa. 
Rusher,  Ottis,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Peoria,  111.,  June  4,  1918. 

Died :  U.  S.  S.  Solace,  October  11,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Nathan  Anual  Rusher,  R.  F.  D.  No.  5,  Taylorville,  111. 
Russ,  Inyo  Atherton,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enrolled :  San  Francisco,  Calif.,  June  5,  1917. 

Died:  Navy  Base  Hospital  No.  5,  October  8,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Anne  Louise  Russ,  432  Belvedere  Street,  San  Fran- 
cisco, Calif. 
Russell,  Charles  Edward,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  New  Haven,  Conn.,  May  17,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  11,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Sister,  Mamie  Russell,  289  Capitol  Avenue,  Hartford,  Conn. 
Russell,   Dwight  Carleton,   machinist's   mate,   second  class,   United   States 
Navy. 

Enlisted :  New  Haven,  Conn.,  December  5,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  15,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Walter  Clifford  Russell,  53  Pond  Street,  New  Havenr 
Conn. 
Russell,  Everett  Dale,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Parkersburg,  W.  Va.,  June  10,  1918. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  October  9,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Dallas  H.  Russell,  Coolville,  Ohio. 
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Russell,  James  Mattingly,  plumber  and  fitter,  first  class.  United  States  Naval 
Reserve  Force. 
Enrolled:  Louisville,  Ky.,  May  28,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 
Cause :  Influenza. 

Next  of  kiu :   Mother,   Catherine   Elder  Russell,   2115   St.  Louis   Avenue, 
Louisville,  Ky. 
Russell,  John  Edgar,  hospital  apprentice,  first  class,  United  States  Naval  Re- 
serve Force. 
Enrolled:  San  Francisco,  Calif.,  July  26,  1917. 
Died :  San  Francisco  Hospital,  November  8,  1918. 
Cause:  Influenza. 

Next  of  kin:  Mother,  Agnes  Welch  Russell,  Burgettstown,  Pa. 
Russell,  Noah,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enrolled:  Louisville,  Ky.,  July  23,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  191S. 
Cause:  Influenza. 

Next  of  kin :  Wife,  Lexie  Ellis  Russell,  Boatwright,  Ky. 
Russell,  Paul  Hebek,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enrolled:  Detroit,  Mich.,   July  12,  1918. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  September  20,  1918. 
Cause:  Influenza. 

Next  of  kin  :  Mother,  Cora  McNelly  Russell,  415  Madison  West,  Lansing, 
Mich. 
Russell,  Ralph  Augustus,  gunner's  mate,  second  class,  National  Naval  Vol- 
unteers. 
Enrolled:  Great  Lakes,  111.,  May  30,  1917. 
Died :  Naval  hospital,  League  Island,  Pa.,  June  22,  1918. 
Cause :  Endocarditis. 

Next   of  kin :   Mother,   Mrs.   I.  C.  Russell,  1703  Hill   Street,   Ann  Arbor, 
Mich. 
Russell,  Wallace  Lee,  fireman,  first  class,  United  States  Navy. 
Enlisted:  Binghamton,  N.  Y.,  July  7,  1917. 
Died:  Naval  hospital,  Norfolk,  Va.,  October  9,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Mother,  Agnes  Russell,  Deposit,  N.  Y. 
Russell,  William  Lee,  fireman,  third  class,  United  States  Naval  Reserve  Force. 
Enrolled:  Des  Moines,  Iowa,  June  19,  1918. 
Died  :  U.  S.  S.  Solace,  October  6,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Rosa  Russell,  R.  F.  D.  No.  1,  Libertyville,  Iowa. 
Russell,   William   Vebne,   apprentice  seaman,  United   States  Naval   Reserve 
Force. 
Enrolled:  Philadelphia,  Pa.,  June  26,  1918. 
Died:  Great  Lakes,  111.,  September  28,  1918. 
Cause :  Influenza. 

Next  of  kin  :  Father,  Joseph  D.  Russell,  R.  F.  D.  No.  2,  Emporium,  Pa. 
Russo,  Joseph  Guiseppe,  landsman  baker,  United  States  Naval  Reserve  Force. 
Enrolled :  Boston,  Mass.,  July  23,  1918. 

Died:  Quarantine  station,  Gallops  Island,  Mass.,  September  28,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kiu :  Mother.  Frances  Russo,  11  Ford  Street,  Boston,  Mass. 
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Rutherford,  Richard  Hall,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Minneapolis,  Minn.,  April  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Nellie  Rutherford,  1016  Northeast  Twenty-seventh 
Avenue,  Minneapolis,  Minn. 
Rutherford,  Steven  Edward,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  December  14,  1917. 

Died :  Naval  training  station,  Great  Lakes,  111.,  January  28,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Steven  Rutherford,  Cannelton,  Ind. 
Ruzicka,  William  Joseph,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  St.  Louis,  Mo.,  March  8,  1918. 

Died :  U.  S.  S.  America,  October  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Peter  Ruzicka,  3128  South  Pennsylvania  Avenue,  St. 
Louis,  Mo. 
Ryan,  James  Ernest,  quartermaster,  third  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  July  20,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  board  missing  Cyclops. 

Next  of  kin :  Wife,  Iris  Ryan,  West  Alexandria,  Ohio. 
Ryan,  Jeremiah  John,  water  tender,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  June  6,  1917. 

Died :  Receiving  ship,  Halifax,  Nova  Scotia,  October  16.  1918. 

Cause :  Pneumonia,   following  influenza. 

Next  of  kin:  Mother.  Mary  Eliza  Ryan,  818  Jackson  Street,  Philadelphia, 
Pa. 
Ryan,    John   Thomas,    seaman     second    class,    United    States    Naval    Reserve 
Force. 

Enrolled :  Williamsport,  Pa.,  June  5,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  John  D.  Ryan,  912  Erie  Avenue,  Renovo,  Pa. 
Ryan,  Joseph  Francis,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  December  10,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause:  Died  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  John  S.  Ryan,  1828  Cayuga  Street,  Philadelphia,  Pa. 
Ryan,  Joseph  Patrick,  yeoman,  second   class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Chicago.  111.,  June  29,  1917. 

Died :  U.  S.  S.  Solace,  October  4,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  Thomas  J.  Ryan,  5746  Green  Street,  Chicago,  111. 
Ryan,    Joseph   William,    fireman,   first   class,   United    States   Naval    Reserve 
Force. 

Enrolled:  Charleston,  S.  C,  June  1,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  29,  1918. 

Cause:  Pneumonia. 

Next   of   kin:  Mother.    Mrs.    Lizzie    Elizabeth    Ryan.    257   Phillip    Street, 
Charleston.  S.  C. 
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Ryan,  Nokbeet  Joseph,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Indianapolis,  Ind.,  August  5,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111..  October  16,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Virginia  Ryan,  R.  R.  No.  3,  New  Haven,  Ind. 
Ryan,  Thomas  Edward,  carpenter's  mate,  third  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  December  7,  1917. 

Died  :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Anna  Ryan,  720  East  Taylor  Street,  Kokomo,  Ind. 
Ryan,  William  Hekbekt,  landsman  machinist's  mate  (A),  United  States  Naval 
Reserve  Force. 

Enrolled:  Cincinnati,  Ohio,  July  9,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  11,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Hiram  Edward  Ryan,  Junction  City,  Ohio. 
Rtmeb,  Charles  William,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Parkersburg,  W.  Va.,  November  12,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  his  life  when  the  U.  S.  A.  0.  T.  Tieonderoga  was  fired  upon  by 
an  enemy  submarine  and  snnk. 

Next  of  kin :  Father,  Henry  W.  Rymer,  864  Kenton  Avenue,  Marion,  Ohio. 
Ryrik,  James  Edgar,  landsman  machinist's  mate  (A),  United  States  Naval  Re- 
serve Force. 

Enrolled:  Detroit.  Mich.,  December  22,  1917. 

Died:  Naval  hospital,  Great  Lakes.  111.,  March  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Christina  Ryrie,  1329  Trumbull  Avenue,  De- 
troit, Mich. 
Sabol,  Andrew,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Salt  Lake  City,  Utah,  July  18,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  7,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Andrew  Sabol,  Stockett,  Cascade  County,  Mont. 
Sackett,  Howard  Harvey,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Syracuse,  N.  Y.,  July  24,  1917. 

Died :  Naval  hospital,  Pelham,  N.  Y.,  March  8,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Euretta  Sackett,  940  Bellevue  Avenue,  Syracuse,  N.  Y. 
Sackett,  William  Jennings  Bryan,  apprentice  seaman,  United  States  Naval 
Reserve  Force. 

Enrolled :  Omaha,  Nebr.,  July  27,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  18,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Mr.  Nat   Sackett.   2563  Poppleton  Avenue,  Omaha, 
Nebr. 
Saddler,  Edward,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Syracuse,  N.  Y.,  November  5,  1917. 

Died  :  Naval  hospital,  Newport,  R.  L.  December  13,  1917. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin  :  Father,  Jacob  Saddler,  R.  F.  D.  No.  4,  Clyde,  N.  Y. 
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Saffian,  Geokge  Fred,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  July  30,  1917. 

Died:  Emergency  Hospital,  Quincy,  Mass.,  October  11,  1918. 

Cause :  Influenza-pneumonia. 

Next  of  kin :  Father,  H.  M.  Saffian,  1150  Parker  Avenue,  Detroit,  Mich. 
Sager,  George  Francis,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  May  24,  1918. 

Died:  4205  Terrace  Street,  Philadelphia,  Pa.,  October  5,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Sara  Sager,  4205  Terrace  Street,  Philadelphia,  Pa. 
Salawetz,  I^dward  Emanuel,  landsman  electrician   (general),  United  States 
Naval  Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  August  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Frances  Margaret  Salawetz,  408  Eighth  Avenue,  Clinton, 
Iowa. 
Salerno,  Andrea,  blacksmith,  second  class,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  May  29,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Brother,  Joseph  Salerno,  2782  West  Fifteenth  Street,  Coney 
Island,   N.  Y. 
Salomonson,  Swam  Milton,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Denver,  Colo.,  April  18,  1918. 

Died :  United  States  naval  training  camp,  Mare  Island,  Calif.,  October  16, 
1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Carrie  Salomonson,  R.  F.  D.  No.  2,  Berthoud,  Colo. 
Salvador,  Pablo,  mess  attendant,  first  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  March  20,  1917. 

Died :  U.  S.  S.  Solace,  October  13,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Damaso  Salvador,  Balinay,  Bulacan,  P.  I. 
Salvan,  Mateo,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  July  6,  1918. 

Died :  United  States  naval  hospital,  New  York,  N.  Y.,  September  24,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Uncle,  Ciricco  Salvan,  Gubat,  Sorsogan,  P.  I. 
Sam,  Ah,  mess  attendant,  first  class,  United  States  Navy. 

Enlisted :  Canton,  China,  July  27,  1914. 

Died :  U.  S.  S.  Helena,  August  1,  1917. 

Cause:  Unknown. 

Next  of  kin  :  Wife,  Yong  Kew,  Kowloon,  China. 
Sample,  William  Leslie,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled  :  Columbia,  S.  G,  June  23,  1918. 

Died:  U.  S.  S.  Montauk,  S.  P.  392,  August  21,  1918. 

Cause:  Lost  when  vessel  foundered. 

Next  of  kin  :  Mother,  Addie  Sample.  2119  Brown  Street,  Newberry,  S.  C. 
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Samples,  Hugh,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Louisville,  Ky.,  May  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  15,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  Mr.  Jonathan  Samples,  Crystal,  Ky. 
Sampson,  Jesse  Clifford,  seaman,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  April  24,  1917. 

Died :  S.  S.  Tyler,  May  2,  1918. 

Cause :  Lost  life  at  sea. 

Next  of  kin :  Mother,  Mrs.  Ola  M.  Sampson,  Fletcher,  Okla. 
Samuels,   Sam   Stanley,   fireman,   third  class,  United   States  Naval   Reserve 
Force. 

Enrolled :  Little  Rock,  Ark.,  July  22,  1918. 

Died :  United  States  Naval  Hospital,  Great  Lakes,  111.,  October  7,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Half  sister,  Ora  Mae  Flotho,  3035  Virginia  Avenue,  Kansas 
City,  Mo. 
Samuelson,  Benjamin  Christopher,  gunner's  mate,  third  class,  National  Naval 
Volunteers. 

Enrolled:  Philadelphia,  Pa.,  April  19,  1917. 

Died :  U.  S.  S.  Kansas,  December  20,  1917. 

Cause :  Due  to  injury  received  on  board  ship. 

Next  of  kin :  Mother,  Mrs.  Hannah  Samuelson,  1047  Twenty-seventh  Ave- 
nue, Minneapolis,  Minn. 
Sanborn,  Arthur  Elden,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  June  24,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Wife,  Grace  Sanborn,  336  Dayton  Street,  Kenosha,  Wis. 
Sanborn,  Frank  Leavitt,  fireman,  first  class,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  August  3,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1917. 

Cause:  Lost   his  life  when   the  U.    S.   A.   C.   T.    Ticonderoga    was   fired 
upon  by  an  enemy  submarine  and  sunk. 

Next  of  kin :  Mother,  Maude  Sanborn,  Armona,  Calif. 
Sandefur,  Charles  Hall,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  March  29,  1918. 

Died :  United  States  naval  hospital,  Norfolk,  Va.,  May  2,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin:  Father,  Amos  Ira  Sandefur,  301  West  Washington   Street, 
Indianapolis,  Ind. 
Sander,  Carl  Rinhold,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  December  15,  1917. 

Died :  United  States  naval  hospital,  Mare  Island,  Calif.,  February  8,  1918. 

Cause:  Meningitis,  cerebrospinal. 

Next  of  kin :  Mother,  Francis  Sander,  Mapleton,  Oreg. 
Sanders,  Arthur  Ray,  machinist's  mate,  second  class,  aviation,  United  States 
Naval  Reserve  Force. 

Enrolled:  Detroit,  Mich.,  December  15,  1917. 

Died :  Naval  Hospital,  Chelsea,  Mass.,  September  11,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  B.  B.  Sanders,  Trenton,  Mich. 
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Sanders,  Oscae  Christopher,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Meridian,  Miss.,  May  29,  1918. 

Died:  Naval  hospital,  Naval  Base,  Va  ,  October  6,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Charlie  P.  Sanders,  Lo-^iew,  Miss. 
Sandhovel,  William  Frederick,  landsman  yeoman,  United  States  Navy. 

Enlisted:  Brooklyn,  N.  Y.,  August  16,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  26,  1918. 

Cause :  Pneumonia,  broncho. 

Next    of    kin:  Father,    William    D.    Sandhovel,   1252   Fifty-fourth    Street, 
Brooklyn,  N.  Y. 
Sanford,  Charlie  Heidel,  ship's  cook,  third  class,  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  October  9,  1915. 

Died:  U.  S.  S.  Jacob  Jones,  December  6.  1917. 

Cause:  Killed  in  action  with  enemy  submarine. 

Next  of  kin:  Mother,  Barbara  Ella  Sanford,  326  Lexington  Avenue,  Lan- 
caster, Ky. 
Sanford,  Mark  Jack,  ship's  cook,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  December  IS,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause :  Drowning. 

Next  of  kin :  Father,  Jack  Sanford,  Witebsk,  Russia. 
San  Luis,  Egmidio,  musician,  first  class,  United  States  Navy. 

Enlisted :  Mare  Island,  Calif,  November  27,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  17,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Liceria  E.  San  Luis,  Balensuela  Bacod,  San  Tamesen, 
P.  I. 
Santiago,  Salvador  Canacho,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  San  Juan,  P.  R.,  August  5,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  October  4,  1918. 

Cause :  Pneumonia  following  influenza. 

Next  of  kin :  Mother,  Francisca  Santiago,  San  Juan,  P.  R. 
Santos,  John,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  June  27,  1918. 

Died :  United  States  naval  training  camp,  Bumkin  Island,  Mass.,  September 
30,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Marion  Santos,  1  Quarry  Street,  Quincy,  Mass. 
Santos,  Pedro  A.,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Olongapo,  P.  I.,  May  9,  1916. 

Died :  Naval  hospital,  Pensacola,  Fla.,  June  24,  1918. 

Cause:  Typhoid  fever. 

Next  of  kin :  Sister,  Dominga  Santos,  San  Roque,  Cavite,  P.  I. 
Santos,  Vincente,  seaman,  United  States  Navy. 

Enlisted :  Guam,  P.  I.,  October  12,  1917. 

Died:  U.  S.  S.  Supply,  August  10,  1918. 

Cause:  Drowning. 

Next  of  kin :  Father,  Antonio  Santos,  Agana,  Guam. 
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Sargent,  Francis  Edmund,  Jr.,  chief  yeoman,   United   States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  August  13,  1917. 

Died :  Naval  hospital,  Washington,  D.  C,  September  8,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Sister,  Evangeline  Wilkinson,  21  Walter  Street,  Roslindale, 
Mass. 
Sarra,  Aniceto,  mess  attendant,  first  class,  United  States  Navy. 

Enlisted:  Cavite,  P.  I.,  June  10,  1914. 

Died :  Naval  hospital,  Fort  Lyon,  Colo.,  April  4,  1918. 

Cause :  Tuberculosis. 

Next  of  kin :  Mother,  Felociano  Filoren,  Maasin,  Leyte,  P.  I. 
Sarran,  Dave  Alexander,  seaman,  United  States  Navy. 

Enlisted :  El  Paso,  Tex.,  May  10,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause :   Influenza. 

Next  of  kin :  Sister,  Miss  Edna  Sarran,  921  California  Street,  San  Antonio, 
Tex. 
Sattre,  Oscar  Ingeman,  coppersmith,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  March  15,  1918. 

Died :  Navy  Base  Hospital  No.  5,  October  4,  1918. 

Cause :   Pneumonia. 

Next  of  kin:  Mother,  Mrs.  Barbara  Sattre,  4204  Garfleld  Avenue  Soutn, 
Minneapolis,    Minn. 
Saturday,  Major  McKinley,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  November  14,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  14,  1917. 

Cause :  Lobar  pneumonia. 

Next  of  kin:  Wife,  Ola  Knight  Saturday,  Jacksonville,  Ga. 
Sauchelli,  Fred  Carle,  seaman,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  April  27,  1917. 

Died :  United  States  Naval  Hospital,  Norfolk,  Va.,  October  8,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Catherine  Sauchelli,  141  South  Canal  Street,  Newark, 
N.   J. 
Saunders,  Augustus  Henry,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Peoria,  111.,  December  13,  1917. 

Died :  United  States  naval  training  station,  Great  Lakes,  111.,  May  7,  1918. 

Cause:  Pleurisy. 

Next  of  kin :  Father,  Abraham  Lincoln  Saunders,  R.  R.  No.  2,  Cuba,  111. 
Saunders,  Edward  Joseph,  seaman,  second  class,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  October  19,  1917. 

Died:  U.  S.  S.  Solace,  March  1,  1918. 

Cause :   Pneumonia. 

Next  of  kin :  Sister,  Josephine  Saunders,  252  Patchen  Avenue,  Brooklyn, 
N.  Y. 
Saunders,    Stuart   Benton,    chief   quartermaster    (aviation),    United    States 
Naval   Reserve  Force. 

Enrolled :  New  York  City,  N.  ¥.,  May  21,  1917. 

Died :  Pensacola,  Fla.,  September  24,  1918. 

Cause:  Killed  in  seaplane  accident. 

Next  of  kin  :  Mother,  Fannie  Rnthbun  Saunders,  132  Euclid  Avenue.  West- 
field,  N.  J. 
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Savage,  Jack  Edward,  lireman,  third  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  October  4,  1917. 

Died  :  Naval  hospital,  Norfolk,  Va..  January  3,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin  :  Mother,  Augusta  Spray,  Chewelah,  Wash. 
Savage,  Lee  Johnson  Joseph,  chief  machinist's  mate,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  July  10,  1917. 

Died:  U.  S.  S.  Virginia,  November  28.  1917. 

Cause :  Peritonitis. 

Next   of  kin:  Mother,  Mrs.   Minnie   Savage,  3166  Wilkens    Avenue,   Balti- 
more, Mil. 
Savakio,  Jesse  Russell,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  June  1,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  9,  1918. 

Cause:  Spinal  fever. 

Next  of  kin :  Father,  Michael  Savario,  Acy,  La. 
Sawtelle,  Philip  Perby,  machinist's  mate,  second  class.  United  States  Naval 
Reserve  Force. 

Enrolled:  Portland,  Me.,  October  17,  1917. 

Died :  Naval  hospital.  New  London,  Conn.,  September  27,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Dore  Sawtelle,  4  Wyman  Street,  Augusta,  Me. 
Sawyer,  Chakles  Adison,  machinist's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Boston,  Mass.,  July  16,  1918. 

Died :  United  States  Naval  Hospital,  Charleston,  S.  C,  September  16,  1918. 

Cause:  Pulmonary  hemorrhage. 

Next  of  kin :  Mother,  Ida  Blanch  Sawyer,  Green  Street,  Waltham,  Mass. 
Sayre,  Lewis  Albert,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  May  12,  1917. 

Died:  United  States  Naval  Hospital.  Pelham  Bay  Park,  N.  Y.,  October  11, 
1918. 

Cause :  Broncho-pneumonia. 

Next   of  kin:  Father,  James  Horace   Sayre,   102   North   Seventh   Street, 
Newark,  N.  J. 
Scales,  Alfred  Moore,  Jr.,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Washington,  D.  C,  April  5,  1918. 

Died :  Naval  hospital,  Brooklyn.  N.  Y.,  October  14,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Alfred  Moore  Scales,  sr.,  Greensboro,  N.  0. 
Scanlon,  Edward  Carl,  seaman,  United  States  Navy. 

Enlisted :  Portland,  Me.,  November  15,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  February  26,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Brother,  Donald  Scanlon,  Bangor,  Me. 
Scanlon,  Matthew,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  San  Francisco,  Calif..  June  1,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  20,  1918. 

Cause :  Influenza. 

Next  of  kin:   Mother,   Inger   K.   Marcusen,   8  Iowa    Street.    Santa    Rosa, 
Calif. 
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Scarlett,  Julian  Iverson,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  July  9,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Virginia  Tyson  Scarlett,  Brunswick,  Ga. 
Scarry,  Francis  Benedict,  commissary  steward,  United  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  November  5,  1917. 

Died:  Naval  hospital,  Brooklyn,  N.  Y.,  September  12,  191S. 

Cause:  Diphtheria. 

Next  of  kin:  Stepmother,  Mrs.  Josephine  Scarry,  10  Bryant  Street,  Ded- 
ham,  Mass. 
Schaaf,   Leo  Michal,   seaman,   second   class,   United   States  Naval   Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.    July  19,  1918. 

Died :  U.  S.  S.  Mercy,  Oct«-l)er  3,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Sarah  Schaaf  Vaughn,  Cheyenne  Weils,  Colo. 
Schaefer,  George  Joseph,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Brooklyn,  N.  Y.,  June  7,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  life  when  vessel  was  torpedoed  and  sunk. 

Next  of  kin :  Brother,  William  Schaefer,  Catholic  Protectory,  Westchester,. 
N.  Y. 
Schaefer,  Joseph,  chief  electrician  (general),  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  May  19,  1916. 

Died:   United  States  Naval  Hospital,   Canacao,  P.   I.,  December  7,  1917. 

Cause :  Result  of  burns. 

Next  of  kin:   Sister,   Clara   Amen,  417   South   Garfield   Street,   Hastings, 
Nebr. 
Schaefer,  Theodore,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Great  Lakes   111.,  June  11,  1918. 

Died:  Naval  hospital,  Great  Lakes,  lil.,  September  SO,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Eliz.  Schaefer,  320  Sheridan  Avenue,  Whiting,  md, 
Schaeffer,  George,  fireman,  third  class,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  December  13,  1917. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  September  28,  1918_ 

Cause:  Influenza. 

Next  of  kin :  Father,  F.  R.  Schaeffer,  Springfield,  Mo. 
Schaeffer,  Thomas  Henry,  seaman,  United  States  Navy. 

Enlisted:  Allentown,  Pa,  March  29,  1918. 

Died :  U.  S.  S.  St.  Louis,  January  7,  1918. 

Cause:  Lost  overboard. 

Next  of  kin :  Sister,  Adeline  V.  Schaeffer,  R.  N.,  Milford  Hospital.  Milford, 
Del. 
Schafer,  Benjamin  George,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Chicago,  111.,  June  7,  1918. 

Died :  U.  S.  S.  Pittsburgh,  October  20,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Father,  George  F.  Schafer,  Ashton,  111. 
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Schafer,  Feed,  electrician,  second  class  (general),  United  States  Naval  Reserve 
Force. 

Enrolled :  Philadelphia,  Pa.,  April  24,  1917. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  June  2,  1918. 

Cause :  Tuberculosis,  pulmonary. 

Next  of  kin :  Aunt,  Mrs.  Mary  Leimeister,  1725  Venanago   Street,   Phila- 
delphia, Pa. 
Schaffer,  James  Guy,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  June  27,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  missing  Cyclops. 

Next  of  kin :  Fairy  Belle  Schaffer,  139  North  Green  Street,  Martinsburg, 
W.  Va. 
Schaffert,  William  Theophtlus,  carpenter's  mate,  first  class,  United  States 
Naval  Reserve  Force. 

Enrolled :  Minneapolis,  Minn.,  June  12,  1918. 

Died :  United  States  naval  air  station,  North   Sydney,  Nova   Scotia,   Sep- 
tember 30,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Fred  Schaffert,  Spreakers,  N.  Y. 
Schaffner,  Fred  Charles,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  April  14,  1917. 

Died :  Naval  headquarters,  Paris,  France,  April  18,  1918. 

Cause:  Effects  of  German  gas  bombardment  at  Fountain,  St.  Robert,  France. 

Next  of  kin :  Mother,  Emma  Schaffner,  4224  Seventh  Avenue,  Rock  Island, 
111. 
Schaiblin,  Theodore,  chief  electrician  (general),  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  October  18,  1915. 

Died :  United  States  naval  hospital,  Canacao,  P.  I.,  August  5,  1917. 

Cause :  Burns. 

Next  of  kin :  Mother,  Alwina  Clara  Schaiblin,  Greenwood,  Mo. 
Schantz-Hansen,  Ernest  Frederick,  hospital  apprentice,  second  class,  United 
States  Naval  Reserve  Force. 

Enrolled:  Des  Moines,  Iowa,  May  31,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Maria  Schantz-Hansen,  403  Washington  Street,  Cedar 
Falls,  Iowa. 
Schatz,   Harry   Aloysits,    apprentice   seaman,    United   States    Naval    Reserve 
Force. 

Enrolled :  Pelham  Bay  Park,  N.  Y.,  July  23,  1918. 

Died :  United  States  naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  10, 
1918. 

Cause :  Thrombosis. 

Next   of   kin:  Wife,   Dorothy    Schatz,   410   East   One   hundred   sixty-fifth 
Street,  Bronx,  N.  Y. 
Schaubel,  Julius  Alton,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  May  1,  1917. 

Died :  United  States  naval  hospital,  Great  Lakes,  111,  June  18,  1917. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Gottlob  Schaubel,  Holton,  Kans. 


654 

Scheidt,  Petek,  fireman,  first  class,  United  States  Naval  Reserve  Force. 
Enrolled:  Detroit,  Mich.,  May  15,  1918. 
Died :  U.  S.  S.  El  Oriente,  October  19,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Matthew  Scheidt,  Alger,  Mich. 
Schemm,  Robert  Martin,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enrolled:  Detroit,  Mich.,  June  12,  1918. 

Died:  United  States  naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 
Cause:  Influenza. 
Next  of  kin:  Mother,  Mrs.  Barbara  Schemm,  1701  McKinley  Avenue,  Bay 

City,  Mich. 
Schenck,  Harry  Peter,  electrician,  third  class,  United  States  Naval  Reserve 

Force. 
Enrolled:  San  Francisco,  Calif.,  June  1,  1917. 

Died:  United  States  naval  hospital,  Chelsea,  Mass.,  October  16,  1917. 
Cause:  Nephritis,  chronic. 
Next  of  kin :  Father,  George  W.  Schenck,  1632  Bush  Street,  San  Francisco, 

Calif. 
Scherding,  Walter  Tips,  chief  quartermaster  (aviation),  United  States  Naval 

Reserve  Force. 
Enrolled :  Houston,  Tex.,  June  27,  1918. 
Died:  United  States  Naval  Training  Camp,   Seattle,  Wash.,  October  30, 

1918. 
Cause:  Pneumonia,  broncho. 
Next  of  kin  :  Wife,  Alica  Maude  Scherding,  1304  Rio  Grande  Street,  Austin, 

Tex. 
Scherer,  Louis  Bernard,  fireman,  third  class,  United  States  Naval   Reserve 

Force. 
Enrolled:  Cincinnati,  Ohio,  July  15,  1918. 
Died :  Naval  hospital,  Naval  Base,  Va.,  October  25,  1918. 
Cause:  Cerebrospinal  fever. 
Next  of  kin:  Mother,  Emma  Scherer,  3903  Columbia  Avenue,  Cincinnati, 

Ohio. 
Scherman,  Bert  Henry,  fireman,  third  class,  United   States   Naval  Reserve 

Force. 
Enrolled:  Milwaukee,  Wis.,  June  18,  1918. 
Died :  U.  S.  S.  Comfort,  September  30,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Mrs.  Cora  Ellen  Scherman,  R.  F.  D.  No.  10,  Milton,  Wis. 
Scherker,  Walter,  ship's  cook,  fourth  class,  United  States  Naval  Reserve  Force. 
Enrolled:  Portland,  Ore.,  June  28,  1918. 
Died:  Naval  hospital,  Paget  Sound,  Wash.,  October  2,  1918. 
Cause:  Influenza. 

Next  of  kin:  Mother,  Caroline  Scherrer,  The  Dalles,  Oreg. 
Schlappi,    Melvin    Clair,    apprentice   seaman,    United    States    Naval    Reserve 

Force. 
Enrolled :  Detroit,  Mich.,  July  22,  1918. 

Died:  United  States  Naval  hospital,  Great  Lakes,  111.,  September  J(J,  1018. 
Cause:  Influenza. 
Next  of  kin:  Father,  George  Schlappi.  208  Hillcrest  Street.  Alma.  Mich. 
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Schleicher,  Frank  Cornelius,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  New  Haven,  Conn.,  April  2,  1918. 

Died:  U.  S.  S.  Comfort,  September  23,  1918. 

Cause :  Influenza. 

Next   of  kin :  Father.   Ernest   Schleicher.   77   Elm    Street,   East  Hartford, 
Conn. 
Schmay,  Sidney  Stephen,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  April  21,  1917. 

Died :  U.  S.  S.  Newport  Neivs,  September  12,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Grace  Margaret  Schmay,  86  Oakwood  Avenue,  Troy, 
N.  Y. 
Schmehl,  Frederick  Ernest,  fireman,  third  class,  United   States  Navy. 

Enlisted :  New  York,  N.  Y.,  December  11.  1917. 

Died :  Naval  hospital  Key  West,  Fla.,  August  11,  1918. 

Cause:  Septicemia. 

Next  of  kin:  Father,  John  Schmehl.  23  William  Street,  East  Port  Chester, 
N.  Y. 
Schmidt,  Freddirk  Herman  Ernest,  seaman,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  May  5,  1917. 

Died:  Naval  hospital,  New  York,  March  10,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Brother,  Henry  Schmidt,  R.  R.  No.  1,  Crown  Point,  Ind. 
Schmidt,  Henry  Leonhart,  fireman,  first  class,  United  States  Navy. 

Enlisted,  Crisfield,  Md.,  July  3,  1917. 

Died :  U.  S.  S.  Alabama,  March  15,  1918. 

Cause:  Drowning. 

Next  of  kin:  Father,  Charles  Schmidt,  1934  North  Third  Street.  Philadel- 
phia, Pa. 
Schmtdt,  Will,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Houston,  Tex..  April  0,  1917. 

Died:  U.  S.  S.  Sylvan  Arrow,  September  28.  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Father,  George  Schmidt,  Freeport,  Tex. 
Schmiedeberg,  Heuman  Cabl,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  May  S,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Sister,  Ella  Ellisan,  Rochester,  Minn. 
Schminky.  Warren  Wright,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enrolled:  Philadelphia,  Pa.,  May  11,  1917. 

Died :  United  States  naval  hospital,  League  Island.  Pa.,  October  14,  1918. 

Cause:  Influenza. 

Next   of  kin:  Father,   Allen   B.    Schminky,   2758  North   Fifteenth    Street, 
Philadelphia,  Pa. 
Schneider,  Anthony,  jr.,  chief  quartermaster  (aviation),  United  States  Naval 
Reserve  Force. 

Enrolled :  Boston,  Mass.,  June  13,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  22,  1918. 

Cause  of  death :  Influenza. 

Next  of  kin :  Father,  Anthony  Schneider,  Whippany,  N.  J. 
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Schneider,   Frederick   Charles,   seaman,   second   class.    United   States   Naval 
Reserve  Force. 
Enrolled :  New  Haven,  Conn.,  May  17,  1918. 
Died :  United  States  naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  10. 

1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Aunt,  Mrs.  Helena  O'Donnell,  Hollister  Court,   Bridgeport, 
Conn. 
Schneider,  George  Frederick,  seaman,  United  States  Navy. 
Enlisted:  Vera  Cruz,  Mexico,  May  12,  1914. 
Died :  Receiving  ship,  New  York,  December  22,  1917. 
Cause:  Suicide. 

Next  of  kin :  Mother,  Catherine  Schneider,  2413  Fleet  Street,  Baltimore, 
Md. 
Schneider,  Otto  George,  electrician,  first  class  (radio),  United  States  Navy. 
Enlisted:  Philadelphia,  Pa.,  June  13,  1917. 
Died:  Navy  collier  Cyclops,  June  14,  191S. 
Cause :  On  missing  Cyclpos. 

Next  of  kin :  Father,  Gottlieb  Schneider,  316  Portz  Avenue,  Findlay,  Ohio. 
Schnoor,  John  Jacob,  chief  boatswain's  mate,  United  States  Navy. 
Enlisted:  Houston,  Tex.,  March  19,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  October  14,  1918. 
Cause :  Pneumonia. 

Next  of  kin:  Mother,   Mrs.   Mattic   Schnoor,  602  Cherry   Street,   Atlantic 
City,  N.  J. 
Schoenthaler,  Louis  Frederick,  seaman,  second  class,  United  States  Naval 
Reserve  Force. 
Enrolled :  Brooklyn,  N.  Y.,  May  21,  1918. 

Died :  United  States  naval  hospital,  Philadelphia,  Pa.,  September  22,  1918. 
Cause:  Influenza. 

Next  of  kin:  Father,   Louis  Schoenthaler,  428  Himrod  Street,  Brooklyn, 
N.  Y. 
Schofield,  Thurlow  Tomlinson,  carpenter's  mate,  second  class,  United  States 
Naval  Reserve  Force. 
Enrolled :  New  Haven,  Conn.,  April  16,  1918. 
Died:  Naval  air  station,  Queenstown,  Ireland,  August  14,  1918. 
Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  George  Schofield,  New  Haven  Road,  R.  F.  D.,  Nauga- 
tuck,  Conn. 
Schohn,  Eugene  Charles,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  Buffalo,  N.  Y.,  June  4,  1918. 

Died :  United  States  naval  air  station,  Eastleigh,  England,  October  14, 1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Brother,  Frederick  Schohn,  327  Delaware  Avenue,  Buffalo, 
N.  Y. 
Scholl,  Finn  Martini,  painter,  first  class,  United  States  Naval  Reserve  Force. 
Enrolled:  New  York,  N.  Y.,  April  17,  1917. 
Died :  United  States  naval  hospital,  N.  Y.,  August  31,  1917. 
Cause:  Tuberculosis. 
Next  of  kin :  Wife,  Eleanor  Scholl,  Monmouth  Beach,  N.  J. 
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Schooler,  Frank  Richard,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Des  Moines,  Iowa,  July  25,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  9,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Will  H.  Schooler,  Reliance,  S.  Dak. 
Schoolmaster,  James  Howard,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  December  13,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  8,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Belle  Schoolmaster,  R.  F.  D.  No.  6,  Fremont,  Mich. 
Schoultz,  Rudolph  Charles,  sailmaker's  mate,  United  States  Naval  Reserve 
Force. 

Enrolled:  New  York  City,  February  6,  1917. 

Died :  Section  1,  third  naval  district,  New  York  City,  October  23,  1918. 

Cause:  Suicide. 

Next   of  kin:   Wife,   Mrs.   Matilda    Sophie   Schoultz,   7402   Fifth   Avenue, 
Brooklyn,  N.  Y. 
Schowalter,  Nicholas  Henry  Rightor,  seaman,  United  States  Navy. 

Enlisted:  Pensacola,  Fla.,  December  18,  1915. 

Died :  U.  S.  S.  Utah,  September  28,  1917. 

Cause :  Spinal  meningitis. 

Next  of  kin :  Father,  Yolney  McReynolds  Schowalter,  Point  Clear,  Ala. 
Schkader,  William  Gustav,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  May  7,  1917. 

Died:  U.  S.  S.  Nevada,  October  24,  1918. 

Cause :  Analobar  pneumonia. 

Next  of  kin:  Mother,  Mrs.  Elizabeth  Schrader,  339  Grove  Street,  Logans- 
port,  Ind  . 
Schramm,  Leo,  boatswain's  mate,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Newport,  R.  I.,  April  4,  1917. 

Died :  United  States  Naval  Base  Hospital  No.  5,  October  22,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :   Wife,  Mrs.  Minnie  P.  Schramm,  12  Gidley  Street,  Newport,  R.  I. 
Schramm,  William,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  May  7,  1918. 

Died :  Willard  Parker  Hospital,  New  York,  October  17,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Charles  E.  Schramm,  354  East  Eighty-ninth  Street, 
New  York  City,  N.  Y. 
Schreiber,  Samuel,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  June  26,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Brother,  John  Schreiber,  Freehold,  N.  J. 
Schreiner,  Harold  W.,   seaman,  second   class,   United   States  Naval   Reserve 
Force. 

Enrolled:  Newport,  R.  I.,  April  26,  1917. 

Died:  United  States  naval  hospital,  Newport,  R.  I.,  May  31,  1917. 

Cause :  Meningitis,  cerebrospinal. 

Next  of  kin :  Father,  Louis  Schreiner,  504  Vernon  Avenue,  Fergus  Falls, 
Minn. 
174483—20 42 
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Schroder,  Casper  Garrett,  ship's  cook,  third  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Philadelphia,  Pa.,  June  2,  1917. 

Died :  United  States  submarine  chaser  209,  August  27,  1918. 

Cause:  Lost  his  life  when  the  United  States  submarine  chaser  209  was 
sunk. 

Next  of  kin :  Father,  George  Schroder,  Morton,  Pa. 
Schroeder,  Clarence  Ernest,  fireman,  third  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  May  24,  1917. 

Died:  U.  S.  S.  Solace,  January  20,  1918. 

Cause:  Appendicitis,  acute. 

Next  of  kin :  Aunt,  Mary  Yochum,  740  Third  Street,  New  Orleans,  La. 
Schroeder,  Paul  William,  apprentice  seaman,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  December  14,  1917. 

Died :  Naval  station,  San  Francisco,  Calif.,  March  27,  1918. 

Cause:  Rheumatism. 

Next  of  kin:  Mother,  Mrs.  Anna  Schroeder,  2740  Miami  Street,  St.  Louis, 
Mo. 
Schuck,  Walter  Aloysius,  oiler,  National  Naval  Volunteers. 

Enrolled :  U.  S.  S.  Wasp,  Whitestone,  N.  Y.,  May  10,  1917. 

Died :  2328  University  Avenue,  Bronx,  N.  Y.,  March  1,  1918. 

Cause :  Killed  while  on  liberty. 

Next  of  kin :  Christian  Schuck,  2328  University  Avenue,  New  York,  N.  Y. 
Schuham,  Ned  Sinai,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  April  15,  1918. 

Died :  Receiving  ship,  Great  Lakes.  111..  September  26,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Bertha  Schuham,  5029  Michigan  Avenue,  Chicago,  111. 
Schuler,  Louis  Baptiste,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  April  23,  1917. 

Died:  Medical  Unit,  Fifth  Marines,  in  France,  June  26,  1918. 

Cause :  Wounds  received  in  action. 

Next  of  kin  :  Mother,  Mrs.   Jennie  Schuler,   1617  Eleventh   Street,   Sacra- 
mento, Calif. 
Schultz,  Edd.,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  June  28,  1917. 

Died :  Naval  hospital,  Charleston.  S.  C.  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Stella  Schultz,  3215  Fox  Street,  Chicago,  111. 
Schultz,  Howard  Henry,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Chicago,  111.,  July  13,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Emma  Schultz,  702  Sterling  Avenue,  Joliet,  111. 
Schultz,  Joseph  James,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  April  9,  1917. 

Died :  U.  S.  S.  Michigan,  October  30,  1917. 

Cause :  Overexposure. 

Next  of  kin  :  Brother,  Herman  Schultz,  1701  Lafayette  Street,  Fort  Wayne, 
Ind. 
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Schui/tz,  William  Hekman,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Chicago,  111.,  June  28,  1918. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause:  Lost  on  U.  S.  S.  Mount  Vernon. 

Next   of   kin :  Mother,   Sina   Schultz,   171   Forty-second    Street,   Brooklyn. 
N.  Y. 
Schumann,  Karl,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Omaha,  Nebr.,  May  16,  1918. 

Died :  U.  S.  S.  New  Hampshire,  November  8,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Father,  Carl  Schumann,  Anoka,  Nebr. 
Schuppert,  Henry,  water  tender,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  April  20,  1915. 

Died :  Kingston  Avenue  Hospital,  Brooklyn.  N.  Y.,  October  22,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Ida  Schuppert,  533  West  One  hundred  and  fifty-eighth 
Street,  New  York,  N.  Y. 
Schutt,  Frederick  Wallis,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Washington,  D.  C,  July  31,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  7,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Wallis  Schutt,  Cherrydale,  Va. 
Schwab,  Lawrence  Louis,  storekeeper,  second  class.  United  States  Naval  Re- 
serve Force. 

Enrolled :  Great  Lakes,  111.,  December  21,  1917. 

Died :  United  States  marine  hospital,  Chicago,  111.,  July  9,  1918. 

Cause :  Self-administered  bichloride  of  mercury. 

Next  of  kin:  Father,  Louis  C.  Schwab,  530S  South  Park  Avenue,  Chicago, 
111. 
Schwarte,  Roman  Henry,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Chicago,  111.,  June  1,  1918. 

Died:  United  States  naval  hospital,  Great  Lakes,  111.,  September  30.  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Emma  Duker  Schwarte,  454C  Kimball  Avenue,  Chi- 
cago, 111. 
Schwarz,  Arthur  James,  chief  boatswain's  mate,  United  States  Naval  Reserve 
Force. 

Enrolled:  New  York,  April  4,  1918. 

Died :  United  States  naval  training  station,  Great  Lakes,  111.,  September  30, 
1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mary  Schwarz,  558  Tenth  Street,  Brooklyn,  N.  Y. 
Schwefer,  Norman   Martin,   landsman,   machinist's  mate    (aviation),.  United 
States  Naval  Reserve  Force. 

Enlisted:  Chicago,  111.,  June  8,  1918. 

Died:  United  States  naval  hospital,  Great  Lakes,  111.,  October  13,  1918. 

Cause:  Influenza. 

Next  of  kin :  Brother,  William  Schwefer,  939  Center  Street,  Chicago,  111. 
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Schweitzer,  Edward  Lee,  landsman,  electrician  (radio),  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  August  5,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  23,  1918. 

Cause:   Pneumonia,  lobar. 

Next  of  kin :  Father.  Edward  G.  Schweitzer,  2000  Portland  Avenue,  Louis- 
ville, Ky. 
Scisinger,  Aaron  David,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  June  19,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  February  3,  1918. 

Cause :  Lobar  penumonia. 

Next  of  kin:  Father,  Henry  Scisinger,  422  North  Cowell  Street,  Garrett, 
Ind. 
Scoggins,  Roy,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  July  9,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

.Next  of  kin :  Father,  J.  M.  Scoggins,  Wingate,  Tex. 
Scolio,  Jasper,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  March  31,  1917. 

Died :  U.  S.  S.  Arkansas,  April  23,  1917. 

Cause :  Meningitis,  cerebral. 

Next  of  kin:  Mother,  Mrs.  Sandy  Scolio,  McAlester,  Okla. 

Scott,  Alrick,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  December  15,  1917. 

Died :  U.  S.  S.  Texan,  April  11,  1918. 

Cause:  Drowning. 

Next  of  kin :  Mother,  Agnes  Scott,  Boykins,  Va. 
Scott,  Elliott  Matthews,  seaman,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  April  12,  1917. 

Died :  U.  S.  S.  Buena  Ventura,  September  16,  1918. 

Cause:  Lost  his  life  when  the  U.  S.  S.  Buena  Ventura  was  torpedoed  by  an 
enemy  submarine  and  sunk. 

Next  of  kin :  Father,  John  F.  Scott,  68  Prospect  Avenue,  Chelsea,  Mass. 

Scott,  John  Irving,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  July  6,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  22,  1918. 

Cause: Influenza. 

Next  of  kin :  Mother,  Mrs.  Mary  Barrett,  Quenemo,  Kans. 
Scott,  Ray  Elsworth,  electrician  first  class,  United  States  Navy. 

Enlisted :  U.  S.  S.  F-l,  San  Pedro,  Calif.,  December  14,  1917. 

Died :  U.  S.  S.  F-l,  December  17,  1917. 

Cause:  Drowning. 

Next  of  kin :  Wife,  Mae  Edith  Scott,  post  office  box  112,  San  Pedro,  Calif. 

Scott,  Roscoe,  fireman,  first  class,  United  States  Navy. 
Enlisted :  Des  Moines,  Iowa,  December  8,  1913. 
Died :  U.  S.  S.  Michigan,  October  30,  1917. 
Cause :  Drowning. 

Next  of  kin :  Brother,  Frank  C.  Scott,  Denver,  Colo. ;  no  permanent  street 
address. 
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Scott,  Wallace  Alexander,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  December  11,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  his  life  when  the  U.  S.  A.  C.  T.  Ticonderoga  was  fired  upon  by 
an  enemy  submarine  and  sunk. 

Next  of  kin :  Mother,  Emily  O.  Scott,  32  Gautier  Avenue,  Jersey  City,  N.  J. 
Scott,  William  Russell,  chief  quartermaster,  United   States  Naval  Reserve 
Force. 

Enrolled :  Norfolk,  Va.,  May  25,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  March  17,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  James  J.  Scott,  Bedford  City,  Va. 
Sckoggie,    Dean    Elliott,    apprentice   seaman,    United    States   Naval    Reserve 
Force. 

Enrolled :  Detroit,  Mich.,  July  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Dean  Edward  Scroggie,  Bay  Shore,  Mich. 
Scully,  Ambrose  Joseph,  blacksmith,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Albany,  N.  Y.,  May  24,  1918. 

Died :  St.  Peters  Hospital.  Albany,  N.  Y.,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Jane  Scully,  583  Livingston  Avenue,  Albany, 
N.  Y. 
Seaman,  Elmer  Glenwood,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  April  16,  1917. 

Died :  U.  S.  S.  Utah,  July  6,  1917. 

Cause:  Heart  disease. 

Next  of  kin:  Mother,  Eda  Seaman,  Burwell,  Nebr. 
Sears,  Carleton  Ellery,  pharmacist's  mate,  third  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  June  18,  1917. 

Died :  Naval  hospital,  Naval  Base,  Virginia,  October  1,  1918. 

Cause:  Pneumonia. 

Next   of  kin :  Mother,    Mrs.    Lulu    Edith    Sears,    621   Quinnipiac   Avenuer 
Fair  Haven,  Conn. 
Sears,  Isam  Edgar,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  July  23,  1918. 

Died :  U.  S.  S.  Mercy,  October  17,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mary  E.  Sears,  Polleyton,  Ky. 
Sears,  William,  chief  quartermaster,  United  States  Naval  Reserve  Force. 

Enrolled :  Newport,  R.  L,  April  19,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,-  February  19,  1918. 

Cause :  Meningitis,  cerebral. 

Next  of  kin :  Father,   Stephen  A.   Sears,  42  Terrace  Avenue  SE.,  Grand 
Rapids,  Mich. 
Sebastian,  Frank  Nicholas,  pharmacist's  mate,  second  class.  United  States 
Navy.  > 

Enlisted:  Denver,  Colo.,  April  10,  1915. 

Died:  United   States  naval  hospital,   Fort  Lyon,   Colo.,  August  20,   1917- 

Cause:  Tuberculosis. 

Next  of  kin :  Mother,  Julia  Cubert,  3310  Parnell  Street,  Chicago,  111. 
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Sederquist,  Bernard  Bertband,  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  September  25,  1917. 

Died :  U.  S.  S.  Westgate,  October  7,  1918. 

Cause :  Lost  his  life  when  the  U.  S.  S.  Westgate  was  sunk  in  collision. 

Next  of  kin:  Father,   Bernard   Sederquist,   982  Pacific   Street,  Brooklyn, 
N.  Y. 
Sedgwick,  Earl  Hudson,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Rochester,  N.  Y.,  April  10,  1917. 

Died :  United  States  naval  hospital,  Philadelphia,  Pa.,  May  27,  1917. 

Cause:  Cerebrospinal  meningitis. 

Next  of  kin :  Mother,  Minuie  Sedgwick,  East  Palmyra,  N.  Y. 
Seeley,  Henry  Burton,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Wausaw,  Wis.,  March  14,  1917. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  April  8,  1917. 

Cause:  Measles;    pneumonia,   lobar. 

Next  of  kin :  Father,  Nelson  Seeley,  Route  1,  Hancock,  Wis. 
Seely,  Phillip  Daniel,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Madison,  Wis.,  October  31,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  February  24,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  James  Seely,  R.  R.  No.  1,  Wanzeka,  Wis. 
Segerdahl,  Paul  Edwin,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  December  10,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  February  5,  1918. 

Cause:  Cerebrospinal  menengitis. 

Next  of  kin :  Mother,  Ellen  Segerdahl,  129  South  Main  Street,  Manchester, 
Conn. 
Seifert,  Daniel  Frederick,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Indianapolis,  Ind.,  June  6,  1918. 

Died :  United  States  naval  training  camp,  Camp  Logan,  111.,  September  29, 
1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Wife,  Mrs.  Alfredie  C.   Seifert,  831  Walnut  Street,  Mount 
Vernon,  Ind. 
Seifert,  Sylvester  Clemens,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  July  19,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  October  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Lena  Seifert,  1809  Vasser  Street,  St.  Paul,  Minn. 
Seigel,  John  Aloysius,  seaman,  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  December  12,  1914. 

Died :  Receiving  ship  at  Washington,  D.  C,  August  10,  1918. 

Cause:  Drowning. 

Next  of  kin :  Mother,  Mrs.  Anonone  Rogers,  261  Lafayette  Street,  Newark, 
N.   J. 
Seher,   Alfred   Victor,   seaman,    second   class,   United   States   Naval   Reserve 
Force. 

Enrolled :  Newark,  N.  J.,  May  25,  1918. 

Died:  United  States  naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  9, 
1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  John  Bonaparte  Seiler,  434  Lafayette  Street,  Newark, 
N.    J. 
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Seis,  John,  fireman,  first  class,  United  States  Navy. 

Enlisted :  May  26,  1917,  at  Cleveland,  Ohio. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  the  U.  S.  A.  C.  T.  Ticonderoga  was  fired  upon 
by  an  enemy  submarine  and  sunk. 

Next  of  kin :  Mother,  Anne  Seis,  2724  East  Thirty-eighth  Street,  Cleveland, 
Ohio. 
Sellers,  Valentine,  seaman,  United  States  Navy. 
*      Enlisted :  Washington,  D.  O,  April  21,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  191S. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother.  Amelia  Sellars.  3070  M  Street  NW„  Washington,  D.  C. 
Seltzer,    Joseph   Nelson,   apprentice   seaman.    United    States    Naval   Reserve 
Force. 

Enrolled:  Pbiladelphia,  Pa.,  August  6,  1918. 

Died:  Naval  hospital,  navy  yard,  Puget  Sound,  Wash.,  September  30,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Joseph  Nelson  Jarboe  Seltzer,  5416  Tacony   Street, 
Philadelphia,  Pa. 
Semerau,  Henry,  landsman,  carpenter's  mate  (aviation),  United  States  Naval 
Reserve  Force. 

Enrolled:  San  Francisco,  Calif.,  June  22,  1918. 

Died:  Naval  aviation  Detachment,  Curtiss  Aeroplane  Works,  Buffalo,  N.  Y., 
October  2,  1918. 

Cause :  Pneumonia  contracted  from  influenza. 

Next  of  kin :  Father,  William  Semerau,  5111  Linden  Avenue,  San  Fran- 
franc;  sco,  Calif. 
Sener,  Beverley  Thornton,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled  :  Baltimore,  Md.,  June  22,  1917. 

Died:  Section  Base  No.  1,  Baltimore,  Md.,  October  17,  1918. 

Cause :  Gangrene,  appendicitis,  peritonitis. 

Next  of  kin :  Father,  Beverley  Thornton  Sener,  2816  North  Calvert  Street, 
Baltimore,  Md. 
Senf,   Howard  Martin,   seaman,  second   class,   United   States  Naval   Reserve 
Force. 

Enrolled :  New  Haven,  Conn.,  April  30,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  12,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  George  Senf,  17  Fairview  Street,  New  Britain,  Conn. 
Sennott,  Edward  Thomas,  chief  machinist's  mate,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Boston,  Mass.,  December  12,  1917. 

Died :  Buffalo  Hospital,  Buffalo,  N.  Y.,  October  21,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Nellie  Sennott,  366  Broadway,  Cambridge,  Mass. 
Sepull,  Richard  Ewald,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  November  21,  1917. 

Died :  Herman  Kiefer  Hospital,  Detroit,  Mich.,  January  15,  1918. 

Cause :  Cerebrospinal  fever. 

Next   of  kin :    Mother,  Mrs.   Adeline   Sepull   435  Ferdinand   Avenue,  De- 
troit, Mich. 
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Serey,  Wilfred  Joseph,  water  tender,  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  December  5,  1917. 

Died :  U.  S.  S.  Westover,  July  11,  1918. 

Cause :  Lost  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  Jack  Serey,  Winchester  Avenue,  Ashland,  Ky. 
Sergai,  Bennett,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  December  15,  1917. 

Died :  Naval  air  station,  Killingholme,  October  11,  1918. 

Cause:  Drowned  in  seaplane  accident. 

Next  of  kin :  Father,  Harris  Sergai,  508  South  Alamo  Street,  San  Antonio, 
Tex. 
Serly,  Andrew,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Chicago,  111.,  June  25,  1918. 

Died :  Flower  Hospital,  New  York,  N.  Y.(  October  30,  1918. 

Cause:  Malaria. 

Next  of  kin :  Mother,  Hermin  Serly,  825  East  One  hundred  and  sixty-third 
Street,  New  York,  N.  Y. 
Sessing,   Lotjis  Albert,   seaman,   second  class,  United   States  Naval   Reserve 
Force. 

Enrolled :  Minneapolis,  Minn.,  June  4,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  13,  1918. 

Cause :   Pneumonia. 

Next  of  kin :   Mother,   Mrs.   William  A.   Sessing,  215  East   Sixth   Street, 
Rochester,  Minn. 
Sessions,  Elonzo  Harvey,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  May  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Don  E.  Sessions,  220  North  Jackson  Street,  Altus, 
Okla. 
Setterstrom,  Carl  Parker,  machinist's  mate,  second  class   (aviation),  United 
States  Naval  Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  May  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause :   Influenza. 

Next  of  kin :  Mother,  Francis  P.  Setterstrom,  Seneca,  Mo. 
Severance,  Frederick  Alonzo,  fireman,  third  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  December  11,  1917. 

Died :  U.  S.  S.  Oregon,  April  16,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Fannie  Nissen,  9  Pendergast  Avenue,   Santa  Cruz, 
Calif. 
Severinsen,  Peter,  carpenter's  mate,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Brooklyn,  N.  Y.,  December  13,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  11,  1918. 

Cause :  Broncho-pneumonia. 

Next   of  kin :   Wife,   Laura   Warner   Severinsen,   1334   Seventieth    Street, 
Brooklyn,  N.  Y. 
Severyins,  Peter,  landsman  ship's  cook,  United  States  Naval  Reserve  Force. 

Enrolled :  Milwaukee,  Wis.,  July  6,  1918. 

Died :  United  States  Naval  Hospital,  Great  Lakes,  111.,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  Severyins,  Norway,  Mich. 
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Sevick,  Conrad  Frank,  seaman,  second  class,  United  States  Navy. 

Enlisted :    Houston,  Tex.,  June  6,  1917. 

Died :  Steamship  Espagne,  January  23,  1918. 

Cause:  Septicemia. 

Next  of  kin :  Mother,  Mary  Rainosek,  La  Grange,  Tex. 
Sevilla,  Rafael,  native,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  September  12,  1917. 

Died :  Canacao,  P.  L,  October  29,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Feliciana  Defee,  72  Gomez,  Cavite,  P.  I. 
Seward,  Clarence  Johnson,  seaman,  second  class,  United  State  Naval  Reserve 
Force. 

Enrolled :  Great  Lakes,  111.,  July  8,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Edith  Seward,  1222  North  Michigan  Street,  Plymouth, 
Ind. 
Sewell,  Ward  E.,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  July  9,  1917. 

Died :  Naval  training  camp,  Charleston,  S.  C,  March  14,  1918. 

Cause :  Suicide  by  drowning. 

Next  of  kin :  Mother,  Maud  Sewell,  Edgerton,  Ohio. 
Sexton,   Leslie   Cyril,   pharmacist's   mate,   third   class,   United   States   Naval 
Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  September  28,  1917. 

Died :  United  States  Naval  Ordnance  Plant,  South  Charleston,  W.  Va. 
October  18,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Ada  Florence  Sexton,  54  Alma  Street,   San  Fran- 
cisco, Calif. 
Shade,  Charles  Robert,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  April  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  HI.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Minnie  Jane  Shade,  Caruthersville,  Mo. 
Shanahan,   Clem   James,   landsman   machinist's   mate,   United   States   Naval 
Reserve  Force. 

Enrolled :  Des  Moines,  Iowa,  May  21,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  18,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Susan  Shanahan,  R.  R.  No.  4,  Bernard,  Iowa. 
Shankle,  Archie  Turner,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Meridian,  Miss.,  May  24,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  10,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Father,  Dr.  Seaborn  M.  Shankle,  Hollandale,  Miss. 
Shanley,  Peter  Jiseple,  engineman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  Haven,  Conn.,  April  26,  1918. 

Died:  United  States  naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  9, 
1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Kate  Shanley,  17  Clarke  Street,  New  Haven,  Conn. 
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Shannon,  Joseph  Scott,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  El  Paso,  Tex.,  July  22,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  17,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Mrs.  Ida  Shannon,  G.  D.,  Roswell,  N.  Mex. 
Shantz,  Howard  Walton,    apprentice  seaman,  United   States  Naval   Reserve 
Force. 

Enrolled :  Philadelphia,  Pa.,  August  27,  1918. 

Died :  Naval  hospital,  Puget  Sound.  Wash.,  October  6,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Samuel  H.  Shantz,  244  Mintzer  Street,  Pottstown,  Pa. 
Shapiro,  Reuben,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Boston,  Mass.,  March  26,  1918. 

Died :  Naval  hospital,  Newport,  R.  I..  May  14,  1918. 

Cause:  Appendicitis,  acute. 

Next  of  kin :  Mother,  Rebecca  Shapiro,  Somerville,  Mass. 
Shapiro,  Robert,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  April  27,  1917. 

Died :  Naval  hospital,  Cape  May.  N.  J.,  October  5,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Sarah  Shapiro,  442  Brown  Street,  Philadelphia,  Pa. 
Sharitt,  Hewitt,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  November  22,  1917. 

Died :  Naval  station,  Norfolk,  Va.,  February  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Oma  Sharitt,  Lewisburg,  Ala. 
Sharp,  Dow  Dthitt,  ship's  cook,  first  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  May  15,  1916. 

Died :  Naval  hospital,  Fort  Lyons,  Colo.,  January  21,  1918. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin:  Father,  George  A.  Sharp,  2435  West  Fourth  Street,  Oklahoma 
City,  Okla. 
Sharp,  Horace  Armin,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  December  15,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  14,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Mother,  Emma  D.  Sharp,  R.  F.  D.  No.  3,  Mount  Juliet,  Tenn. 
Sharp,  James  K.,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  April  17,  1917. 

Died:  United  States  Naval  Hospital,  Mare  Island  California,  May  15,  1917. 

Cause:  Intestinal  obstruction. 

Next  of  kin :  Mother,  Mattie  Sharp,  245  South  Haven  Street,  Spokane,  Wash. 
Sharp,  Joseph  Thomas,  coxswain,  United  States  Navy. 

Enlisted :  Great  Lakes,  111.,  April  10,  1917. 

Died:  Torpedo  Range,  United  States  Submarine  Base,  San  Pedro,  Calif., 
September  25,  1918. 

Cause :  Drowned. 

Next  of  kin :  Mother,  Winifred  Sharp,  339  River  Street,  Waltham,  Mass. 
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Sharpe,  Arthur  Paul,  machinist's  mate,  first  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Omaha,  Nebr.,  April  25,  1918. 

Died :  Army  Field  Hospital  No.  114,  October  29,  1918. 

Cause:  Shell  wounds  in  left  thigh. 

Next  of  kin :  Mother,  Anna  Jacobson  Sharpe,  2506  South  Forty-first  Street, 
Omaha,  Nebr. 
Sharpe,  William  Dean,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  December  4,  1917. 

Died :  Naval  Base  Hospital  No.  5,  October  2, 1918. 

Cause:  Pneumonia. 

Next  of  kin:  Sister,  Katherine  Sharpe,  3106  Russel  Avenue,  Minneapolis, 
Minn. 
Shaughnessy,  James  Arthur,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  April  12,  1917. 

Died :  United  States  Naval  Hospital,  Chelsea,  Mass.,  September  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Ella  E.  Shaughnessy,  232  Bay  State  Road,  Boston,  Mass. 
Shaver,  Harold  Edward,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Denver,  Colo.,  October  1,  1918. 

Died :  Post  hospital,  Boulder,  Colo.,  October  11,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  Frank  Edward  Shaver,  Axial,  Colo. 
Shaw,  Lamorn,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  June  22,  1917. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause :  Explosion  on  U.  S.  S.  Manley. 

Next  of  kin :  Father,  Dennis  Shaw,  Brownsfield,  Pa. 
Shaw,  William  Egan,  chief  machinist's  mate,  United  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  June  14,  1917. 

Died :  Naval  hospital,  New  York,  May  5,  1918. 

Cause :  Empyemia, 

Next  of  kin:  Mother,  Mary  L.  Shaw,  117  Bay  Street,  Nantasket  Beach, 
Mass. 
Shaw,  William  Franklin,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  March  16,  1918. 

Died :  Navy  base  hospital  No.  5,  October  15,  1918. 

Cause:  Cerebrospinal  meningitis. 

Next  of  kin :  Father,  Gilbert  Warren  Shaw,  Plymton,  Mass. 
Shaw,  William  Joseph,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Portland,  Me.,  February   1,  1918. 

Died:  U.  S.  S.  Pittsburgh,  October  22  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Goldie  Shaw,  Millbridge,  Me. 
Shawl,  Dudley  Ray,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  May  28,  1917. 

Died :  U.  S.  S.  Kearsarge,  August  6,  1917. 

Cause:  Fractured  spine. 

Next  of  kin :  Mother,  Kate  Shawl,  Dickson,  Tenn. 
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Shay,   Charles   Edward,   chief   water   tender,   United    States   Naval    Reserve 
Force. 

Enrolled:  Norfolk,  Va.,  July  2,  1917. 

Died:  Naval  hospital,  Fort  Lyon,  Colo.,  January  18,  1918. 

Cause :  Tuberculosis. 

Next  of  kin :  Wife,  Mrs.  Anna  Shay,  1045  Bensley  Avenue,  Chicago,  111. 
Shea,  Allen,  electrician,  third  class   (general).  United  States  Naval  Reserve 
Force. 

Enrolled:  Portland,  Me.,  May  14,  1918. 

Died:  Ayers,  Mass.,  August  12,  1918. 

Cause:  Train  and  auto  accident. 

Next  of  kin :  Mother,  Mrs.  Annetta  Shea,  676  Fourth  Avenue,  Berlin,  New 
Hampshire. 
Shea,  Frank  John,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enrolled:  Philadelphia,  Pa.,  May  8,  1918. 

Died :  United  States  Naval  Hospital,  Philadelphia,  Pa.,  October  20,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mrs.  Anne  Genoe  Shea,  5416  Vine  Street,  Philadel- 
phia, Pa. 

Shea,  Frederic,  electrician,  third  class   (radio),  United  States  Naval  Reserve 
Force. 

Enrolled:  Great  Lakes,  111.,  May  2,  1918. 

Died:  Naval  training  station,  Great  Lakes,  111.,  May  27,  1918. 

Cause :  Carcinoma. 

Next  of  kin :  Mrs.  Rose  McLaughlin,  Albion,  Pa. 
Shea,  George  Tyson,  seaman,  United  States  Navy. 

Enlisted:  Denver,  Colo.,  July  5,  1917. 

Died :  S.  S.  Florence  H.,  April  17,  1918. 

Cause :  Explosion  at  sea. 

Next  of  kin :  Father,  D.  J.  Shea,  1265  Corona  Street,  Denver,  Colo. 
Shea,  Ira  Michiel,  landsman  for  baker,  United  States  Navy. 

Enlisted :  Peoria,  111.,  December  10,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  February  23,  1918. 

Cause:  Killed  by  train. 

Next  of  kin :  Father,  Dan  Shea,  404  West  Adams  Street,  Macomb,  III 
Shea,  John  Henry,  seaman,  United  States  Navy. 

Enlisted:  Denver,  Colo.,  November  17,  1917. 

Died :  St.  Mary's  Hospital,  Brooklyn,  N.  Y.,  October  9,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Michael  Shea,  934  West  Seventh  Street,  Los  Angeles, 
Calif. 
Shealy,  George  Adams,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  May  17,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Uncle,  Andrew  Shealy,  R.  F.  D.  No.  3,  Prosperity,  S.  C. 
Sheckels,  George  Lawrence,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  10,  1917. 

Died :  U.  S.  S.  Montgomery,  July  26,  1917. 

Cause :  Drowned. 

Next  of  kin :  Father,  William  J.  Sheckels,  142  Lowman  Street,  Baltimore,. 
Md. 
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Sheehan,  Daniel  Francis,  yeoman,  first  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  August  4,  1913. 

Died :  United  States  naval  hospital,  Chelsea,  Mass.,  July  23,  1918. 

Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Father,  Paul  Sheehan,  61  Roseclair  Street,  Dorchester,  Mass. 
Sheehan,  Dennis  F.,  seaman,  second  class,  National  Naval  Volunteers. 

Enrolled :  Brooklyn,  N.  Y.,  June  21,  1917. 

Died :  U.  S.  S.  Seneca,  October  15,  1917. 

Cause:  Burns. 

Next  of  kin :  Father,  John  Sheehan,  547  Throop  Avenue,  Brooklyn,  N.  Y. 
Sheehan,  Iewin  John,  oiler,  United  States  Naval  Reserve  Force. 

Enrolled:  March  24,  1917,  Philadelphia,  Pa. 

Died :  Sub  chaser  209,  August  27,  1918. 

Cause:  Lost  his  life  when  U.  S.  sub  chaser  209  was  fired  upon  by  the 
S.  S.  Felix  Taussig,  having  been  mistaken  by  that  steamship  for  an  enemy 
submarine,  August  27,  1918. 

Next  of  kin :  Mother,  Mrs.  Alice  V.  Sheehan,  2233  Tasker,  Philadelphia,  Pa. 
Sheehan,  Marcus  Emmett,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  December  11,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  February  4,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  John  Sheehan,  14  Union  Avenue,  Norwalk,  Conn. 
Sheehan,  Richard  Bethel,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enrolled:  Chicago,  111.,  July  22,  1918. 

Died :  Ninth,  Tenth,  and  Eleventh  Naval  Districts,  Great  Lakes,  111.,  Sep- 
tember 28,  191S. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father.  John  T.  Sheehan,  1509  Harrison  Street,  Davenport. 
Iowa. 
Sheffield,  June  Elsworth,  coxswain,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  April  14,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C,  October  16,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  C.  Teaheart,  Billings,  Mont. 
Shelby,  George  Maynard,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Louisville,  Ky.,  July  26,  1918. 

Died :  U.  S.  S.  Mercy,  October  17,  1918. 

Cause :  Cerebrospinal  meningitis. 

Next  of  kin :  Mother,  Jane  Caddell  Shelby,  Holly  Hill,  Ky. 
Sheldon,   Frederick   Deuel,   electrician,   first  class    (general),   United   States 
Navy. 

Enlisted :  New  Haven,  Conn.,  March  22,  1916. 

Died :  United  States  naval  hospital,  Philadelphia,  Pa.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Sarah  L.  Manlove,  1277  Curtiss  Court,  Minn. 
Sheldon,  Lawrence  Derrick,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Albany,  N.  Y.,  March  25,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  11,  1918. 

Cause :  Spinal  fever. 

Next  of  kin :  Mother,  Emma  Sheldon.  Salem,  N.  Y. 
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Shelter,  Frank  Milton,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  July  31,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  23,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  Milton  Reuben  Shelter,  530  Westfield  Street,  Roch- 
ester, N.  Y. 
Shelton,  Johnnie  Andrew,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  St.  Louis,  Mo.,  July  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Bessie  May  Shelton,  Gladden,  Mo. 
Shepard,  Grant  Edward,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  April  30,  1918. 

Died:  United  States  naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Lois  Casper  Shepard,  Floyd,  Iowa. 
Shepard,  Mark,  landsman  electrician    (radio),  United   States  Naval  Reserve 
Force. 

Enrolled  :  Kansas  City,  Mo.,  May  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  William  Orville  Shepard,  1142  North  Market  Street, 
Wichita,  Ivans. 
Shepheard,  Sandy,  gunner's  mate,  second  class,  United  States  Navy. 

Enlisted :  Fort  Monroe,  Va.,  October  1,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  14,  1918. 

Cause:  Senkemia. 

Next  of  kin :  Aunt,  Mattie  J.  Shepheard,  Cameron,  Tex. 
Shepherd,  Adrian  Madison,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  San  Francisco,  Calif.,  October  8,  1918. 

Died :  Stanford  University,  San  Francisco,  Calif.,  October  15,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Nellie  E.  Shepherd,  3172  Twenty-first  Street,  San 
Francisco,  Calif. 
Shepherd,  Leo  Elmer,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  December  16,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  February  5,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Claborn  J.  Shepherd,  Valley  Center,  Kans. 
Shepley,  John  James,  gunner's  mate,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  January  26,  1916. 

Died :  United  States  naval  hospital,  New  York,  N.  Y.,  December  24,  1918. 

Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Father,  George  W.  Shepley,  1216  East  Eighth  Street,  Kansas 
City,  Mo. 
Sherard,  Charles  McClarence,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Columbia,  S.  C,  December  14,  1917. 

Died :  Naval  air  station,  Pensacola,  Fla.,  October  12,  1918. 

Cause :  Abscess  of  liver. 

Next  of  kin :  Mother,  Sue  Sherard,  Iva,  S.  C. 


671 

Sherman,  Feed,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Louisville,  Ky.,  July  23,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Effie  Sherman,  R.  R.  4,  Murray,  Ky. 
Sherman,  Harold  Elijah,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Peoria,  111.,  July  24,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  October  17, 1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Edwin  Hirman  Sherman,  R.  R.  4,  Plymouth,  111. 
Sherman,  Jerry,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Poughkeepsie,  N.  Y.,  May  17,  1917. 

Died :  United  States  naval  hospital,  Portsmouth,  Va.,  October  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  Dominick  Sherman,  94  North  Bridge  Street,  Pough- 
keepsie, N.  Y. 
Shermeyer,  Earl  William,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  St.  Louis,  Mo.,  May  14,  1918. 

Died :  Brest,  France,  October  2,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Mother,  Sallie  E.  Shermeyer,  3505A  Cherokee  Avenue,   St. 
Louis,  Mo. 
Sherrard,  Harry,  water  tender,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  May  7,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Father,  Harry  Sherrard,  unknown  address. 
Shetler,  George  William,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Williamsport,  Pa.,  December  20,  1917. 

Died :  Receiving  ship,  Norfolk,  Va.,  September  8,  1918. 

Cause :  Strangulation. 

Next  of  kin:  Father,  Ezra  Shetler,  Newberry,  Pa. 
Shields,  Emmette  Joseph,  seaman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  June  6,  1917. 

Died :  U.  S.  S.  Von  Steuben,  March  8,  1918. 

Cause:  Wound,  gunshot. 

Next  of  kin :  Mother,  Mary  J.  Shields,  1247  Effig  Street,  Hannibal,  Mo. 
Shields,  William  Patrick,  gunner's  mate,  second  class,  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  April  12,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Mother,  Mrs.  Mary   Shields,   146  East  Fourteenth   Street, 
Traverse  City,  Mich. 
Shinn,  Edward  Coffin,  chief  water  tender,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  December  31,  1914. 

Died :  Naval  hospital,  Chelsea,  Mass.,  December  10,  1917. 

Cause:  Sarcoma,  multiple. 

Next  of  kin :  Wife,  Margaret.  Shinn,  46  Vernon  Street,  Charlestown,  Mass. 


672 

Shinners,  William  Henky,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  August  13,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  the  U.  S.  A.  C.  T.  Ticonderoga  was  sunk. 

Next  of  kin :  Mother,  Maria  Shinners,  201  Goodrich  Avenue,  St.  Paul,  Minn. 
Shippee,  John  Irving,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  New  London,  Conn.,  July  23,  1918. 

Died :  United  States  naval  hospital,  Newport,  R.  I.,  September  21,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Wife,  Bertha  C.  Shippee,  care  of  Fernando  Wheeler,  Stoning- 
ton,  Conn. 
Shirreffs,  Harvey  William,  landsman,  machinist's  mate    (aviation),  United 
States  Naval  Reserve  Force. 

Enrolled:  Omaha,  Nebr.,  June  4,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  October  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  George  Shirreffs,  Wisener,  Nebr. 
Shivers,  William  Halsey,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  April  4,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  23,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Myra  Thomas  Shivers,  Sparta,  Ga. 
Shoap,  Carl  Elmer,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  May  22,  1918. 

Died :  Ninth,  Tenth,  and  Eleventh  Naval  Districts,  October  6,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Father,  Phillip  E.  Shoap,  R.  F.  D.  No.  1,  Cunningham,  Kans. 
Shoats,  Alfred  William,  ward  room  steward,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  February  12,  1915. 

Died :  U.  S.  S.  Preston,  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Wife,  Edith  Payson  Shoats,  141  West  Ninety-eighth  Street, 
New  York  City,  N.  Y. 
Shockley,  John,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  August  23,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  board  missing  Cyclops. 

Next  of  kin :  Mother,  Longenia  Sharp,  Ethel,  Mont. 
Shonyon,  Harley  Arnold,  seaman,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  August  27,  1913. 

Died :  United  States  naval  hospital,  Chelsea,  Mass.,  September  14,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Eliza  Shonyon,  387  Central  Street,  Lowell,  Mass. 
Shoopman,  Marvin,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Omaha,  Nebr.,  May  16,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  John  W.  Shoopman,  Wood  River,  Nebr. 
Shooter,  James  Arthur,  seaman,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  December  18,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Father,  James  Shooter,  439  East  Auburn  Street,  Philadel- 
phia, Pa. 
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Shrimpton,   Ernest  Wolterton,   seaman,   second   class,   United   States   Naval 
Reserve   Force. 

Enrolled :  New  York,  N.  Y.,  November  10,  1917. 

Died :  Third  naval  district,  New  York,  N.  Y.,  January  5,  191S. 

Cause :  Pneumonia. 

Next    of    kin :  Father,    John    Shrimpton,    William    Street,    New    Marston, 
Oxford,  England. 
Shugrue,  Joseph  Jeremiah,  machinist's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  New  Haven,  Conn.,  April  1,  1918. 

Died:  Naval  aviation  forces,  foreign  service,  Paris,  July  17,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Wife,  Mrs.  Margaret  Shugrue,  48  Glover  Street,  Waterbury, 
Conn. 
Shultz,  Paul  William,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  May  26,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  April  6,  191S. 

Cause :  Gastroenteritis. 

Next  of  kin  :  Father,  George  Washington  Shnltz,  R.  F.  D.  No.  1,  Bristol,  Pa. 
Shumaker,  Charles  Daniel,  fireman,  second  class,  United  States  Navy. 

Enlisted :  El  Paso,  Tex.,  December  15,  1917. 

Died :  United  States  Naval  Base  No.  13,  October  10,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Trinidad  Shumaker,  1021  South  Second  Avenue, 
Phoenix,   Ariz. 

Sicklesteel,   Horton  Ralph,   landsman  for  electrician,   United   States  Naval 
Reserve  Force. 

Enrolled :  Detroit,  Mich.,  August  12,  1918. 

Died :  United  States  naval  hospital,  Newport,  R.  L,  September  22,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Alice  Sicklesteel,  North  Branch,  Mich. 
Sidey,  David  Wilbur,  Jr.,  quartermaster,  third  class,  United  States  Navy. 

Enlisted:  San  Pedro,  Calif.,  July  29,  1918. 

Died:  United  States  sub.  base,  San  Pedro,  Calif.,  September  24,  1918. 

Cause:  Accidentally  falling  through  elevator  shaft. 

Next  of  kin :  Mother,  Rose  De  Graff  Sidey,  1645  Vineyard  Avenue,  Los 
Angeles,  Calif. 
Sidwell,  Errett  Linwood,  seaman,  United  States  Navy. 

Enlisted  :  St.  Louis,  Mo.,  November  26,  1917. 

Died :  U.  S.  S.  Mercy,  October  2j  .  1918. 

Cause :  Cerebrospinal  meningitis. 

Next  of  kin  :  Father,  William  Sidwell,  Eolia,  Mo. 
Siegel.  Louis,  mess  attendant,  third  class,  United  States  Naval  Reserve  Force, 

Enrolled :  Brooklyn,  N.  Y.,  May  27,  1918. 

Died :  U.  S.  S.  Bvcna  Ventura,  September  27,  1918. 

Cause:  Lost  his  life  when  U.  S.  S.  Buena  Ventura  was  sunk. 

Next  of  kin :  Sister,  Lena  Belkin,  2864  West  Twenty-third  Street,  Brook- 
lyn, N.  Y. 

174483—20 43 
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Siegmund,  Arthur  Paul,  machinist's  mate,  first  class,  United  States  Navy. 
Enlisted :  St.  Louis,  Mo.,  December  13,  1917. 

Died :  Naval  training  station,  Great  Lakes,  111.,  March  15,  1918. 
Cause :  Lobar  pneumonia. 

Next  of  kin:  Mother,  Mrs.  L.  E.  Siegmund,  3225  South  Jefferson  Avenue, 
St.  Louis,  Mo. 
Siewierski,  Adam  Paul,  fireman,  second  class,  United  States  Navy. 
Enlisted:  Baltimore,  Md.,  April  18,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Joseph  Siewierski,  2702  Hudson  Street,  Baltimore, 
Md. 
Signer,    Stanley   Elliott,   landsman   yeoman,    United   States   Naval   Reserve 
Force. 
Enrolled :  Great  Lakes,  111.,  April  29,  1918. 
Died :  Naval  station,  Great  Lakes,  111.,  August  4,  1918. 
Cause:  Fatal  submersion. 

Next  of  kin :  Father,  Charles  B.  Signer,  6809  Union  Avenue,  Chicago,  111. 
Sikyta,  James,  fireman,  third  class.  United  States  Naval  Reserve  Force. 
Enrolled :  Omaha,  Nebr.,  July  18,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  October  7,  1918. 
Cause :  Influenza. 

Next  of  kin :  Father,  Frank  Sikyta,  Crab  Orchard,  Nebr. 
Sllbereisen,  Charles  Roland,  seaman,  United  States  Navy. 
Enlisted :  Baltimore,  Md.,  April  17,  1917. 
Died :  U.  S.  S.  Nevada,  October  30,  1918. 
Cause:  Bronchial  pneumonia. 

Next  of  kin :  Father,  Louis  Silbereisen,  Elkridge,  Md. 
Silver,  George  W.,  machinist's  mate,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  Newport.  R.  I.,  December  11,  1917. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  25,  1918. 
Cause:  Burns. 

Next  of  kin :  Father,  William  Silver,  112  Bridge  Street,  Fairhaven,  Mass. 
Silver,  Willard,  yeoman,  second  class,  United  States  Naval  Reserve  Force. 
Enrolled:  Cleveland.  Ohio,  June  4,  1917. 
Died:  United   States  Naval  Hospital,  League  Island,   Pa.,   September  20, 

1918. 
Cause:  Influenza. 

Next    of   kin :  Mother,    Nellie    Silver,    3134    Whitehorn    Road,    Cleveland 
Heights,  Ohio. 
Silvernail,  Lloyd  H,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Binghamton,  N.  Y.,  May  16,  1917. 
Died :  U.   S.   S.  Covington,  July  1,  1918. 
Cause:  Lost  when  ves  el  was  torpedoed  and  sunk. 
Next  of  kin :  Father,  Farion  A.  Silvernail,  R.  F.  D.  Bainbridge,  N.  T. 
•Silverwood,  Frank,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enrolled:  Albany,  N.  Y.,  May  21,  1918. 
Died:  United  States  naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  9, 

1918. 
Cause :  Broncho-pneumonia. 
Next  of  kin :  Mother,  Emily  Silverwood,  142  Dove  Street,  Albany,  N.  Y. 
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Simm.,  James  Stephens,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Louisville,   Ky.,  May  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Caiu  e :  Broncho-pneumonia. 

Next  of  kin :  Father,  James  Clark  Simm,  6100  One  hundred  and  sixty-first 
Street,  New  York,  N.  Y. 
Simmons,  Charles  Robert,  machinist's  mate,  first  class  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  July  15,  1914. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  accident. 

Next  of  kin :  Father,  J.  W.  Simmons,  Memphis,  Tex. 
Simmons,  John  Matterson,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  St.  Louis,  Mo.,  July  15,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  17,  1918. 

Cause :  Acute    appendicitis. 

Next  of  kin :  Mother,  Sarah  A.  Simmons,  Whiteside,  Mo. 
Simmons,  Robert  Patrick,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Birmingham,  Ala.,   June  4,  1918. 

Died :  Naval  hospital,  Naval  Ba^e,  Va.,  October  2,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  James  H.   Simmons,  Route  No.  1,   Box  86,  Wood- 
ville,  Ala. 
Simon,  Charles  Henry,  seaman,  United  States  Navy. 

Enlisted :  Chicago,  111.,  February  17,  1916. 

Died :  On  board  hospital  ship  Garth  Castle,  July  21,  1918. 

Cause :  Acute  lobar  pneumonia. 

Next  of  kin:  Father,  John  H.  Simon,  226  Monroe  Street,  Springfield,  111. 
Simon,  Joseph,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  New  York,  N.  Y.,  August  23,  1918. 

Died:  Naval  Training  Station,  Great  Lakes,  111.,  October  2,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Julius  Simon,  2251  Third  Avenue,  New  York,  N.  Y. 
Simoneau,  Hector  Valentine,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Kansas  City,  Mo.,  May  3,  1918. 

Died:  United  States  naval  hospital,  Newport,  R.   I.,   September  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Clem  C.  Simoneaux,  Clyde,  Kans. 
Simonson,   James  Ralph,  painter,   third  class,  United   States  Naval   Reserve 
Force. 

Enrolled:  Chicago,  111.,  May  31,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  191S. 

Cause:   Influenza. 

Next  of  kin :  Father,  John  Simonson,  Stronghurst,  111. 
Simpson,  Franklin  Dyer,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Jacksonville,  Fla.,  July  24,  1917. 

Died :  United  States  naval  hospital,  Philadelphia,  Pa.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Sarah  Caroline  Simpson,  Owosso,  Mich. 
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Simpson,  Harvey  West,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Burlington,  Vt,  October  9,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  December  26,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Mother,  Mrs.  Mildred  Simpson,  153  Howard  Street,  Burling- 
ton, Vt. 
Simpson,  Hubert  Harmon,  seaman,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  November  23,  1917. 

Died:  Naval  hospital,  Fort  Lyon,  Colo.,  April  6,  1918. 

Cause :  Tuberculosis. 

Next  of  kin :  Mother,  Mellisa  Simpson,  Corning,  Calif. 
Simpson,  John  Jay,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Indianapolis,  Ind.,  May  20,  1918. 

Died:  Hospital  No.  3,  Leigh,  Scotland,  November  1,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  John  Simpson,  St.  Paul,  Ind. 
Simpson,  Wallace,  cabin  steward,  United  States  Navy. 

Enlisted:  Brooklyn,  N.  Y.,  November  18,  1915. 

Died.  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action. 

Next  of  kin :  Father,  Thomas  Simpson,  2439  Welton  Street,  Denver,  Colo. 
Simpson,  William  Henry,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Norfolk  Va.,  December  S,  1915. 

Died:  United  States  naval  hospital,  Fort  Lyon,  Colo.,  September  30,  1917. 

Cause :  Tuberculosis,  chronic. 

Next  of  kin  :  Sister,  Caroline  E.  Simpson,  3309  Mutter  Street,  Philadelphia, 
Pa. 
Sims,  Henry  L.,  apprentice  seaman,  National  Naval  Volunteers. 

Enrolled  :  Kansas  City,  Mo.,  April  0,  1917. 

Died:  Naval  hospital,  Great  Lakes,  Hi.,  May  29,  1917. 

Cause:  From  injuries  received  by  being  struck  by  motor  truck. 

Next  of  kin :  Father,  Henry  Sims,  sr.,  Mineola,  Tex. 
Sims,  Owen  Alderman,  electrician,  second  class  (general),  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  April  12,  1917. 

Died :  U.  S.  S.  Mercy,  October  2,  191S. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Mother,  Alice  Sims,  352  West  Avenue,  North  Augusta,  S.  C. 
Sims,    William    High,    seaman,   second   class,    United    States   Naval   Reserve 
Force. 

Enrolled:  Tampa,  Fla.,  June  6,  1918. 

Died :  Seventh  Naval  District,  Key  West,  Fla.,  August  19,  1918. 

Cause:  Accidentally  drowned. 

Next  of  kin :  Mother,  Mrs.  Sophia  Sims,  Lakeland,  Polk  County,  Fla. 
Singer,  John  Adolph,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Minneapolis,  Minn.,  July  25,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  191S. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Margaret  Berreth  Singer,  Mercer,  N.  Dak. 
Singleton,  Archie  Ivy,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  July  12,  1918. 

Died:  Waxia,  La.,  October  17,  1918. 

Cause:  Dementia. 

Next  of  kin  :  Father,  John  Riley  Singleton,  Washington,  Rapides  Parish, 
La. 
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Singleton,    Richard    Savage,    chief   boatswain's    mate,    United    States    Naval 
Reserve  Force. 

Enrolled:  Philadelphia,  Pa.,  April  9,  1917. 

Died :  Navy  yard,  Philadelphia,  Pa.,  September  19,  1918. 

Cause :  Pneumonia,  lobar. 

Next    of   kin:  Wife,    Edna    A.    Singleton,    2030    Master    Street,    Philadel- 
phia, Pa. 
Singleton,  William  Mercer,  ship's  cook,  first  class,  United  States  Navy. 

Enlisted:  Portsmouth,  N.  H.,  October  22,  1914. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  September  29,  191S. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :   Wife,    Elizabeth   Elease   Singleton,   45  Bridge    Street,   New- 
port, R.  I. 
Singley,  Jacob  Omerle,  seaman,  second  class,  United   States  Naval   Reserve 
Force. 

Enrolled:  Columbia,  S.  C,  June  15,  1918. 

Died :  U.  S.  S.  Montauk,  August  21,  1918. 

Cause:  Lost  his  life  when  U.  S.  S.  Montauk  foundered. 

Next  of  kin :  Mother,  Anna  Singley,  Prosperity,  S.  C. 
Sinks,  George  Dewey,  musician,  second  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  October  23,  1916. 

Died :  U.  S.  S.  Nevada,  March  10,  1918. 

Cause:  Accidentally  killed  playing  baseball. 

Next  of  kin:  Father,  Korah  L.  Sinks,  22  Pioneer  Street,  Dayton,  Ohio. 

Siren,  Harold  Frederick,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  March  13,  1917. 

Died :  U.  S.  S.  Kanawha,  October  20,  1918. 

Cause :  Drowning. 

Next  of  kin :  Mother,  Johanna  Siren,  394  South  Pierce  Street,  New  Or- 
leans, La. 
Sisk,  Olen  Dewey,  apprentice  seaman,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  November  30,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C,  January  16,  1918. 

Cause:  Epilepsy. 

Next  of  kin :  Father,  David  L.  Sisk,  Licking,  Mo. 
Sisk,  Penn,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Jackson,  Miss.,  November  27,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  February  27,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Samuel  D.  Sisk,  Amory,  Miss.,  R.  F.  D.  No.  4. 
Siskey,  Wattswoff  Joseph,  seaman,  second  class,  United  States  Navy. 

Enlisted:  New  Haven,  Conn.,  April  4,  1917. 

Died :  U.  S.  S.  Salem,  September  29,  1918. 

Cause :  Missing  from  motor  boat  which  was  returning  with  liberty  party 
to  U.  S.  S.  Salem. 

Next  of  kin  :  Father,  Frank  Siskey,  R.  R.  No.  3,  New  Milford,  Conn. 
Sisson,  Emett  Leroy,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  July  2,  1917. 

Died:  Naval  training  station,  Great  Lakes,  111.,  January  17,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Robert  Wesley  Sisson,  Ballinger,  Tex. 
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Sistkunk,  Simon  Lagrange,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Pensacola,  Fla.,  June  28,  1917. 

Died :  United  States  Navy  aeronautic  station,  Pensacola,  Fla.,  July  7,  1917. 

Cause:  Accidental  gunshot   (cleaning  gun). 

Next  of  kin :  Mother,  Nan  A.  Sistrunk,  404  Line  Street,  Ocala,  Fla. 
Skaggs,  Andrew  Donnie,  landsman  for  quartermaster  (A),  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  March  29,  1917. 

Died :  United  States  Navy  air  station,  Lletudy,  France,  February  28,  1918. 

Cause:  Seaplane  accident. 

Next  of  kin :  Mother,  Martha  Skaggs,  Newbern,  Tenn. 
Skaggs,  Glide  Eli.es,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Louisville.  Ky.,  June  10,  1918. 

Died :  Receiving  ship  at  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Nancy  A.  Skaggs,  Campbellsville,  Ky. 
Skellenger,  Samuel  Alexander,  seaman,  second  class,  National  Naval  Volun- 
teers. 

Enrolled  :  Miami,  Fla  ,  July  28,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Wife,  Rebecca  Skellenger,  Camden,  Ind. 

Skelly,   Charles  Andrew,  apprentice  seaman,  United   States  Naval  Reserve 
Force. 

Enrolled :  Louisville,  Ky.,  July  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  John  Skelly,  1112  Spring  Street,  Cincinnati,  Ohio. 
Skelly,  Edward  James,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  May  20,  1918. 

Died :  Navy  Base  Hospital  No.  5,  October  7,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  John  Skelly,  R.  R.  No.  5,  Madison,  Wis. 
Skelly.  Harry  Nealson,  engineman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  April  9,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause :  Killed  in  action. 

Next  of  kin:  Mother,  Bertha  Skelly,  36  South  Redfield  Street,  Philadel- 
phia, Pa. 
Skelton,  Omar  Martice,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Indianapolis.  Ind.,  June  4,  1918. 

Died :  Ninth,  tenth,  eleventh  naval  districts,  Great  Lakes,  111.,  September 
28,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Henry  Skelton,  R.  R.  No.  4,  Mount  Pulaski,  111. 
Skhal,  Ingnor  Oliver,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  May  30,  1917. 

Died :  Naval  hospital.  Portsmouth,  Va.,  August  5,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Ingeborg  Skhal,  Big  Falls,  Minn. 
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Skidmore,  Donald  Hubert,  yeoman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  April  15,  1918. 

Died :  U.  S.  S.  President  Grant,  April  17,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Wallace  G.  Skidmore,  1905  First  Avenue  South,  Min- 
neapolis, Minn. 
Shilling,  De  Forest  Willard,  quartermaster,  first  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  Philadelphia,  Pa.,  April  3,  1917. 

Died:  Aldan,  Pa.,  October  12,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Dr.  M.  J.  Shilling,  Aldan,  Pa. 
Skipper,  Charles  Merlin,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted:  Scranton,  Pa.,  May  16,  1917. 

Died :  Naval  hospital,  Annapolis,  Md.,  October  4,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Mother,  Rebecca  Skipper,  617  Madison  Avenue,  Scranton,  Pa, 
Skutt,  Ray,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Detroit,  Mich.,  May  14,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Vera  Skutt,  care  of  Charles  Dana,  Williamston,  Mich. 
Slater,  George  James,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  April  21,  1915. 

Died :  U.  S.  S.  Chipper,  November  7,  1918. 

Cause :  Pneumonia. 

Next   of  kin:  Father,   George   Slater,   123   East  Coulter   Street,   Philadel- 
phia, Pa. 
Slatjgh,  Wilfred  Charles,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  June  25,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Frederick  Slaugh,  2110,  North  Seventh  Street,  Phila- 
delphia, Pa. 
Slaughter.  George  Washington,  mess  attendant,   third  class,  United   States 
Navy. 

Enlisted:  Kansas  City,  Mo.,  April  1,  1918. 

Died:  Mary  Gates  Hospital,  Texas,  June  21,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Charles  V.  Slaughter,  Tougaloo,  Miss. 
Slawson,  Spencer  Wallace,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  May  31,  1918. 

Died :  Naval  section,  Students'  Army  Training  Corps,  Dartmouth  College, 
October  9,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Geo.  Lemuel  Slawson,  Greenwich,  Conn. 
Sleeper,  Lawrence  Maxwell,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  March  13,  1917. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  April  11,  1917. 

Cause :  Penumonia. 

Next  of  kin :  Mother,  Daisy  Lyttle,  167  East  Houston  Street,  Paris,  Tex. 
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Slocum,   Egbert  Edwabd,    apprentice   seaman,   United    States   Naval   Reserve 
Force. 

Enrolled :  Peoria,  111.,  August  8,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Edward  Slater  Slocum,  Loda,  111. 
Slonaker,  Charles  John,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  December  10,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Father,  Henry  Slonaker,  68  West  Boundary  Avenue,  York, 
Pa. 
Slupe,  William  Raymond  Jennings,  seaman,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  December  29,  1917. 

Died :  U.  S.  S.  Wilhelmina,  September  6,  1918. 

Cause:  Fell  overboard  and  drowned. 

Next  of  kin:   Father,  Mack  Slupe,  1218  East  Schiller  Street,   Columbus, 
Ohio. 
Slusher,  Lewis  Elmer,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Richmond,  Va.,  June  2,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  March  5,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  Harvey  Slusher,  Floyd,  Va. 
Small,  Ernest,  gunner's  mate,  third  class.  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  May  5,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  George  Small,  Fort  Logan,  Colo. 
Smallwood,  Benjamin  Franklin,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  April  17,  1917. 

Died :  United  States  naval  hospital,  Norfolk,  Va.,  June  6,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Theodosia  Smallwood,  Safety  Harbor,  Fla. 
Smart,  Christopher,  coxswain,  United  States  Naval  Reserve  Force. 

Enrolled:  Boston,  Mass.,  February  28,  1918. 

Died :  United  States  naval  hospital,  Chelsea,  Mass.,  September  19,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Bertha  Smart,  70  Mount  Vernon  Street,  Portsmouth, 
N.  H. 
Smethitrst,  Howard  J.,  landsman  for  electrician,  United  States  Naval  Reserve 
Force. 

Enrolled:  Cleveland,  Ohio.  May  25,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  July  31,  1917. 

Cause :  Scarlet  fever. 

Next  of  kin:  Mother,  Isabella  Smethurst,  2916  West  Twenty-fifth  Street, 
Cleveland,  Ohio. 
Smigiel,  Edward  Francis,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  London,  Conn.,  May  14,  1918. 

Died :  Naval  hospital,  New  London,  Con.,  October  8,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mary  Smigiel,  70  Russel  Road,  Norwich,  Conn. 
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Smiley,  Louis  Adolph,  electrician,  first  class  (R),  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  March  25,  1915. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Passenger  on  missing  Cyclops. 

Next  of  kin :  Father,  Sheldon  Anson  Smiley,  Marshall,  Tex. 
Smischnt,  Earl  Ralph,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  October  11,  1916. 

Died :  Home,  April  13,  1917. 

Cause :  Cerebrospinal  meningitis. 

Next  of  kin :  Mother,  Clara  Shischny,  Wilson,  Kans. 
Smith,  Albert  William,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  May  22,  1918. 

Died :  U.  S.  S.  Buena  eVntura,  September  16,  1918. 

Cause :  Vessel  was  torpedoed  by  submarine  and  he  lost  his  life  when  vessel 
sank. 

Next  of  kin :  Mother,  Lina  Smith,  7  Cummings  Avenue,  Revere,  Mass. 

Smith,  Allen  Lyle,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  July  3,  1917. 

Died :  U.  S.  S.  Solace,  September  27,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  Amos  Smith,  4809  South  Fifteenth  Street,  Omaha, 
Nebr. ' 
Smith,  Aquila  Goodwell,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  May  13,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  October  20,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Robert  H.  Smith,  R.  F.  D.  No.  3,  Mount  Pleasant,  Tex. 
Smith,  Arlow  Millard,  seaman,  second  class,   United   States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  June  5,  1918. 

Died :  United  States  Naval  Hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  George  Bradley  Smith,  Trego,  Wis. 
Smith,  Arthur,  seaman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  July  13,  1917. 

Died :  United  States  naval  hospital,  Chelsea,  Mass.,  September  25,  1918. 

Cause : Influenza. 

Next  of  kin :  Stepfather,  Tony  Musso,  224  South  Second  Street,  St.  Louis, 
Mo. 
Smith,  Carl  Taylor,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Chicago,  111.,  May  21,  1918. 

Died :  Marine  hospital,  Detroit,  Mich.,  October  29,  1918. 

Cause :  Fractured  skull. 

Next  of  kin :  Father,  Joseph  E.  Smith,  545  Jefferson  Street,  Gary,  Ind. 
Smith,  Carl  William,  machinist's  mate,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Norfolk,  Va.,  April  25,  1917. 

Di*ed :  Naval  hospital,  Norfolk,  Va.,  August  31,  1917. 

Cause :  Fracture  of  vertebra. 

Next  of  kin:  Father,  Charles  M.  Smith,  150  West  Tenth  Street,  Norfolk, 
Va. 
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Smith,  Cecil  Lester,  yeoman,  second  class,  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  May  31,  1917. 

Died :  United  States  Navy  headquarters,  London,  England,  May  6,  1918. 

Cause  :  Fracture  of  skull. 

Next  of  kin :  Mother,  Mrs.  F.  Smith,  784  Lake  Street,  Newark,  N.  J. 
Smith,  Charles,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Ne\v  York,  N.  Y.,  May  8,  1918. 

Died:  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  October  1,  1918. 

Cause :  Broncho-pneumonia. 

Next   of   kin :    Father,   Charles   Henry    Smith,   513   Walnut    Street,    West 
Hoboken,  N.  J. 
Smith,  Charles  Lucius,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  September  6,  1915. 

Died :  Naval  hospital,  Key  West,  Fla.,  October  13,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Wife,  Hattie  Evelyn  Smith,  1603  A  Street  SE.,  Washington, 
D.  C. 
Smith,   Chester  Rice,   yeoman,   second   class,   United   States   Naval    Reserve 
Force. 

Enrolled :  Boston,  Mass.,  April  2,  1918. 

Died :  At  home,  October  1,  1918. 

Cause :  Pneumonia. 

Next  o  fkin :  Mother,  Hattie  I.  Smith,  93  Washington  Street,  North  Easton, 
Mass. 
Smith,   Delbert  Frank,   fireman,   third   class,   United    States   Naval   Reserve 
Force. 

Enrolled :  Detroit,  Mich.,  June  15,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  3,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Myrtle  Smith,  712  Gott  Street,  Ann  Arbor,  Mich. 
Smith,  Earl  Francis,  coxswain,  United  States  Naval  Reserve  Force. 

Enrolled :  Peoria,  111.,  May  14,  1918. 

Died :  U.  S.  S.  Westgatc,  October  7,  1918. 

Cause :  Lost  life  when  vessel  was  sunk  in  collision. 

Next  of  kin :  Brother,  Alfred  Coates  Smith,  339  Lurton  Street,  Jackson- 
ville, 111. 
Smith,  Ed.,  mess  attendant,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Meridian,  Miss.,  July  10,  1918. 

Died :  United  States  Navy  base  hospital,  No.  5,  Brest,  France,  September 
22,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Father,  Charley  Smith,  Lorenzen,  Miss. 
Smith  Edward  Augustus,  quartermaster,  first  class,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  April  30,  1917. 

Died:  United  States  naval  headquarters,  Paris,  France,  April  30,  1918. 

Cause:  Seaplane  accident. 

Next  of  kin :  Father,  Dr.  Edward  A.  Smith,  1605  West  North  Avenue,  Balti- 
more, Md. 
Smith,  Edward  Hanson,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Raleigh,  N.  C,  March  27,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  April  22,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  R.  Smith,  R.  F.  D.  No.  2,  Hope  Mills,  N.  C. 
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Smith,  Edward  Peteb,  ship's  cook,  third  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  April  11,  1917. 

Died :  Fleet  base  No.  2,  U.  S.  S.  Solace,  February  24,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Katherine  Smith,  4022  Kenmore  Avenue,  Chicago,  111. 
Smith,  Elbert  Peshine,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  May  5,  1917. 

Died :  U.  S.  S.  F-l,  December  17,  1917. 

Cause :  Drowned  in  line  of  duty. 

Next  of  kin:  Sister,  Florence  S.  Stebbins,  235  Twenty-first  Street,  Merced, 
Calif. 
Smith,  Elbridge  Gekry,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  July  20,  1917. 

Died:  Naval  hospital,  Charleston,  S.  C,  January  11,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  J.  W.  Smith,  Buffalo,  Tex. 
Smith,  Elijah  Paul,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Pittsburgh,  Pa.,  December  12,  1917. 

Died:  United  States  Navy  base  hospital  No.  2,  while  attached  to  U.  S.  S. 
Black  Hawk,  October  22,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  O.  Smith,  4123  Noble  Street,  Bellaire,  Ohio. 
Smith,  Elwood  Laforge,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York.  N.  Y.,  May  17,  1918. 

Died:  Naval  hospital.  Newport,  R.  I.,  August  9,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:   Father,  Harry  E.   Smith,  113  Johnson  Avenue,  Tottenville, 
Staten  Island.  N.  Y. 
Smith,  Eugene  Howard,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Peoria,  111.,  June  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  AVife,  Fern  Eva  Smith,  R.  F.  D.  No.  1,  Bath,  111. 
Smith,  Eugene  Patrick,  chief  water  tender,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  February  15,  1916. 

Died :  Naval  hospital,  N.  Y.,  March  24,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Maggie  Wilson,  1130  Ohio  Street,  Quincy,  111. 
Smith,  Francis  Marion,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Washington,  D.  C,  June  11.  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  Agnes  Smith,  630  Q  Street,  Washington,  D.  C. 
Smith,  Frank  Lester,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  San  Francisco,  Calif.,  March  29,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  July  11,  1918. 

Cause :  Result  of  burns. 

Next  of  kin:  Mother,  Adell  Smith,  Angels  Camp,  Calif. 
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Smith,  Fred  Guy,  shipwright,  United  States  Naval  Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  June  24,  1918. 

Died:  United   States  naval  hospital,   Great  Lakes,   111.,  October  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Alexander  Smith,  It.  F.  D.  No.  5,  Jackson,  Mo. 
Smith,  George  Chester,  mess  attendant,  first  class,  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  November  16,  1914. 

Died :  U.  S.  S.  Louisiana,  August  6,  1917. 

Cause:  Accidental  drowning. 

Next  of  kin :  Brother,  Benjamin  T.  Smith,  Little  Beck,  N.  Y. 
Smith,  Harold  Brooks,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Rochester,  N.  Y.,  April  17,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  June  15,  1917. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Charles  W.  Smith,  291  Park  Way,  Rochester,  N.  Y. 
Smith,  Harry  Clifford,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Portland,  Me.,  April  18,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  26,  1917. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Agnes  Smith,  North  Gorham,  Me. 
Smith,  Harry  John,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  March  26,  191S. 

Died :  Naval  hospital,  Newport,  R.  I.,  April  22,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Stephen  W.  Smith,  St.  Johnsville,  N.  Y. 
Smith,  Harry  LeRoy,  seaman,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  May  7,  1917. 

Died  :  Naval  training  station,  San  Diego,  Calif.,  April  28,  191S. 

Cause:  Pleurisy .« 

Next  of  kin :  Father,  Carl  E.  Smith,  Morris,  Okla. 
Smith,  Henry  Roy,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Little  Rock,  Ark.,  June  4,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  J.  M.  Smith,  R.  R.  No.  1,  Sedgewickville,  Mo. 
Smith,  Herbert  S.,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  April  26,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  June  24,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin  :  Father,  George  C.  Smith,  Bogert  Street,  West  Englewood,  N.  J, 
Smith,  Herbert  William,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Raleigh,  N.  C,  December  13,  1917. 

Died :    Naval  hospital,  Hampton  Roads,  Va.,  February  16,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Callaway  Smith,  Democrat,  N.  C. 
Smith,  Herman  Albert,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Detroit,  Mich.,  June  3,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  October  19,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Fredreca  Smith,  Route  No.  6,  Brown  City,  Mich. 
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Smith,  Herman  E.,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  27,  1917. 

Died :  Naval  station,  Norfolk,  Va.,  March  23,  1918. 

Cause:  Septicemia. 

Next  of  kin :  Mother,  Violet  M.  Bruce,  808  Sixth  Street  NE.,  Washington, 
D.  C. 
:Smith,  Howard  Brame,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  June  13,  1917. 

Died :  U.  S.  S.  Von  Steuben,  September  24,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mary  Brame  Smith,  Goodlettsville,  Tenn. 
Smith,  Howard  Risher,  quartermaster,  second  class,  United  States  Navy. 

Enlisted :  Pittsburgh,  Pa.,  March  28,  1916. 

Died :  S.  S.  Tyler,  May  2,  1918. 

Cause :  Drowned. 

Next  of  kin :  Mother,  Harriet  Marion  Smith,  7248  Pennsylvania  Avenue, 
Pittsburgh,  Pa. 
Smith,  Hugh,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  April  18,  1917. 

Died :  Naval  detention  training  camp,  Deer  Island,  Mass.,  September  23, 
191S. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Hugh  Smith,  5112  Emerald  Avenue,  Chicago,  111. 
Smith,  Jackson  Bryan,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  St.  Louis,  Mo.,  April  30,  1918. 

Died :  Naval  training  camp,  Camp  Logan,  111.,  October  4,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Mother,  Marie  Dorothy  Smith,  Owensville,  Mo. 
Smith,  James  Allen,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  May  9,  1917. 

Died :  U.  S.  S.  Mongolia,  June  24,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  N.  Smith,  North  Chattanooga,  Tenn. 
Smith,  James  Harrison,  Jr.,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  April  11,  1916. 

Died :  United  States  Naval  Hospital,  New  York,  September  20,  1917. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mamie  T.  Smith,  Marietta,  Ga.,  Box  177. 
Smith,  James  Joseph,  quartermaster,  second  class  (A),  United  States  Navy. 

Enlisted  :  Albany,  N.  Y.,  April  12,  1917. 

Died :  United  States  Naval  Air  Station,  Dunkirk,  France,  April  22,  1918. 

Cause :  Heart  failure,  with  edema  of  lungs. 

Next  of  kin :  Mother,  Margaret  Smith,  59  Dana  Avenue,  Albany,  N.  Y. 
Smith,  John  Aloyious,  gunner's  mate,  first  class,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  November  7,  1913. 

Died :  U.  S.  S.  Chauncey,  November  19,  1917. 

Cause :  Drowned. 

Next  of  kin :  Father,  William   Smith,  936  Baker  Avenue,   Dunton,  Long 
Island,  N.  Y. 
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Smith,  John  Bolton,  chief  pharmacist's  mate,  United  States  Navy. 

Enlisted :  Portsmouth,  N.  H.,  October  30,  1917. 

Died :  United  States  naval  hospital,  Portsmouth,  N.  H.,  June  22,  1918. 

Cause :  Erysipelas. 

Next   of   kin:  Wife,   Rose   Smith,   1206   North    Sixty-third   Street,   Phila- 
delphia, Pa. 
Smith,  John  Enghkam,  electrician,  third  class,  United  States  Navy. 

Enlisted :  Jackson,  Miss.,  April  19,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  board  missing  Cyclops. 

Next  of  kin :  Father,  Barnet  Smith,  Fannin,  Miss. 
Smith,  John  Francis,  blacksmith,  first  class,  United   States  Naval  Reserve 
Force. 

Enrolled:  Great  Lakes,  111.,  December  19,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Margaret  Smith,  3724  North  St.  Louis  Street,  Chi- 
cago, 111. 
Smith,  John  Joseph,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  June  5,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  November  6,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Thomas  Smith,  830  Front  Street,  Philadelphia,  Pa. 
Smith,  John  Milton,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  August  9,  1917. 

Died:  U.  S.  S.  Bailey,  March  15,  1918. 

Cause :  Accidental  gunshot  wound. 

Next  of  kin  :  Wife,  Priscilla  Smith,  91  Main  Street,  Annapolis,  Md. 
Smith,  Joseph  William,  mess  attendant,  third  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  New  York,  N.  Y.,  November  5,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause :  Lost  life  when  U.  S.  S.  Cherokee  foundered. 

Next  of  kin :  Father,  Joseph  Charles  Smith,  61  Hallet  Street,  Astoria,  Long 
Island,  N.  Y. 
Smith,  Lane  Elliott,  machinist's  mate,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Boston,  Mass.,  August  5,  191S. 

Died :  United  States  naval  training  camp,  Hingham,  Mass.,  November  7, 
1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Inez  Smith,  731  Beech  Street,  Manchester,  Mass. 
Smith,  Ltjdger  Eugene,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Newport,  R.  I.,  June  12,  1917. 

Died :  Second  naval  district,  Newport,  R.  I.,  June  22,  1917. 

Cause:  Committed  suicide. 

Next  of  kin :  Mother,  Margaret  Smith,  1430  Pleasant  Street,  Fall  River, 
Mass. 
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Smith,   Marion   Allen,   seaman,   second   class,   United   States  Naval  Reserve 
Force. 

Enrolled :  Louisville,  Ky.,  June  25,  1918. 

Died :  U.  S.  S.  Solace,  October  13,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Edd  Smith,  Brodhead,  Ky. 
Smith,  Mathew  L.  H.,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  May  23,  1917. 

Died :  Naval  training  station,  Great  Lakes,  111.,  October  5,  1917. 

Cause :  Died  suddenly ;  natural  death. 

Next  of  kin :  Brother,  William  J.  Smith,  Waukegan,  111. 
Smith,  Merle  Robinson,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Binghamton,  N.  Y.,  November  26,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  April  29,  1918. 

Cause :  Nephritis,  acute. 

Next  of  kin :  Father,  Fred  C.  Smith,  Otego,  N.  Y. 
Smith,   Michael  Joseph,   apprentice   seaman,    United    States   Naval   Reserve 
Force. 

Enrolled:  Philadelphia,  Pa.,  February  12,  1918. 

Died :  United  States  naval  hospital,  Philadelphia,  Pa.,  October  S,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Anna  May  Smith,  331  Green  Street,  Philadelphia,  Pa. 
Smith,  Mitchell,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  August  16,  1917. 

Died:  Naval  station,  New  York,  College  Hospital,  Long  Island,  Brooklyn, 
March  19,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mrs.  M.  Smith,  2222  South  Cherry  Street,  San  Antonio,  Tex. 
Smith,  Nelson  George,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  January  3,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  April  29,  1918. 

Cause :  Mastoiditis,  acute. 

Next  of  kin :  Father,  Clarence  Smith,  R.  F.  D.  6,  Rome,  N.  Y. 
Smith,  Perky   Everett,   seaman,   second  class,   United  States  Naval   Reserve 
Force. 

Enrolled :  Boston,  Mass.,  November  1,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  March  21,  1918. 

Cause :  Bronchitis,  acute. 

Next  of  kin:  Mother,  Jane  Smith,  Hunts  Point,  Nova  Scotia. 
Smith,  Philip  Overton,  chief  quartermaster  (A),  United  States  Naval  Reserve 
Force. 

Enrolled:  Chicago,  111.,  July  26,  1918. 

Died :  Dunwoody  Industrial  Institute,  Minneapolis,  Minn.,  October  7,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Henry  C.  Smith,  7  West  Roselawn  Avenue,  Danville, 
111. 
Smith,    Pomeboy,    chief   quartermaster    (A),    United    States   Naval    Reserve 
Force. 

Enrolled:  Washington,  D.  C,  May  22,  1918. 

Died:  Naval  air  station,  Pensacola,  Fla.,  October  11,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  William   Smith,   Fargo  Loan  Agency,  Fargo, 
N.  Dak. 
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Smith,  Rina  Odis,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  June  22,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  18,  1918. 

Cause :  Pleurisy. 

Next  of  kin :  Brother,  Thomas  H.  Smith,  Hico,  Tex. 
Smith,  Sam,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Houston,  Tex.,  April  30,  1918. 

Died :  United  States  naval  hospital,  Philadelphia,  Pa.,  October  8,  1918. 

Cause :    Influenza. 

Next  of  kin :  Father,  Claude  Smith,  R.  R.  No.  2,  Zulch,  Tex. 
Smith,  Stanley  Hartwell,  yeoman,  second  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  April  13,  1917. 

Died:  U.  S.  S.  Wilkes,  September  13,  1917. 

Cause :    Accidental   drowning. 

Next  of  kin:  Aunt,  Harriet  I.  Russell,  235  North  Avenue,  West  Cranford, 
N.   J. 
Smith,  Thomas,  oiler,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  December  4,  1914. 

Died:  U.  S.  S.  Bushnell,  July  4,  1917. 

Cause:  Edema  of  lung,  acute. 

Next  of  kin:  None. 
Smith,  Walter  Young,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  June  7,  1917. 

Died :  U.  S.  S.  Orion,  March  12,  1918. 

Cause:   Accidently  killed. 

Next  of  kin :  Mother,  Nonnie  Smith,  1204  Seventeenth  Street,  Columbus,  Ga. 
Smith,  Wesley  Jerome,  apprentice  seaman,  United  States  Navy. 

Enlisted:  New  Haven,  Conn.,  December  6,  1917. 

Died:  Naval  hospital,  Newport,  R.  I.,  February  28,  1918. 

Cause :    Pleurisy,   suppurative. 

Next  of  kin :  Father,  Wesley  Smith,  Forestburgh,  N.  Y. 
Smith,  William  Elwood,  boatswain's  mate,  first  class,  United  States  Navy. 

Enlisted:  Lexington,  Ky.,  June  1,  1917. 

Died :  Naval  hospital,  Portsmouth,  Va.,  September  19,  1918. 

Cause :    Undetermined. 

Next  of  kin:  Father,  Mr.  Albert  Smith,  R.  R.  No.  2,  box  87,  Louisville, 
Ky. 
Smith,   William   Henry,    apprentice   seaman,   United    States   Naval   Reserve 
Force. 

Enrolled :  Newark,  N.  J.,  July  25,  1918. 

Died :  Straphael  Hospital,  New  Haven,  Conn.,  October  14,  1918. 

Cause :    Pneumonia,    broncho. 

Next  of  kin :  Mother,  Lizzie  Smith,  39  Laidlaw  Avenue,  Jersey  City,  N.  J. 
Smith,  William  Munroe,  electrician,  third  class  (G),  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  January  21,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  24.  1918. 

Cause :    Broncho-pneumonia. 

Next  of  kin :  Father,  Ben  C.  Smith,  Encanto  Heights,  San  Diego,  Calif. 


689 

Smith,  William  Redmayne,  electrician,  first  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Bremerton,  Wash.,  April  10,  1917. 

Died :  Willard  Parker  Hospital,  New  York  City,  September  27,  191S. 

Cause:  Bronchial  pneumonia. 

Next  of  kin :  Mother,  Mrs.  Gertrude  Smith,  4320  Forty-seventh  Street,  SE., 

Portland,  Oreg. 
Smith,  William  Roy,  coxswain,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  May  26,  1917. 

Died :  United  States  naval  hospital,  New  York,  N.  Y.,  March  13,  1918. 

Cause :  Diabetes  mellitus. 

Next  of  kin :  Mother,  Mrs.  Mary  Smith.  Chauvin,  Alberta,  Canada. 
Smith,  Wollfokd,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  December  10,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  January  28,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  William  J.  Smith,  2535  Fait  Avenue,  Baltimore,  Md. 
Smith,  Young  Hall,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  June  13,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  February  15,  1918. 

Cause :  Pleurisy. 

Next  of  kin :  Brother,  C.  L.  Smith,  208  Buford  Place,  Macon,  Ga. 
Smock,  William  Walter,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  November  23,  1916. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause :  Lost  at  sea  on  U.  S.  S.  Alcedo. 

Next  of  kin:  Father,  Dave  R  Smock,  406  South  East  Fifth  Street,  Des 
Moines,  Iowa. 
Smoot,  William  Everett,  landsman  electrician   (R),  United  States  Navy. 

Enlisted:  Peoria,  111.,  June  15,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Father,  Edward  Everett  Smoot,  R.  F.  D.  No.  4,  Greenview,  111. 
Smyth,  Raymond  Weir,  chief  machinist's  mate,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  January  19,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Herbert  W.  Smyth,  15  Elmwood  Avenue,  Cambridge, 
Mass. 
Smyth,  Robert  Stewart,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  August  2,  1918. 

Died :  Naval  training  camp,  Mare  Island,  Calif.,  October  18,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Robert  Smyth,  Alexandria,  La. 
Snodgrass,  Albert  Lawrence,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  April  24,  1917. 

Died :  United  States  naval  hospital,  Philadelphia,  Pa.,  October  11,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  William  Wesley  Snodgrass,  281  Lawton  Street,  At- 
lanta, Ga. 
174483—20 44 
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Snow,  Lester  Jaeed,  chief  quartermaster,  United  States  Naval  Reserve  Force. 

Enrolled :  Washington,  D.  C,  June  20,  1918. 

Died :  United  States  naval  hospital,  Chelsea,  Mass.,  September  30,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Mary  Nuzum  Snow,  1011  Greensboro  Avenue,  Tusca- 
loosa, Ala. 
Snyder,  Cornelius  Benedict,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled:  Pittsburgh,  Pa.,  June  17,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Adam  Snyder,  Freeport,  Pa. 
Snyder,  Edwin  August,  chief  electrician  (R. ),  United  States  Navy. 

Enlisted :  Port  Jefferson,  Long  Island,  N.  Y.,  September  17,  1917. 

Died:  U.  S.  S.  Mercy,  October  5,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Oscar  A.  Snyder,  20  Desales  Place,  Brooklyn,  N.  Y. 

Snyder,  George  Emerson,  pharmacist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  Philadelphia,  Pa.,  April  25,  1917. 

Died :  United  States  Navy  base  hospital  No.  5,  September  20,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Mother,  Mrs.  Annie  Snyder,  New  Oxford,  Pa. 
Snyder,  Harry  Hoyt,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Cape  May,  N.  J.,  July  5,  191S. 

Died:  Navy  yard,  Puget  Sound,  Wasb.,  October  9,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Mrs.  Harvey  Snyder,  Cold  Springs,  Cape  May,  N.  J. 
Snyder,  Joe  Lynne,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  April  18,  1917. 

Died  :  U.  S.  S.  Herman  Frasch,  October  4,  1918. 

Cause:  Lost  when  vessel  was  sunk  in  a  collision. 

Next  of  kin  :  Wife,  Inez  Olga  Snyder,  Days  Creek,  Oreg. 
Snyder,  John  Jacob,  Jr.,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Baltimore,  Md.,  April  23,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  4,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Mr.  J.  J.  Snyder,  sr.,  Graham,  N.  C. 
Soares,  Marion,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  San  Francisco,  Calif.,  June  3.  1918. 

Died :  Near  Newark.  Calif.,  October  27,  1918. 

Cause :  Drowning. 

Next  of  kin :  Mother,  Jennie  Soares,  R.  F.  D.  No.  7,  Niles,  Calif. 
Soden,  William  Thomas,  yeoman,  third  class,  United   States  Naval  Reserve 
Force. 

Enrolled :  New  York  City,  N.  Y.,  May  14,  1918. 

Died :  Brooklyn,  N.  Y.,  October  11,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Emmett  Soden,  302  Lewis  Avenue,  Brooklyn,  N.  Y. 
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Soffel.  Walter  Louis,  fireman,  first  chins.  United  States  Naval  Reserve  Force. 

Enrolled:  New  York,  N.  Y.,  February  19,  191S. 

Died:  United  States  naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  15, 
1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Father,  William  Soffel,  2242  Quimby  Avenue.  New  York,  N.  Y. 
Soman,  George  Joseph,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  June  1,  1917. 

Died:  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause:  Lost  when  ship  was  torpedoed. 

Next  oi'  kin  :  Father,  Andrew  Soiian.  433  Wood  Street,  Philadelphia,  Pa. 
Sohn,  William  Henry,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  November  16,  1914. 

Died:  U.  S.  S.  Jacob  Jones,  December  0,  1917. 

Cause:  Killed  in  action  with  enemy  submarine. 

Next  of  kin  :  Mother,  Rose  Sohn.  2269  Vine  Street,  Cincinnati,  Ohio. 
Sojka,  Rudolph,  chief  electriciau,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  April  23,  1918. 

Died :  United  States  naval  hospital,  New  York,  N.  Y.,  September  25,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Wife,  Dollie  L.  Sojka.  4617  Ludlow  Street,  Philadelphia,  Pa. 
Sokel,  James  Anthony,  seaman,  second  <l;iss,  United  States  Navy. 
'    Enlisted:  Chicago,  111..  April  3,  1917. 

Died:  S.  S.  Motano,  July  31,  1917. 

Cause:  Drowned  in  sinking  of  the  S.  S.  Motano. 

Next  of  kin :  Father,  Simon  Sokel,  Cliatswood,  111. 
Solis,    Arthur    Michael,    master-at-arms,    third    class,    United    States    Naval 
Reserve  Force. 

Enrolled:  New  Orleans,  La.,  March  5,  1918. 

Died:  Naval  hospital,  New  Orleans,  La.,  June  14,  1918. 

Cause :  Appendicitis. 

Next  of  kin :  Mother,  Mrs.  Jennie  L.  Solias,  2331  North  Yillere  Street,  New 
Orleans,  La. 
Someks,  Louis,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  March  7,  1918. 

Died:  United  States  Naval  Base  9,  Gibraltar,  March  30,  1918. 

Cause :  Meningitis,  cerebrospinal. 

Next  of  kin  :  Father,  Augustus  Somers,  84  Conant  Street,  Manchester,  N.  H. 
Somers,  William  Frank,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  August  S,  1918. 

Died:  Naval  hospital,  Newport.,  R.  I.,  September  21,  191S. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Wife,  Julia  Somers,  Nunda,  N.  Y. 
Sommerhause,  Edward  Francis,  fireman,  first  class,  United  States  Navy. 

Enlisted  :  Portland,  Oreg.,  December  5,  1917. 

Died:  U.  S.  S.  Harrisburg,  October  18,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Lizzie  Kuhn,  Lostine,  Oreg. 
Somohyl,  Henry  Ignac  John,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  May  10,  1917. 

Died:  United  States  naval  hospital,  Great  Lakes,  111.,  June  9,  1917. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Frank  Somohyl,  West  Point,  Tex. 
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Sopeb,  Howaed  Russell,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  Williamsport,  Pa.,  April  24,  1918. 

Died :  United  States  naval  hospital,  Cape  May,  N.  J.,  October  1,  1918. 
Cause : Influenza. 

Next  of  kin:  Mother,  Isabell  Mary  Williams,  Sullivan  Street,  Canton,  Pa. 
Sopp,  Ernest  William,  storekeeper,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled:  Philadelphia,  Pa.,  April  16,  1918. 
Died:  At  home,  1S0S  North  Sixteenth   Street,  Philadelphia,  Pa.,  October 

16,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin:   Wife,  Harriett  Lovick  Sopp,  1808  North  Sixteenth  Street, 
Philadelphia,  Pa. 
Sobbee,  Robert,  fireman,  first  class,  United  States  Navy. 
Enlisted :  Scranton,  Pa.,  June  IS,  1917. 
Died:  U.  S.  A.  C.  T.  Ticondcrofja,  September  30,  1918. 
Cause :  Lost  his  life  when  vessel  was  torpedoed  and  sunk. 
Next  of  kin :  Mother,  Etta  Sorber,  R.  R.  No.  1,  box  14,  Noxen,  Pa. 
Soeensen,  Claeence  Potter,  seaman,  second  class.   United   States  Naval  Re- 
serve Force. 
Enrolled :  Chicago,  111.,  May  20,  1918. 
,  Died :  Camp  Logan,  111.,  September  30,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Mrs.  Eddievine  Sorensen,  4917  West  Walton  Street, 
Chicago,  111. 
Sotheen,  William  Stuart,  electrician,  first  class,-  United  States  Navy. 
Enlisted :  U.  S.  S.  Buffalo,  San  Diego,  Calif.,  March  28,  1916. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin  :  Father,  William  P.  Sothern,  705  North  Church  Street,  Spartan- 
burg, S.  C. 
Soule,  Howaed  Palmee,   yeoman,  third   class,   United    States  Naval  Reserve 
Force. 
Enrolled :  Milwaukee,  Wis.,  June  29,  1918. 
Died :  U.  S.  S.  Los  Angeles,  September  28,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  Wilbur  Soule,  Ripon,  Wis. 
Sousa.  John  Pacheco,  landsman  for  machinist's  mate  (A),  United  States  Naval 
Reserve  Force. 
Enrolled :  San  Francisco,  Calif.,  June  21,  1918. 

Died:  United  States  naval  hospital,  Gulfport,  Miss.,  October  8,  191S. 
Cause :  Influenza,  broncho-pneumonia. 

Next  of  kin:  Mother,  Mary  Sousa,  1314  East  Fifteenth  Street,  Oakland, 
Calif. 
South.   Frank  Marion,   seaman,  second  class,  United   States  Naval  Reserve 
Force. 
Enrolled :  Des  Moines,  Iowa,  June  4,  1918. 
Died :  U.  S.  S.  O/mo,  September  25,  1918. 
Cause:  Pneumonia. 
Next  of  kin:  Father,  George  South,  De  Kalb,  Iowa. 
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Southern,  Ruphtjs  Edward,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Raleigh,  N.  C,  April  27,  1917. 
Died :  U.  S.  S.  Florida,  August  28,  1918. 
Cause :  Cerebrospinal  meningitis. 

Next  of  kin :  Stepfather,  Win.  C.  Beamer,  R.  F.  D.  No.  3,  Mount  Airy,  N.  C. 
Sova,  James,  seaman,-  second  class,  United  States  Navy. 
Enlisted:  Cleveland,  Ohio,  November  5,  1917. 
Died :  U.  S.  S.  Cherokee,  February  26,  1918. 
Cause :  When  ship  was  torpedoed. 

Next  of  kin :  Father,  Michael  Sova,  512  South  Fifth  Street,  Reading,  Pa. 
Spaide,  John  Leroy,  hospital  apprentice,  first  class,  United  States  Navy. 
Enlisted:  Scranton,  Pa.,  May  21,  1917. 
Died:  United   States   naval   hospital,   League   Island,   Pa.,    September   23, 

1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Helen  Spaide,  55  South  Wyoming  Street,  Hazleton,  Pa. 
Spangler,  George  Andrew,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Houston,  Tex.,  December  7,  1916. 
Died :  U.  S.  S.  Huntington,  December  7,  1917. 
Cause:  Drowned. 

Next  of  kin:  Father,  George  W.   Spangler,  2905  Saunders  Avenue,   San 
Antonio.  Tex. 
Spangler,  Henry,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Chicago,  111.,  December  8,  1917. 
Died :  Naval  station,  Great  Lakes,  111.,  March  12,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin:  Stepfather,  Max  R.  Herrman,  2S0  Fourteenth  Street,  Cedar 
Rapids,  Iowa. 
Sparks.    James    Als worth,    chief   quartermaster    (A),    United    States   Naval 
Reserve  Force. 
Enrolled:  San  Francisco,  Calif.,  July  12,  1918. 
Died :  Naval  Training  Camp,  Seattle,  Wash.,  October  30,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Father,  James  Dunn  Sparks,  41-1  Mariposa  Avenue,   Sierra 
Madre,  Calif. 
Sparough,  Ste\-e  James,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 
Enrolled:  Great  Lakes,  111.,  June  17,  1918. 
Died :  Naval  Hospital,  Great  Lakes,  111.,  September  22,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Elizabeth  Sparough,  3246  Hirsch  Street,  Chicago,  111. 
Sparrowgrove,  Glenn  Pearson,  electrician,  third  class,  United  States  Navy. 
Enlisted :  Des  Moines,  Iowa,  April  19,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  March  16,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin:  Sister,  Garnet  Iona  Sparrowgrove,  East  Mason  Block,  Fort 
Dodge,  Iowa. 
Spaulding,  Harold  Manning,  coxswain,  United  States  Navy. 
Enlisted:  Newport,  R.  I.,  November  12,  1917. 
Died :  Naval  station,  Newport,  R.  I.,  March  30,  1918. 
Cause:  Cerebrospinal  meningitis. 
Next  of  kin :  Mother,  Ada  N.  Spaulding,  Union  Village,  Woonsocket,  R.  I. 
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Spears,  Hubbard,  fireman,  second  class,  United  States  Navy. 
Enlisted:  Columbia,  S.  C.,  May  14,  1917. 
Died:  U.  S.  S.  .Mount  Vernon,  September  5,  1918. 
Canse :  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Father,  Robert  Spears,  R.  R.  No.  3,  Bennettsviile,  S.  C. 
Spenck,  Albert,  mess  attendant,  third  class,  United  States  Naval  Reserve  Force. 
Enrolled:  Miami,  Fla.,  May  6,  1918. 
Died :  U.  S.  S.  Mercy,  October  5,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin  :  Mother.  Josephine  Nealy,  Coconut  Grove,  Fla. 
Spence,  James  Andrew,  mess  attendant,  third  class,  United  States  Naval  Re- 
serve Force. 
Enrolled:  Boston,  Mass.,  May  11,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  17,  1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mandie  Spenee,  Haynesville,  Va. 
Spencer,  Edward  Leon,  seaman,  second  class,  United   States  Naval  Reserve 
Force. 
Enrolled:  Boston,  Mass.,  February  18,  1918. 
Died  :  Quarantine  Station,  Gallops  Island,  September  26,  1918. 
Cause:  Pneumonia. 

Next  of  kin  :  Wife,  Florence  E.  Spencer,  424  Ashniont  Street,  Boston,  Mass. 
Spencer,  Harry   Edgar,   seaman,   second  class,   United   States  Naval  Reserve 
Force. 
Enrolled  :  Kansas  City,  Mo.,  June  3,  1918. 
Died:  Naval  training  camp,  Seattle,  Wash.,  October  8,  1918. 
Cause :  Pneumonia. 

Next  of  kin  :  Father,  Edgar  F.  Spencer,  Buckner,  Mo. 
Spencer,    Ray    Marcus,    seaman,   second   class.    United    States   Naval   Reserve 
Force. 
Enrolled :  Tacoma,  Wash.,  May  20,  1918. 
Died  :  Naval  training  camp,  Seattle,  Wash..  October  9,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Mother,  Sarah  Spencer,  R.  F.  D.  No.  4,   box  358,  Tacoma, 
Wash. 
Spicer,  Ray  Reuben,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enrolled :  Chicago,  111.,  July  22,  1918. 
Died :  Camp  Logan,  111.,  October  1,  1918. 
Cause :  Broncho-pneumonia. 
Next  of  kin :  Mother,  Henrietta  Spicer,  Viola,  111. 
Spielman,  Robert  Louis,  engineman,  second  class.  United  States  Naval  Reserve 
Force. 
Enrolled:  Brooklyn,  N.  Y.,  May  27,  1918. 
Died :  October  10,  1918,  at  his  home. 
Cause :  Typhoid  fever. 

Next    of  kin :    Father,  Henry    Spielman,   125  Elbertson    Street,   Elmhurst, 
Long  Island. 
Spinks,  Ralph  Eugene,  seaman,  second  class,  United  States  Navy. 
Enlisted  :  Albany,  N.  Y.,  April  12,  1917. 
Died  :  Naval  hospital,  Portsmouth,  N.  H.,  June  17,  1917. 
Cause :  Broncho-pneumonia. 
Next  of  kin:  Mother,  Jennie  Spinks,  631  Sixth  Avenue,  North  Troy,  N.  Y. 
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Spitler,  Ralph  Edward,  landsman  (E),  radio,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  August  8,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  25,  191S. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Lloyd  Spitler,  Sycamore,  Ohio. 
Spizzirri,  Anthony,  fireman,  first  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  April  25,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  Setpember  29,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Brother,  Oreste  Spizzirri,  7537  Dante  Avenue,  Chicago,  111. 
Sponoglk,   Beverly   Charles,    machinist's   mate,   second   class,    United    States 
Navy. 

Enlisted :  San  Francisco,  Calif.,  November  1,  1917. 

Died :  St.  Luke's  Hospital,  Jacksonville,  Fla.,  October  17,  1918. 

Cause :  Pneumonia,    complicating   influenza. 

Next  of  kin :  Mother,  Laura  May  Sponogle,  41  First  Avenue,  San  Francisco, 
Calif. 
Spooner,  Carlton  Henry,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  Bedford,  Mass.,  April  8,  1917. 

Died :  United  States  naval  hospital,  New  York,  N.  Y.,  September  29,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mrs.  Jennie  Spooner,  112  Pierce  Street,  New  Bedford, 
Mass. 
Sporkin,  Abraham  Leonard,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Philadelphia,  Pa.,  May  15,  1918. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  October  31,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Elizabeth  Sporkin,  1308  North  Seventh  Street,  Phila- 
delphia, Pa. 
Sprague,  Frayley  Earl,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  May  15,  1917. 

Died :  United  States  naval  hospital,  League  Island,  Pa.,  May  31,  1918. 

Caiise :  Pleurisy. 

Next  of  kin :  Brother,  Marion  Sprague ;  address  unknown. 
Sprague,  Grover,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  April  20,  1916. 

Died :  U.  S.  S.  Neio  York,  June  13,  1917. 

Cause :  Measles. 

Next  of  kin :  Father,  Amos  O.  Sprague,  267  Columbian  Street,  Weymouth, 
Mass. 
Sprague,  Howard  William,  machinist's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  Baltimore,  Md.,  December  11,  1917. 

Died :  United  States  naval  air  station,  Bay  Shore,  L.  I.,  N.  Y.,  November 
5,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin:  Wife,  Charlotte  M.   Sprague,  10  Sarella  Street,  Glens  Falls, 
N.    Y. 
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Springmeier,  Walter  Bernard,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Cincinnati,   Ohio,  July  29,   1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Henry  Springmeier,  975  Windsor  Street,  Cincinnati, 
Ohio. 
Sprottse,  Emmet,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  October  22,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  December  10,  1917. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Father,  Alonzo  L.  Sprouse,  Elk  Hill,  Va. 
Squibb,  James  Lee,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Oklahoma  City,  Okla.,  March  27,  1917. 

Died :  S.  S.  Chincha,  August  14,  1917. 

Cause :  Drowned. 

Next  of  kin :  Mother,  Mary  Nora  Squibb,  613  Monroe  Street,  Springfield, 
Mo. 
Squires,  Jesse  Franklin,  electrician,  second  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  June  21,  1916. 

Died :  Naval  hospital,  Pensacola,  Fla.,  December  27,  1917. 

Cause :  Nephritis,  acute. 

Next  of  kin :  Brother,  Clarence  W.  Squires,  Jonesville,  Mich. 
Stacey,  Joseph,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted:  Chicago,   111.,   June   14,   1915.      * 

Died:  Naval  hospital,  Chelsea,  Mass.,  November  1Q,  1918. 

Cause :  Influenza. 

Next    of    kin :  Mother,    Mary    Stacey,    141    Twenty-first    Avenue,    Melrose 
Park,  111. 
Stagun,  Henry  Edward,  landsman  machinist's  mate  (A.),  United  States  Naval 
Reserve  Force. 

Enrolled:   St.  Louis.   Mo.,  July  13,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Henry  G.  Stagun,  2004  Market  Street,  St.  Louis,  Mo. 
Stahlheber,  David  William,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Peoria,  111.,  June  5,  1918. 

Died:  U.  S.  S.  Mercy,  October  16,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  Stahlheber,  Craig,  111. 
Stahlhut,  Ernest  Henry,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  December  15,  1917. 

Died  :  Naval  hospital,  Norfolk,  Va.,  March  4,  1918. 

Cause :  Diphtheria. 

Next  of  kin  :  Father,  William  Stahlhut,  Antwerp,  Ohio. 
Stahlhuth,  William  John,  hospital  apprentice,  second  class,  United  States 
Navy. 

Enlisted:  St.  Louis,  Mo.,  May  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Emma  M.  Stahlhuth,  7421  Hazel  Avenue,  Maplewood, 
Mo. 
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Stmt,  Frederick  John,  yeoman,  first  class,  United  States  Naval  Reserve  Force. 
Enrolled:  Brooklyn,  N.  Y.,  May  5,  1917. 
Died:  Atlantic  City  Hospital,  N.  J.,  October  9,  1918. 
Cause :  Bronchopneumonia. 

Next  of  kin :  Brother,  Harold  E.  Stait,  1726  Thalia  Street,  New  Orleans,  La. 
Stallings,   Heeman,  ship's  cook,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled:  Norfolk,  Va.,  January  31,  1918. 
Died :  United  States  Naval  Forces,  France,  May  19,  1918. 
Cause :  Drowned. 

Next  of  kin :  Nettie  Stallings,  527  Bank  Street,  Norfolk,  Va. 
Stallings,  Washington  Wyatt,  plumber  and  fitter,  United  States  Navy. 
Enlisted :  New  Bern,  N.  C,  April  6,  1917. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  14,  1918. 
Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Brother,  D.  H.  Stallings,  52  Metcalf  Street,  New  Bern,  N.  C. 
Stalnaker,  John  Franklin,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 
Enrolled :  Parkersburg,  W.  Va.,  October  2,  1918. 
Died :  Post  hospital,  University  of  West  Virginia,  Morgantown,  W.  Va., 

October  21,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  W.  R.  Stalnaker,  jr.,  West  Virginia. 
Stammerman,  Andrew  William,  fireman,  third  class,  United  States  Naval  Re- 
serve Force. 
Enrolled :  Louisville,  Ky.,  July  22,  1918. 
Died :  Naval  hospital,  Naval  Base,  Va.,  October  3,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Catherine  Stammerman,  2617  Magazine  Street,  Louis- 
ville, Ky. 
Stamp,  Clair  Richmond,  engineer,  first  class,  United  States  Navy. 
Enlisted :  Buffalo,  N.  Y.,  April  2,  1917. 
Died:  U.  S.  S.  Drayton,  September  16,  1918. 
Cause:  Washed  overboard. 

Next  of  kin :  Mother,  Maude  Stamp,  Mount  Morris,  N.  Y. 
Stanclift,  Hudson  Romane,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Omaha,  Nebr.,  July  12,  1917. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  February  28,  1918. 
Cause:  Diphtheria. 

Next  of  kin :  Father,  Hy.  M.  Stanclift,  Alexandria,  Nebr. 
Stanfield,  Forest  Vern,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  Cleveland,  Ohio,  April  2,  1918. 
Died :  Lakeside  Hospital,  Cleveland,  Ohio,  November  1,  1918. 
Cause :  Influenza. 

Next  of  kin :  Father,  Aucil  M.  Stanfield,  332  Howard  Street,  Findlay,  Ohio. 
Stange,  Richard  Edward,  machinist's  mate,  second  class,  United  States  Navy. 
Enlisted:  Chicago,  111.,  December  11,  1917. 
Died :  Naval  hospital,  Chelsea,  Mass.,  October  1,  1918. 
Cause:  Influenza. 

Next  of  kin:  Father,  John   Stange,  7318  South  Hermitage  Avenue,  Chi- 
cago,  111. 
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Stanley,  John  Brook,  landsman  electrician  (R),  United  States  Naval  Reserve 
Force. 

Enrolled :  El  Paso,  Tex.,  May  5,  1918. 

Died :  Naval  hospital,  New  Orleans,  La.,  August  12,  1918. 

Cause :  Broken  neck. 

Next  of  kin :  Brother,  James  P.  Stanley,  care  of  Wilson  &  Co.,  Little  Rock, 
Ark. 
Stanley,  Shirley  Wootson,  seaman,  second  class,  National  Naval  Volunteers. 

Enrolled  :  Miami,  Fla.,  April  30,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Robert  M.  Stanley,  Dacula,  Fla. 
Staples,  Charles  Timothy,  seaman,   second  class,   United   States  Naval  Re- 
serve Force. 

Enrolled :  New  York  City,  N.  Y.,  April  10,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause:  Lost  at  sea  when  U.  S.  S.  Cherokee  foundered. 

Next  of  kin :  Sister,  Helen  Wood,  65  Greenwich  Street,  New  York,  N.  Y. 
Staples,  Robert  Bruce,  electrician,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Norfolk,  Va.,  February  8,  1917. 

Died :  U.  S.  S.  Susquehanna,  June  30,  1918. 

Cause:  Peritonitis,  acute. 

Next  of  kin :  Mother,  Annie  V.  Staples,  Concord,  Va. 
Stark,  Edwin  Leo,  fireman,  third  class,  United  States  Navy. 

Enlisted :  La  Crosse,  Wis.,  June  5,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  191S. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Leo  Stark,  Wilton,  Wis. 
Stark,  Harry  Earl,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Portland,  Ores.,  July  24,  1917. 

Died ;  Naval  hospital,  Norfolk,  Va.,  December  3,  1917. 

Cause :  Septicemia. 

Next  of  kin :  Mother,  Rose  Stark,  Stella,  Wash. 
Stark,  Rex  Byron,  yeoman,  second  class,  United  States  Navy. 

Enlisted:  Great  Lakes,  111.,  January  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Maude  Stark,  104  South  Clinton  Street,  Albion,  Mich. 
Stark,  Richard  Joseph,  quartermaster,  first  class,  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  March  3,  1916. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin  :  Wife,  Myra  L.  Stark.  105  Fort  Avenue,  Cranston,  R.  I. 
Starr,,  Grover  Cleveland,  apprentice  seaman,  United  States  Navy. 

Enlisted  :  Richmond,  Va.,  December  19,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  29,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Mother,  Julia  Starr,  Amelia,  Va. 
Starrett,  Harold  Lester,  pharmacist's  mate,  first  class,  United  States  Navy. 

Enlisted  :  New  York,  N.  Y.,  April  28,  1914. 

Died :  Naval  hospital,  Washington,  D.  C,  March  4,  191S. 

Cause :  Gastric  ulcer. 

Next  of  kin :  Father,  Heydon  Starrett,  523  Herkimer  Street,  Brooklyn,  N.  Y. 


699 

Stabtsman,  Clarence  Joseph,  engineman,  second  class,  United  States  Navy. 

Enlisted  :  San  Francisco,  Calif.,  April  16,  1917. 

I  >ied  :  Naval  hospital,  Key  West,  Fla.,  October  26,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Katherine  Davis,  2122  C  Street,  Sacramento,  Calif. 
Stasiak:,  Petek,  seaman,  United  States  Navy. 

Enlisted :  Chicago,  111.,  April  24,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  1,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Stasiak,  1324  West  Thirty-first  Place,  Chicago, 
111. 
Staton,    Jesse   Howard,    fireman,    third   class,    United    States   Naval   Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  May  28,  1918. 

Died :  U.  S.  S.  Mercy,  October  16,  1918. 

Cause :  Cerebrospinal  meningitis. 

Next  of  kin :  Wife,  Nellie  M.  Staton,  R.  F.  D.  No.  6,  Lawrence,  Kans. 

Stauffer,  Charles  Percy,  coxswain,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  June  30,  1917. 

Died :  U.  S.  S.  Tjisenbang,  September  21,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Chas.  A.  Stauffer,  5879  San  Pedro  Street,  Los  Angeles, 
Calif. 
Stauffer,  Harvey,  water  tender,  United  States  Navy. 

Enlisted  :  Ghicago,  111.,  April  16,  1915. 

Died :  Army  hospital,  La  Rochelle,  France,  August  23,  1918. 

Cause:  Acute  diabetes. 

Next  of  kin  :  None. 
Stearns,  Will  Waldo,  landsman  machinist's  mate   (A),  United  States  Naval 
Reserve  Force. 

Enrolled :  Omaha,  Nebr.,  July  19,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Delia  Maywood  Stearns,  Madison,  S.  Dak. 
Stebbins,  Raymond  Walter,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  April  28,  1917. 

Died :  Naval  Hospital,  Great  Lakes,  111.,  June  25,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Ethel  Stebbins,  Crosby,  N.  Dak. 
Steele,  Dewey  Dey,  seaman,  second  class,  United  States  Navy. 

Enlisted.  Syracuse,  N.  Y.,  May  8,  1917. 

Died :  U.  S.  S.  Solace,  October  23,  1918. 

Cause :  Pneumonia,    lobar.         ; 

Next  of  kin :  Mother,  Hattie  Steele,  R.  F.  D.  No.  17,  Freeville,  N.  Y. 
Steele,   John  Adelbert,   seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Buffalo,  N.  Y.,  June  3,  1918. 

Died:  Naval  Hospital,  Great  Lakes,  111.,  October  2,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Irene  Steele,  Warsaw,  N.  Y. 
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Steele,  Julius  Adelbekt,  coxswain,  United  States  Naval  Reserve  Force. 
Enrolled:  New  Haven,  Conn.,  May  IS,  1917. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  9,  191S. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  E.  Adelbert  Steele,  1221  Park  Street,  New  Hartford, 
Conn. 

Steele,   William  Edwaed,   apprentice   seaman,   United   States  Naval   Reserve 
Force. 

Enrolled :  Pittsburgh,  Pa.,  June  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  William  E.  Steele,  New  Alexandria,  Pa. 
Steeley,  Harry  Henderson,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  November  28,  1917. 

Died:  Naval  Hospital,  Norfolk,  Va.,  January  7,  1918. 

Cause :  Suppurative  pleurisy. 

Next  of  kin :  Father,  Ben  Steeley,  Scottsboro,  Ala. 
Steen,  Wiley  McMurphy,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Birmingham,  Ala.,  August  3,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  November  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Columbis  Hector  Steen,  Pine  Apple,  Fla. 
Steenbeegen,   Lee,   quartermaster,   third  class,   United   States  Naval   Reserve 
Force. 

Enrolled :  Dallas,  Tex.,  July  31,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  November  13,  1917. 

Cause:  Tuberculosis. 

Next  of  kin :  Father,  Almanza  Steenbergen,  2315  McKinley  Avenue,  Fort 
Worth  ,Tex. 
Stein,  Philip  Heney,  Jr.,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  December  10,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Lost  when  vessel  was  tofpedoed  by  submarine.  " 

Next  of  kin  :  Wife,  Jennie  A.  Stein,  4914  Olive  Street,  Philadelphia,  Pa. 
Stein,  Walter  Lee,  landsman  for  carpenter's  mate   (A),  United  States  Navy. 

Enlisted :  La  Salle,  111.,  December  14,  1917. 

Died  :  Receiving  ship,  Washington,  D.  C,  St.  Elizabeths  Hospital  January 
18,  1918. 

Cause:  Dementia  prpecox. 

Next  of  kin :  Father,  Henry  Stein,  Princeton,  111. 
Steinberger,  Gail  Hamilton,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  April  29,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Jos.  E.  Steinberger,  Toledo,  Wash. 
Steiner,  Simon,  chief  quartermaster,  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  February  8,  1915. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action  with  enemy  submarine. 

Next  of  kin  :  Wife,  Gertrude  Steiner,  70  Maiden  Street,  Everetts,  Mass. 
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Steinhilbee,  William  Conead,  fireman,  third  class,  United  States  Navy. 
Enlisted:  Des  Moines,  Iowa,  December  5,  1917. 
Died :  Naval  hospital,  Chelsea,  Mass.,  July  29,  1918. 
Cause:  Burns. 

Next  of  kin :  Mother,  Crona  Steinhilber.  Hartford  City,  Ind. 
Steinkamp,  Edwaed  Feedeeick,  machinist's  mate,  second  class,  United  States 
Navy. 

Enlisted :  Cincinnati,  Ohio,  December  13,  1917. 

Died :  Naval  Base  Hospital  No.  5,  October  7,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Father,  Edward  Steinkamp,  17  South  Sycamore  Street,  Spring- 
field, Ohio. 
Stem,    Olivee   Clabence,    chief   quartermaster,    United    States   Naval    Reserve 
Force. 

Enrolled :  San  Francisco,  Calif.,  April  26,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  May  13,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Nora  Cook  Stem,  437  Main  Street,  Ventura,  Calif. 
Stempel,   Geoege  Raymond,   hospital  apprentice,   second  class,   United   States 
Naval  Reserve  Force. 

Enrolled:  Indianapolis,  Ind.,  April  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Mildred  Stempel,  R.  R.  C,  Richmond,  Ind. 
Stemen,  Sanfeed  Aca,  chief  commissary  steward,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  January  15,  1918. 

Died :  U.  S.  S.  Siboney,  October  13,  1918. 

Cause :  Pneumonia. 

Next   of   kin:    Wife,    Marie   Agnes    Stemen,    2526    South   Carlisle    Street, 
Philadelphia,  Pa. 
Steneeson,  William  Nichols,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  December  3,  1917. 

Died :  Submarine  base,  New  London,  Conn.,  July  19,  1918. 

Cause:  Drowning. 

Next  of  kin :  Mother,  Celina  M.  Stenerson,  Lowell,  Ind. 
Stephens,  Dennis,  apprentice  seaman,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  December  12,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  21,  1918. 

Cause:  Anaphylaxis. 

Next  of  kin:  Brother,  Jason  W.   Stephens,  626  Central  Avenue,   Kansas 
City,  Mo. 
Stephens,  Edwin  Eaenest,  seaman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  September  12,  1917. 

Died:  U.  S.  S.  Theodore  Roosevelt,  June  6,  1918. 

Cause :  Drowned. 

Next  of  kin :  Father,  Gay  Stephens,  West  Frankford,  111. 
Stephens,  Lee,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled  :  Indianapolis,  Inch,  July  26,  191S. 

Died  :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Sister,  Bessie  Brown,  Gas  City,  Ind. 


702 

Stephens,  Marion  Edward,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  August  24,  1917. 

Died :  U.  S.  S.  Pittsburgh,  October  15,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Wife,  Susie  Stephens,  R.  F.  D.  No.  1,  Eden,  Tex. 
Stephens,  Walter  James,  landsman  electrician   (G),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Great  Lakes,  111.,  June  13,  191S. 

Died :  Naval  hospital,  League  Island,  Pa.,  October  2,  1918. 

Cause:  Influenza.   - 

Next  of  kin :  Mother,  Susan  Jane  Coom,  No.  5  Market  Square,  Lake  Forest, 
111. 
Stephenson,  John  R.,  seaman,  National  Naval  Volunteers. 

Enrolled :  New  Bedford,  Mass.,  April  10,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  12,  1917. 

Cause :  Cerebrospinal  fever. 

Next   of  kin :    Wife,   Catherine    Stephenson,    126   Dartmouth    Street,    New 
Bedford,  Mass. 
Stephensox,  Marvin  Charles,  seaman,  second  class,  United  States  Naval  Re- 
service  Force. 

Enrolled:   Kansas  City,  Mo.,  July  12,  1918. 

Died:  Cam].  Logan,  111.,  October  1,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Father,  Charles  Alexander  Stephenson,  Greensburg,  Kans. 

Stern,  Morris  Iphriam,  chief  storekeeper,  United  States  Naval  Reserve  Force. 

Enrolled:  Boston,  Mass.,  August  6,  1917. 

Died:  Naval  hospital,  Peliiani  Bay  Park,  N.  Y.;  September  29,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Father,  Louis  Stern,  4  Auburn  Street,  Boston,  Mass. 
Stern,  Roy  William,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled  :  Buffalo,  N.  Y.,  August  6,  1917, 

Died:  Naval  hospital.  Norfolk,  Va.,  April  6,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Anna  Stern,  R.  F.  D.  No.  36,  Middleport,  N.  Y. 

Sterns,  Karl  Isaac,  musician,  first  class,  United  States  Navy. 

Enlisted:  Burlington,  Vt.,  June  29,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  March  22,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Annette  Sterns,  Middlebury,  Vt. 
Sterzing,  Edmond,  molder,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  May  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause:  Influenza. 

Next   of  kin :  Mother,   Mrs.    Eugene   Sterzing,   1501   Milton   Avenue,    Des. 
Moines,  Iowa. 
Stevens,  Carl  Adams,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  Hampton  Roads,  Va.,  April  8,  1915. 

Died :  Naval  hospital,  Norfolk,  Va.,  November  27,  1917. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Martha  B.  Stevens,  130  Conduit  Street,  Annapolis,  Md. 
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Stevens,  John  Hadley,  Jr.,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  May  18,  191S. 

Died :  U.  S.  S.  Leviathan,  October  3,  191S. 

Cause:  Pneumonia. 

Next  of  kin:  Father.  John  Hadley  Stevens,  270  Orange  Street,  Manches- 
ter, N.  H. 
Stevens,  Louis  Glanville,  chief  quartermaster,  United  States  Naval  Reserve 
Force. 

Enrolled :  Washington,  D.  C,  July  11,  1918. 

Died :  Naval  Hospital,  Ohelsia,  Mass.,  September  12,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Emma  Florence  Stevens,  Tacoma  Park,  D.  C. 
Stevens,  Willis  Albert,  landsman  electrician    (R),  United  States  Naval  Re- 
serve Force. 

Enrolled:  Boston,  Mass.,  October  31,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  January  13,  1918. 

Cause :  Septicemia. 

Next  of  kin  :  Mother,  Nell  A.  Stevens,  Bedford,  N.  H. 
Stevenson,  Claud  Edward,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled:  Detroit,  Mich.,  August  7.  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Jennett  Stevenson,  Messner,  R.  F.  D.  No.  2,  Snover, 
Mich. 
Stevenson,  Gordon,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Milwaukee,  Wis.,  July  2,  1918. 

Died:  Naval  hospital,  Norfolk.  Va.,  September  25,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Frank  Stevenson,  Phillips,  Wis. 
Steward,  James  Harper,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  April  28,  1917. 

Died:  Naval  hospital,  Mare  Island,  Calif.,  June  11,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  James  Steward,  Wolf  Creek,  Oreg. 
Stewart,  Clarence  Clifford,  mess  attendant,  third  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  Philadelphia,  Pa.,  July  5,  1918. 

Died:  Fourth  Naval  District,  Philadelphia,  Pa.,  October  S,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Mother.  Dorothy  Max  field,  Kingston,  Petersfield  Post  Office, 
Jamaica. 
Stewart,  Edward  Dabxey,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Richmonl,  Va.,  June  4,  1918. 

Died:  Naval  hospital.  Norfolk,  Va.,  October  1,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Mother,  S.  D.  Stewart.  R.  F.  D.  No.  1,  Madison  Heights,  Va. 
Stewart,  Frank  Stanton,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled  :  Columbia,  S.  C,  June  15,  1918.    • 

Died :  U.  S.  S.  Montauk,  S.  P.  392,  August  21,  1918. 

Cause :  Missing  after  the  foundering  of  the  vessel. 

Next  of  kin :  Mother,  M.  J.  Stewart,  Simpsonville,  S.  C. 
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Stewart,  George  Robert,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Parkersburg,  W.  Va.,  June  10,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  September  29,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  George  T.  Stewart,  Mason  City,  W.  Va. 
Stewart,  Guy  Raymond,  chief  machinist's  mate,  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  February  16,  1914. 

Died :  U.  S.  S.  F-l,  December  17,  1917. 

Cause:  Drowned. 

Next  of  kin :  Father,  Grant  Stewart,  705  West  Fiftieth  Street,  Los  Angeles, 
Calif. 

Stewart,  John  Ross,  machinist's  mate,  second  class,  United  States  Naval  Re- 
serve Force. 
Enrolled:  Great  Lakes,  111.,  December  11,  1917. 
Died  :  Naval  training  station,  Great  Lakes,  111.,  October  4,  1918. 
Cause :  Pneumonia. 

Next    of    kin :  Mother,    Ruth    Wilson    Stewart,    5420    Fulton    Street,    Chi- 
cago. 111. 

Stewart,  Lawrence  William,  landsman  electrician   (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  July  16,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Oscar  M.  Stewart,  211  Hicks  Avenue,  Columbia,  Mo. 
Stewart,  Melvin  Swift,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  November  29,  1917. 

Died :  U.  S.  S.  Shaiv,  October  9,  1918. 

Cause :  Lost  his  life  in  sinking  of  U.  S.  S.  Shaw. 

Next  of  kin :  Brother,  Claude  Stewart,  Walla  Walla,  Wash. 
Stewart,  Oscar  Will,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  Navy  receiving  station,  May  13,  1916. 

Died :  U.  S.  S.  Pittsburgh,  December  15,  1917. 

Cause :  Fracture  of  the  skull. 

Next  of  kin :  Father,  Will  Stewart,  Round  Rock,  Tex. 
Stewart,  Percy  Lee,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  May  1,  1917. 

Died :  U.  S.  S.  Pittsburgh,  October  25,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Delia  H.  McGee,  811  North  Twenty-first  Street,  Rich- 
mond, Va. 
Stewart,  Raymond  Leon,  mess  attendant,  first  class,  United  States  Navy. 

Enlisted :  Annapolis,  Md.,  November  17,  1914. 

Died :  Naval  hospital,  Fort  Lyons,  Colo.,  January  10,  1918. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next   of   kin:  Mother,    Ida    Stewart,    1018    Sixth   and-a-half   Street,    SE., 
Washington,  D.  C. 
Stewart,  Robert  Boyd,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Navy  recruiting  station,  Salt  Lake  City,  Utah,  August  31,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Boyd  Stewart,  Lovell,  Wyo. 


705 

Stich,    Feancis    Harvey,    apprentice   seaman,    United    States   Naval    Reserve 
Force. 
Enrolled:  Milwaukee,  Wis..  July  31,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 
Cause:  Influenza. 

NVxt  of  kin :  Father,  Edw.  Stich,  Fennimore,  Wis. 
Stick,  Lloyd  John,  fireman,  third  class.  United  States  Navy. 
Enlisted :  Pes  Moines,  Iowa,  November  27,  1917. 
Died:  Naval  hospital,  Philadelphia,  Pa.,  January  8,  1918. 
Cause :  Laryngitis,  acute. 

Next  of  kin :  Mother,  Margaret  S.  Stick,  Star  Route,  Salem,  Mo. 
Stickney,  William  Wilson,  landsman  electrician,  United  States  Navy. 
Enlisted :  Peoria,  111.,  December  14,  1917. 
Died :  Naval  station,  Great  Lakes,  111.,  January  20,  1918. 
Cause :  Cerebrospinal  fever. 

Next  of  kin  :  Father,  William  W.  Stickney,  Woodhull,  111. 
Stiefvatei;,  Bernard  Fidelis,  fireman,  second  class,  United  States  Navy. 
Enlisted :  Allentown,  Pa.,  July  3,  1917. 
Died :  U.  S.  S.  William  Rockefeller,  May  18,  1918. 
Cause:  Drowned. 

Next  of  kin :  Mother,  Ellen  Stiefvater,  1512  Twenty-second  Street,  Everett, 
Wash. 
Steees,  Wilford  Reeve,  seaman,  second  class,   United  States  Naval  Reserve 
Force. 
Enrolled:  Cincinnati,  Ohio,  May  21,  1918. 
Died :  Navy  Base  Hospital  No.  3,  October  31,  1918. 
Cause:  Pneumonia. 

Next  of  kin:  Wife,   Edith  Louis  Stiers,   123  Fayette   Street,  Nelsonville, 
Ohio. 
Stillman.  William  Thomas,  quartermaster,  third  class,  United  States  Naval 
Reserve  Force. 
Enrolled :  Newport,  R.  L,  April  25,  1918. 
Died :  U.  S.  S.  Frederick  R.  Kelloyg,  August  13,  1918. 
Cause:  Death  due  to  ship  being  torpedoed. 

Next  of  kin :  Wife,  Helena  Stillman,  44  Hanover  Street,  Providence,  R.  I. 
Stillson,  Charles  Victor,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  Buffalo,  N.  T.,  June  13,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 
Cause :  Influenza. 

Next    of    kin :  Mother,    Cynthia    Kitter    Stillson,    203    'Emerson    Street, 
Rochester,  N.  Y. 
Sttlwell,  Charles  Mason,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Indianapolis,  Ind.,  April  14,  1917. 
Died :  U.  S.  S.  Herman  Frascli,  October  4,  1918. 
Cause:  Lost  in  collision. 

Next  of  kin:  Father,  Charles  C.  Stilwell,  315  Chestnut  Street,  Rockport, 
Ind. 
Stinchcombe,  Arthur  Leonard,  seaman,  United  States  Navy. 
Enlisted :  Detroit,  Mich.,  December  12,  1917. 

Died :  Willard  Parker  Hospital,  New  York,  N.  Y.,  October  3,  1918. 
Cause:  Diphtheria. 
Next  of  kin :  Father,  Charles  Stinchcombe,  Farwell,  Mich. 
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St.  Marie,  Oswald,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  June  3,  1918. 

Died :  United  States  naval  hospital,  Chelsea,  Mass.,  September  10, 1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Ernest  St.  Marie,  426  St.  Patrick  Street,  Montreal, 
Canada. 
Stocks,  Alphonse,  machinist's  mate,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Chicago,  111.,  May  20,  1918. 

Died:  Naval  Training  Station,  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Nole  Stocks,  Republic,  Mich. 
Stockton,  James  Lanus,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Louisville,  Ky.,  August  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Emma  Stockton,  Leslie,  Ky. 
Stockwell,  Olives  Bernard,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  December  7,  1917. 

Died :  Naval  station,  New  York,  N.  Y.,  January  30,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  Joseph  Stockwell,  R.  F.  D.  No.  3,  Bennington,  Vt. 
Stoker,  Ellsworth  Wllford,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  Milwaukee,  Wis.,  March  16,  1916. 

Died :  United  States  Naval  Air  Station,  St.  Trojan,  France,  October  19,  1918. 

Cause:  Wounds. 

Next  of  kin:  Father,  Charles  W.  Stoker,  445  Las  Sables  Avenue,  Pasa- 
dena, Calif. 
Stokes,  Edward  Anthony,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Pelham  Bay  Park,  N.  Y.,  March  19,  1918. 

Died :  Masonic  Temple  Hospital,  Poughkeepsie,  N.  Y.,  October  29,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Sister,  Bessie  V.  Stokes,  29  Delafield  Street,  Poughkeepsie,  N.  Y. 
Stolarek,  Theodore,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Chicago,  111.,  April  18,  1917. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  June  12, 1917. 

Cause:  Pleurisy. 

Next  of  kin :  Mother,  Francis  Solarek,  Posen,  111. 
Stoll,  Charles  Russell,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Great  Lakes,  111.,  July  14,  1917. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  July  24,  1917. 

Cause :  Scarlet  fever. 

Next  of  kin :  Mother,  Mrs.  Alice  Stoll,  Main  Street,  Warren,  Ohio. 
Stolman,  Jonas  Theador,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  San  Francisco,  Calif.,  February  9,  1918. 

Died :  Section  base  headquarters,  Rockland,  Me.,  September  14,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Laust  Jensen,  Caruthers,  Calif. 
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Stone,  Acqulllar  Durham,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Louisville,  Ky.,  July  16,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Fannie  Stone,  Myers,  Ky. 
Stone,  Charles  Edwin,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  Richmond,  Va.,  June  24,  1918. 

Died :  United  States  naval  hospital,  Norfolk,  Va.,  October  8,  191S. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Charles  B.  Stone,  1216  Main  Street,  Lynchburg,  Va. 
Stone,  Clyde  Lenord,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  June  29,  1918. 

Died:  United  States  Naval  Training  Camp,  San  Diego,  Calif.,  October  4, 
1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Mrs.  Sadie  Stone,  Sand  Springs,  Okla. 
Stone,  Enoch,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Oklahoma  City,  Okla.,  May  3,  1918. 

Died:  U.  S.  S.  Agamemnon,  October  3,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Alexander  Stone,  Skiatook,  Okla. 
Stone,  Howard  David,  fireman,  first  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Syracuse,  N.  Y.,  July  20,  1918. 

Died :  Third  naval  district,  New  York,  September  27,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Cora  Irene  Stone,  20£  Lansing  Street,  Auburn,  Cayuga 
County,  N.  Y. 
Stoops,  Ernest  Dewey,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Salt  Lake  City,  Utah,  September  7,  1918. 

Died :  United  States  naval  hospital,  Puget  Sound,  Wash.,  October  4,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Charles  Clay  Stoops,  Box  322,  Star,  Idaho. 
Storey,  Daniel  Dewey,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Newport,  R.  I.,  April  24,  1917. 

Died :  U.  S.  S.  George  Washington,  December  3,  1917. 

Cause :  Fracture  base  of  skull. 

Next  of  kin :  Brother,  Mr.  John  Storey,  Borden  Street,  Fall  River,  Mass. 
Storey,  William  Aloysius,  machinist's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  July  26,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Mrs.  Bridgett  Storey,  141  Smith  Street,  Peekskill, 
N.  Y.  g 
Storment,  William  Alexander,  landsman  for  machinist's  mate,  United  States 
Navy. 

Enlisted :  Portland,  Oreg.,  October  27,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  January  17,  1918. 

Cause:  Abscess  of  thyroid. 

Next  of  kin :  Father,  William  K.  Storment,  Pasco,  Wash. 
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Stough,  Dudley,  chief  gunner's  mate  (T),  United  States  Navy. 

Enlisted :  Mare  Island,  Calif.,  November  20,  1915. 

Died :  U.  S.  S.  F-l,  December  17,  1917. 

Cause:  Drowned. 

Next  of  kin :  Wife,  Marie  H.  Stough,  332  Ohio  Street,  Vallejo,  Calif. 
Stovall,  Desford  Ewing,  quartermaster,  second  class,  United  States  Navy. 

Enlisted :  Rio  de  Janeiro,  Brazil,  June  2G,  1917. 

Died :  St.  Mary's  Hospital,  Brooklyn,  N.  Y.,  November  2,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Emily  Stovall,  5465  Race  Street,  West  Philadelphia,  Pa. 
Stover,  Alexander  Pluiimer,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Brooklyn,  N.  Y.,  July  10,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  February  10,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Adeline  G.  Stover.  Kearney  Avenue,  North  Arlington. 
N.  J. 
Strange,  William  Oscar,  landsman  electrician   (R),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Boston,  Mass.,  June  25,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  September  24,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Annie  Neel  Strange,  724  Main  Street,  Danville,  Va. 
Straus,  Edwin  J.,  pharmacist,  third  class,  United  States  Navy- 
Enlisted  :  Kansas  City,  Mo.,  May  25,  1914. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Meyer  E.  Straus,  1311  Downing  Street,  Denver  Colo. 
Strauss,  Charles  Franklin,  chief  turret  mate,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  November  23,  1917. 

Died:  Red  Cross  General  Hospital,  Philadelphia,  Pa.,  March  10,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Alma  Strauss,  15  Kinsley  Street,  Baltimore,  Md. 
Strauss,  John  August,  seaman,  second  class,   United   States  Naval  Reserve 

Force. 

Enrolled :  Chicago,  111.,  April  22,  1918. 

Died :  Naval  station,  Great  Lakes.  111.,  May  3,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  August  Strauss,  2317  Spaulding  Avenue,  North  Chi- 
cago, 111. 
Strawbridge,  Harry  Watts,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  December  11.  1917. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Mrs.  Alice  C.  Strawbridge,  West  Brooklyn,  111. 
Strayer,  Maurice  Kirry,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Louisville,  Ky.,  December  3,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  18,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Wife,  Lucille  Strayer,  144  Barr  Street,  Lexington,  Ky. 
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Streeter,  Harley  Richard,  hospital  apprentice,  first  class,  United  States  Naval 
Reserve  Force. 
.    Enrolled :  Puget  Sound,  Wash.,  May  29,  1018. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  9, 1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Alice  Streeter,  Fairhaven,  Vt. 
Streff,   Jacob   Joseph,   seaman,   second   class,   United    States   Naval   Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  June  21,  1918. 

Died :  Navy  rifle  range,  Camp  Logan,  111.,  September  27,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Mrs.  Anna  Streff,  G68  Geneva  Street,  Burlington,  Wis. 
Streger,  Jacob,  seaman,  second  class,  United  States  Navy. 

Enlisted  :  New  York,  N.  Y.,  April  30,  1917. 

Died :  United  States  naval  hospital,  Brooklyn,  N.  Y.,  September  8,  1918. 

Cause:  Endocarditis,  chronic. 

Next  of  kin :  Father,   Samuel   Streger,  80  Church   Street.   New  Rochelle, 
N.  Y. 
Stheit,  Christian,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  New  Haven,  Conn.,  June  5,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  4,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Caroline  Streit,  289  Quinnipiac  Avenue,  New  Haven, 
Conn. 
Strelow,  Arthur  Charles,  landsman,  electrician    (R),   United   States  Naval 
Reserve  Force. 

Enrolled :  Chicago,  111.,  July  25,  1918. 

Died:  United  States  naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next    of   kin :  Mother,    Henrietta    Amelia    Strelow,    2334    North    Kostner 
Avenue,  Chicago,  111. 
Stremme,  William  Henry,  electrician,  first  class  (R),  United  States  Navy. 

Enlisted:  Chicago,  111.,  July  14,  1917. 

Died:  United  States  naval  hospital.  New  Orleans.  La.,  October  24,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Mrs.  Julia  Stremme,  Gypsum,  Colo. 
Strepey,  George  Edward,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Louisville,  Ky.,  July  19,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  22,  1918. 

Cause.:  Influenza. 

Next  of  kin  :  Wife,  Lillie  Linnie  Strepey,  622  Fehr  Avenue,  Louisville,  Ky. 
Stretch,   Harlam   James,   quartermaster,   second  class,  United    States  Naval 
Reserve  Force. 

Enrolled:  Albany,  N.  Y.,  December  14,  1917. 

Died :  Naval  aviation  headquarters,  Paris,  Franco,  March  18,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  George  Stretch,  67  Lambert  Street,  Meriden,  Conn. 
Stribling,  John  William,  oiler,  United  States  Navy. 

Enlisted:  U.  S.  S.  Cincinnati,  October  26,  1916. 

Died :  U.  S.  S.  Chauncey,  November  19,  1917. 

Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Father,  John  Stribling,  Waring,  Tex. 
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Stricklin,  Clarence  Everage,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Parkersburg,  W.  Va.,  May  1,  1918. 

Died :  U.  S.  S.  New  Mexico,  October  4,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Wife,  Mrs.  Treva  Stricklin,  178  Boyliston  Avenue,  Newark, 
Ohio. 
Strohmeyer,  Clifford,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  August  7,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  November  8,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  Frederick  Strohmeyer,  525  Kearney  Avenue,  Arling- 
ton, N.  J. 
Strong,  Francis  Olney,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Birmingham,  Ala.,  July  9,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Elisha  David  Strong,  R.  D.  No.  5,  Ashland,  Ala. 
Strong,  John  Ray,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Des  Moines,  Iowa,  July  22,  1918. 

Died :  United  States  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Dawson  U.  Strong,  R.  F.  D.  No.  2,  Pocahontas,  Iowa. 
Stuart,  Ben  Chester,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  August  9,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  21,  1918. 

Cause :  Broncho-pneumonia. 

Next   of   kin:  Father,   Charlie   H.    Stuart,    1905   Mastem    Street,    Corpus 
Christi,  Tex. 
Stuart,  James  William,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Charleston,  S.  C,  April  5,  1917. 

Died :  United  States  naval  hospital,  Norfolk,  Va.,  May  10,  1917. 

Cause:    Lobar   pneumonia. 

Next  of  kin :  Father,  Tom  Stuart,  Marion,  S.  C. 
Stubblefield,  Lloyd  William,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  September  22,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  28,  1917. 

Cause :   Meningitis,  cerebrospinal. 

Next  of  kin:  Mother,  Eva  Stubblefield,  Toston,  Mont. 
Stuck,  Percy  Clayborne,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  September  9,  1916. 

Died :  Naval  hospital,  New  London,  Conn.,  August  22,  1918. 

Cause :    Burns. 

Next  of  kin :  Mother,  Sophy  Lutz,  945  East  Raymond  Street,  Indianapolis, 
Ind. 
Studer,  Dennis  Henry,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Des  Moines,  Iowa,  August  6,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :    Influenza. 

Next  of  kin :  Father,  Amandus  Studer,  post-office  box  32,  Westley,  Iowa. 
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Studeb,  Eliot  William,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Great  Lakes,  111.,  August  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  19,  1918. 

Cause :    Influenza. 

Next  of  kin :  Mother,  Fannie  Studer,  45  Burlingame  Avenue,  Detroit,  Mich. 
Studt,  Raymond  Joseph,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Johnstown,  Pa.,  December  4,  1917. 

Died:  At  home  awaiting  orders,  January  24,  1918. 

Cause:  Acute  Bright's  disease. 

Next  of  kin :  Father,  Harry  Elmer  Studt,  150  Sheridan  Street,  Johnstown, 
Pa. 
Stumpf,  Alfred  Petee,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Washington,  D.  C,  January  4,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  October  26,  1918. 

Cause :    Pneumonia,    broncho. 

Next  of  kin:  Mother,  Mary  Helen   Stumpf,  1818  Franklin  Street,  Pitts- 
burgh,  Pa. 
Suddith,  Jennings,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Columbia,  S.  C,  June  24,  1918. 

Died :  Missing  from  U.  S.  S.  Montauk,  August  21,  1918. 

Cause :  Missing  after  foundering  of  U.  S.  S.  Montauk. 

Next  of  kin :  Mother,  Alice  Suddith,  11  Hale  Street,  Greenville,  S.  C. 
Sullens,  James  Lyman,  electrician,  third  class  (G),  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  December  10,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  30,  1918. 

Cause: Influenza. 

Next  of  kin  :  Mother,  Addie  Sullins,  Prairie  City,  Oreg. 
Sullivan,  Baley  Chat,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  October  5, 1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Annie  Couch  Sullivan,  Elk  City,  Okla. 
Sullivan,  James  David,  pharmacist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  May  2,  1917. 

Died :  France,  October  5,  1918. 

Cause:  Wounds. 

Next  of  kin  :  Father,  John  Sullivan,  Lonoke,  Ark. 
Sullivan,  Edward  Dewey,  coxswain,  United  States  Naval  Reserve  Force. 

Enrolled :  Benton  Harbor,  Mich.,  July  14,  1917. 

Died :  Norwegian  Hospital,  October  20,  1918. 

Cause :  Broncho-pneumonia  and  myocarditis. 

Next  of  kin :  Mother,  Mrs.  R.  C.  Johnson,  Muskegon  Heights,  Mich. 
Sullivan,  Edward  Vincent,  coppersmith,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  September  18, 1917. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause:  Injuries. 

Next  of  kin :  Mother,  Ellen  Sullivan,  102  Truxton  Avenue,  Brooklyn,  N.  Y. 
Sullivan,  Frank  Chas.,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  Navy  Receiving  Station,  August  9,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  18,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  James  Sullivan,  160  Division  Street,  Coldwater,  Mich. 
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Sullivan,  Frank  Thomas,  firerann.  first  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  July  7.  1917. 

Died :  U.  S.  S.  Los  Angeles,  July  23, 1918. 

Cause:  Alcoholic  poisoning. 

Next  of  kin:  Father,  Edward  Sullivan,  2236  North  Kenneth  Avenue,  Chi- 
cago, 111. 
Sxtlijvan,  James  Michael,  landsman  ship  fitter,  United  States  Naval  Reserve 
Force. 

Enrolled  :  Boston,  Mass..  June  28,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Bridget  Sullivan,  10  Gertrose  Street,  Roxbury,  Mass. 
Sullivan,  James  Michael,  carpenter's  mate  (A),  United  States  Navy. 

Eulisted  :  San  Diego,  Calif.,  June  13,  101G. 

Died:  Naval  training  station,  Great  Lakes,  111.,  July  G,  1918. 

Cause:  Cirrhosis  of  liver. 

Next  of  kin:  Aunt,  Gertrude  Merrill,  2332  Olive  Street,  St.  Louis,  Mo. 
Sullivan,  Joseph  Ciikistopher  Columbus,  seaman,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  April  18,  1917. 

Died :  Willard  Parker  Hospital,  New  York,  N.  Y.,  October  12,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Margaret  Sullivan,  121  Gage  Street,  Saginaw,  Mich. 
Sullivan,  Joseph  Walter,  apprentice  seaman,  United   States  Naval  Reserve 
Force. 

Enrolled :  Meridian,  Miss.,  July  10,  1918. 

Died:  Naval  hospital,  New  Orleans,  La.,  October  14,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mary  Margaret  Sullivan,  Mize,  Miss. 
Sullivan,   Matthew   Daniel,   machinist's  mate,   second   class,   United   States 
Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  May  21,  1917. 

Died :  U.  S.  Subchaser  Sol,  April  10,  191S. 

Cause:  Fatal  submersion. 

Next  of  kin:   Father,  Timothy   Sullivan,  1G32  Benson  Avenue,  Brooklyn, 
N.  Y. 
Sullivan,  Wharton  Reese,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Birmingham,  Ala.,  May  28,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  December  24,  1917. 

Cause:  Lobar  pneumonia. 

Next  of  kin:  Mother,  Martha  E.  Sullivan,  Grady,  Ala. 
Sullivan,  William,  seaman,  second  class,  United  States  Naval  Reserve  Force, 

Enrolled :  Peoria,  111.,  June  7,  1918. 

Died :  Naval  hospital,  Portsmouth,  Va.,  October  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Jewell  Wooten  Sullivan,  R.  F.  D.  No.  8,  Carlinville, 
111. 
Sunderland.  Frederick,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Milwaukee,  Wis.,  June  IS,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  November  8,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Aunt,  Blanche  White,  R.  F.  D.  No.  3,  Eau  Claire,  Wis. 
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Sunderlin,    George   Herbert,    storekeeper,    third   class,    United    States   Naval 
Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  May  14,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Oscar  M.  Sunderlin,  606  Hancock  Street,  Hancock. 
Mich. 
Sundquist,  Gustaf  Adolf,  chief  special  mechanic,  United  States  Naval  Reserve 
Force. 

Enrolled :  Cleveland,  Ohio,  May  4,  1918. 

Died :  French  Radio  Construction  Headquarters,  France,  August  25,  1918. 

Cause:  Drowning. 

Next  of  kin:   Wife,  Matilda   Sundquist,  2321  West  Thirty-eighth   Street, 
Cleveland,  Ohio. 
Supernault,  George  Thomas,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Detroit,  Mich.,  June  3,  1918. 

Died :  Navy  Rifle  Range,  Peekskill,  N.  Y.,  October  15,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin:  Mother,  Clara  Supernault,  30  Court  Street,  Lapeer,  Mich. 
Suratt,  William  Uriah,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Yorktown,  Va.,  May  7,  1917. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause:  Lost  at  sea,  sinking  of  vessel. 

Next  of  kin :  Mother,  Lula  Witt,  North  Fork,  W.  Va. 
Susank,  Clyde,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  July  23,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Anthony  Susank,  Hoisington,  Kans. 
Susman,  Dave,  landsman  machinist's  mate  (A.),  United  States  Naval  Reserve 
Force. 

Enrolled :  St.  Louis,  Mo.,  July  10,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Gussie  Susman,  5095  Maple  Avenue,  St.  Louis,  Mo. 
Sutcliffe,  Harry  Hammond,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled:  New  London,  Conn.,  July  20,  1918. 

Died  :  Naval  hospital.  Newport,  R.  I.,  October  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Harry  Sutcliffe,  30  Courtland  Street,  Westerly,  R.  I. 
Suter,  Richard  William,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  April  5,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  February  10,  1918. 

Cause:  Septicemia. 

Next  of  kin :  Brother,  Alfred  A.  Suter,  4907  Avenue  R,  Galveston,  Tex. 
Sutherland.  Conrad  Arthur,  ship's  cook,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  51  Chambers  Street,  New  York  City,  N.  Y.,  February  14,  1918. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  12,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Jane  Sutherland,  St.  Lucia,  British  West  Indies. 
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Sutton,  Lester  Adelbert,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Detroit,  Mich.,  July  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Mable  Alf reda  Sutton,  Corunna,  Mich. 
S\v afford,  Jesse  Taylor,  seaman,  United  States  Navy. 

Enlisted:  Little  Rock,  Ark.,  April  10,  1917. 

Died :  U.  S.  S.  Von  Steuben,  September  6,  1918. 

Cause :  Washed  overboard. 

Next  of  kin  :  Mother,  Mrs.  Sarah  Swafford,  Lexington,  Tenn. 
Swan,  Herbert  Arnold,  seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enrolled:  Milwaukee,  Wis.,  May  16,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  June  24,  1918. 

Cause :  Ulcer  of  duodenum. 

Next  of  kin :  Father,  Edward  D.  Swan,  1111  Park  Street,  Stoughton,  Wis. 
Swanner,  Henry  Cecil,  chief  boatswain's  mate,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  December  30,  1914. 

Died:  U.  S.  S.  Mercy,  October  2,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  James  W.   Swanner,  104  North  Fifth   Street,  East 
McCormick,  Mo. 
Swanson,  Henry  Herman,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Milwaukee,  Wis.,  May  21,  1918. 

Died:  Naval  base  hospital  No.  5,  October  1,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  John  A.  Swanson,  Spirit,  Wis. 
Swanton,  Harold  Richard,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Buffalo,   N.   Y.,   April   15,   1918. 

Died :  Naval  Training  Station,  Great  Lakes,  111.,  August  4,  1918. 

Cause :  Drowned. 

Next  of  kin:  Mother,  Sarah  A.  Swanton,  181  Sherman  Street,  Rochester, 
N.  Y. 
Swart,  Herbert  C,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Brooklyn,  N.  Y.,  December  1,  1917. 

Died:  Receiving  ship  at  New  York,  N.  Y.,  January  6,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  Swart,  R.  F.  D.  No.  4,  Kingston,  N.  Y. 
Swearengen,  Willie  Waverly,  apprentice  seaman,  United   States  Naval  Re- 
serve Force. 

Enrolled:  Starkville,  Miss.,  October  1,  1918. 

Died  :  New  Orleans,  La.,  October  9, 1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Jasper  N.  Swearengen,  Tillatoba,  Miss. 
Swearinger,  Wirt  Isaac,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Kansas  City,  Mo.,  June  3,  1918. 

Died:  Naval  hospital,  Portsmouth,  N.  H.,  September  24,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Robert  S.  Swearinger,  Glasgow,  Mo. 
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Sweatt,  Duke  Edgar,  fireman,  second  class,  United  States  Navy. 
Enlisted:  Dallas,  Tex.,  May  27,  1916. 
Died:  U.   S.   S.  Comfort,  September  23,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Effie  Lane  Sweatt,  Orlando,  Okla. 
Sweeney,  Allen,  chief  water  tender,  United  States  Navy. 
Enlisted:  Boston,  Mass.,  June  5,  1916. 
Died :  Naval  hospital,  Chelsea,  Mass.,  March  27,  1918. 
Cause:  Pleurisy,  suppurative. 
Next  of  kin :  Brother,  Edward  Sweeney,  198  Harve  Street,  East  Boston, 

Mass. 
Sweeney,  Cecilia  Agnes,  yeoman,  second  class,  United  States  Naval  Reserve 

Force. 
Enrolled:  New  London,  Conn.,  March  30,  1918. 
Died :  Naval  hospital,  New  London,  Conn.,  October  10,  1918. 
Cause:  Pneumonia. 
Next  of  kin :  Mother,  Mary  Sweeney,  331  Huntington  Street,  New  London, 

Conn. 
Sweeney,  James  Tereance,  oiler,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  February  29,  1916. 
Died:  U.  S.  S.  Jacob  Jones,  December  6,  1917. 
Cause :  Killed  in  action. 
Next  of  kin :  Brother,  Thomas  J.  Sweeney,  104  West  Thirty-sixth  Street, 

New  York  City,  N.  Y. 
Sweeney,  William  Feancis,  machinist's  mate,  second  class,  United  States  Navy. 
Enlisted :  Boston,  Mass.,  August  22,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  Passenger  on  board  missing  Cyclops. 
Next  of  kin :  Wife,  Duria  Broeder  Sweeney,  283  Bedford  Street,  Fall  River, 

Mass. 
Sweeney,  William  Lewis,  engineer,  second  class,  United  States  Navy. 
Enlisted :  Cincinnati,  Ohio,  July  24,  1917. 
Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 
Cause :  Lost  his  life  when  the  U.  S.  A.  C.  T.  Ticonderoga  was  fired  upon  by 

an  enemy  submarine  and  sunk. 
Next  of  kin :  Father,  Daniel  Sweeney,  Givens,  Ohio. 
Sweeney,  William  Perkins,  apprentice  seaman,  United  States  Naval  Reserve 

Force. 
Enrolled :  Louisville,  Ky.,  August  5,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Lavina  E.  Sweeney,  Science  Hill,  Ky. 
Sweeting,  Alfred  Alexander,  mess  attendant,  third  class,  United  States  Naval 

Reserve  Force. 
Enrolled :  New  York,  N.  Y.,  December  14,  1917. 
Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 
Cause :  Lost  when  vessel  was  sunk. 

Next  of  kin :  Wife,  Florence  Sweeting,  145  West  One  hundred  and  thirty- 
sixth  Street,  New  York,  N.  Y. 
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Sweeting,  Cablyle,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enrolled :  New  York  City,  N.  Y.,  May  15,  1918. 
Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  7,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Wife,  Anna  Sweeting,  411  West  Twenty-sixth  Street,  New 
York,  N.  Y. 

Sweeting,  Floyd  Arnold,  fireman,  third  class,  United  States  Naval  Reserv* 
Force. 

Enrolled :  Buffalo,  N.  Y.,  July  17,  1918. 

Died :  U.  S.  S.  Solace,  October  9,  1918.    Died  on  board  U.  S.  S.  Solace  while 
attached  to  U.  S.  S.  Iowa. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Frank  Arnold  Sweeting,  R.  F.  D.,  Spencerport,  N.  Y. 
Swenson,  Habold  Sigfeid,  carpenter's  mate,  third  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  December  22,  191G. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  18,  1918. 

Cause:  Valvular  disease,  chronic  cardiac. 

Next  of  kin :  Father,  Peter  J.  Swenson,  2218  Twenty-second  Street,  Superior, 
Wis. 
Swenson,  John  Adolf,  chief  carpenter's  mate,  United  States  Navy. 

Enlisted:  Pensacola,  Fla.,  July  31,  1915. 

Died :  Naval  hospital,  Chelsea,  Mass.,  June  24,  1917. 

Cause:  Capsulatus  infection. 

Next  of  kin :  Wife,  Alma  K.  Swenson,  13  Marion  Street,  Boston,  Mass. 
Swenson,  Sheeman,  landsman  for  machinist's  mate  (A),  United  States  Naval 
Reserve  Force. 

Enrolled:  Milwaukee,  Wis.,  July  23,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Andrew  Swenson,  Route  No.  1,  Box  34,  Detroit  Har- 
bor, Wis. 
Swinbuen,  Geoege  Washington,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  December  15,  1917. 

Died :  U.  S.  S.  Salem,  September  29,  1918. 

Cause:  Missing  from  motor  boat  which  was  returning  with  liberty  party 
to  U.  S.  S.  Salem. 

Next  of  kin :  Mother,  Sallie  Swinburn,  Teague,  Tex. 
Swing,  Ertck  Conbad,  carpenter's  mate,  second  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  June  13,  1917. 

Died:  Marine  hospital,  Chicago,  111.,  September  29,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Father,  Erick  Swing,  Carlyle,  Mont. 
SwiNNEBTON,  David,  coppersmith,  second  class,  United   States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  November  17,  1917. 

Died:  Naval  repair  base,  Eastleigh,  England,  October  5,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Jane  Swinnerton,  158  Pleasant  Street,  Cambridge, 
Mass. 
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Switay,  John  Anthony,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enrolled :  Wilkes-Barre,  Pa.,  July  18,  1918. 
Died  -  Naval  hospital,  Puget  Sound,  Wash.,  October  14,  1918. 
Cause :  Influenza. 
Next  of  kin :  Mother,  Mary  Yesgash,  717  West  Mulberry  Street,  Shamokin, 

Pa. 
Switzer,  Vernon  Roy,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enrolled :  Milwaukee,  Wis.,  August  5,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  John  W.  Switzer,  R.  F.  D.  No.  1,  Gladwin,  Mich. 
Swoveland,  Roy  B.,  oiler,  United  States  Naval  Reserve  Force. 
Enrolled :  U.  S.  S.  Cyclops,  May  24,  1917. 
Died :  Navy  collier  Cyclops,  June  14.  1918. 
Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Nettie  Swoveland,  513  Clifford  Street,  Roanoke,  Va. 
Sydell,  Clifford  Joseph,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enrolled :  Boston,  Mass.,  February  7,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  29,  1918. 
Cause :  Broncho-pneumonia. 
Next  of  kin :  Grandmother,  Katherine  Laughly,  21  Maywood  Street,  Rox- 

bury,  Mass. 
Syfret,  Daniel  Webster,  water  tender,  United  States  Navy. 
Enlisted :  Atlanta,  Ga.,  October  31,  1917. 
Died :  Hospital,  Gainsville,  Ga.,  while  attached  to  naval  station,  Atlanta, 

Ga.,  October  25,  1918. 
Cause :  Pneumonia  following  influenza. 

Next  of  kin :  Wife,  Mary  Hamlin  Syfret,  15  Lindsey  Street,  Reidsville,  N.  C. 
Sykes,  Henry,  moss  attendant,  third  class.  United  States  Navy. 
Enlisted :  Norfolk,  Va.,  October  23,  1918. 
Died:  Naval  hospital,  Norfolk    (Va.)    naval  opei'ating  base,  November  2, 

1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Cecelia  Sykes,  Aberdeen,  Miss. 
Sylvester,  Bryl  Edwin,  quartermaster,  second  class  (A.),  United  States  Naval 

Reserve  Force. 
Enrolled:  Minneapolis,  Minn.,  November  21,  1917. 
Died :  Naval  air  station,  Pensacola,  Fla.,  June  19,  1918. 
Cause:  Killed  in  seaplane  accident. 
Next  of  kin :  Mother,  Hattie  Sylvester,  Plainview,  Minn. 
Sylvester,   Lena   Mary,   yeoman,   third   class.   United    States   Naval   Reserve 

Force. 
Enrolled :  Boston,  Mass.,  May  29,  1918. 

Died :  At  home,  33  Blackstoue  Street,  Cambridge,  Mass.,  September  24,  1918. 
Cause :  Pneumonia. 
Next   of  kin:   Mother,   Mary   Pickard,   33   Blackstone   Street,   Cambridge, 

Mass. 
Szewczyk,  Frank,  Jr.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enrolled :  Pittsburgh,  Pa.,  July  20,  1918. 
-Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 
Cause: Influenza. 
Next  of  kin:  Father,  Frank  Szewczyk,  54  Barry  Street.  Pittsburgh,  Pa. 
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Szymanski,  Anthony  Andrew,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  November  1,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  October  7,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Frances  Szymanski,  467  Henderson  Street,  Jersey 
City,  N.  J. 
Szyeowinski,  Benjamin  Anthony,  machinists's  mate,  first  class,  United  States 
Naval  Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  April  4,  1918. 

Died :  On  leave  from  naval  air  station,  Cape  May,  N.  J.,  November  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Justina  Bartkowski  Szyrowinski,  496  Carber  Street, 
Plymouth,  Pa. 
Taber,  Roe  Elmer,  electrician,  second  class  (R.),  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  April  10,  1914. 

Died :  U.  S.  S.  Glacier,  August  22,  1917. 

Cause:  Visceral  sarcoma. 

Next  of  kin :  Mother,  Mrs.  Minnie  A.  Taber,  Billings,  Mont. 
Taddeo,  James,  engineman,  first  class,  United  States  Navy. 

Enlisted :  Cleveland,  Ohio,  January  4,  1912 ;  enlistment  extended  to  Janu- 
ary 3,  1920. 

Died :  Naval  hospital,  Key  West,  Fla.,  October  14,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Michele  Taddeo,  One  hundred  and  sixteenth  Street, 
Cleveland,  Ohio. 
Taggaet,  Harry,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  May  5,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Died  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Mother,  Mrs.  S.  A.  Taggart,  Hamlin,  Tex. 
Talaska,   Walter  Paul,   chief  quartermaster,  United   States  Naval   Reserve 
Force. 

Enrolled :  Boston,  Mass.,  October  22,  1917. 

Died :  Naval  air  station,  Bay  Shore,  Long  Island,  September  2,  1918. 

Cause :  Fall  from  seaplane. 

Next  of  kin :  Mother,  Teofille  Talaska,  63  Weddale  Way,  Rochester,  N.  Y. 
Talks,  Charles  Parkinson,  chief  quartermaster,  United  States  Naval  Reserve 
Force. 

Enrolled :  Washington,  D.  O,  June  19,  1918. 

Died :  Naval  hospital,  Washington,  D.  C.,  September  8,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Wife,  Isabelle  Louise  Talks,  1309  Park  Road,  Washington,  D.  C. 
Tallman,  Eathern  Allen,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  April  10,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  7,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Charles  Tallman,  2012  Caspian  Avenue,  Atlantic  City, 
N.  J. 
Tamillo,  Edmund  Louis,  coxswain,  United  States  Navy. 

Enlisted :  Chicago,  111.,  August  25,  1916. 

Died :  U.  S.  S.  Michigan,  October  30,  1917. 

Cause :  Exhaustion  from  overexposure. 

Next  of  kin :  Mother,  Bessie  Tamillo,  3109  North  Central  Park  Avenue, 
Chicago,  111. 
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Tancill,  John  William,  yeoman,   third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Great  Lakes,  111.,  April  20, 1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Aunt,  B.  F.  Peck,  48  Lewis  Place,  St.  Louis,  Mo. 
Tandy,  John  Abran,  Jr.,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  May  13,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  17,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  John  A.  Tandy,  390A  Ninth  Street,  Brooklyn,  N.  Y. 
Tannee,  Cleve  Marshall,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Detroit,  Mich.,  May  14,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Roda  Lewis  Tanner,  Fowlerville,  Mich. 
Tanner,  Horace  Rudolph,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  May  5,  1917. 

Died :  U.  S.  S.  Mercy,  May  26,  1918. 

Cause:  Accidental  drowning. 

Next  of  kin:  Father,  Horace  Greely  Tanner,  R.  F.  D.  3,  Box  36,  Murray, 
Wis. 
Tarkenton,  Eric  Lee,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Norfolk,  ..Va.,  June  14,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Bessie  S.  Tarkenton,  Woodard,  N.  C. 
Tare,  Charley  Audbin,  seaman,  second  class,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  June  13,  1917. 

Died :  S.  S.  Florence  H.,  April  17,  1918. 

Cause:  Explosion  on  board  ship. 

Next  of  kin  :  Brother,  Roy  Tarr,  1021  South  Harrison  Street,  Sedalia,  Mo. 
Tarr,  Dudley  Simpers,  seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enrolled:  Philadelphia,  Pa.,  April  26,  1918. 

Died :  Naval  proving  grounds,  Indianhead,  Md.,  September  27,  1918. 

Cause:  Lost  overboard  from  tug. 

Next  of  kin:  Father,  R.  Simpers  Tarr,  821  North  Calhoun  Street,  Balti- 
more, Md. 
JCarr,  Philip  West,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  May  14,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  life  when  the  U.  S.  A.  C.  T.  Ticonderoga  was  fired  upon  by 
enemy  submarine  and  sunk. 

Next   of   kin:  Mother,   Mrs.    Emma   Tarr,   1004   Leahy    Street,   Muskegon 
Heights,  Mich. 
Tate,  John  Cleveland,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  December  11,  1917. 

Died :  Naval  hospital  No.  5,  Brest,  France,  October  5,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Sister,   Mrs.   G.   L.  McCord,   R.   F.   D.   No.   1,  Box. No.  74, 
Titus,  Ala. 
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Tate,  Lawrence  Melzar,  fireman,  third  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  September  14,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause:  Died  when  vessel  was  torpedoed  by  enemy  submarine. 

Nest  of  kin :  Mother,  Helen  Keller,  8G4  Tenth  Avenue,  St.  Petersburg,  Fla. 
Tatge,  George  Conrad,  fireman,  first  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  G,  1915. 

Died :  U.  S.  S.  Ericson,  May  1,  1917. 

Cause:  Dilatation  of  stomach,  acute. 

Next  of  kin :  Mother,  Amelia  Berkelman,  4453  Carroll  Avenue,  Chicago,  111. 
Tatten,  Richard  F.,  plumber  and  fitter,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  June  28,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  February  24,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mary  E.  Tatten,  4  Mill  Street,  Charlestown,  Mass. 
Tatulinski,  Chari.es  Joe,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Cleveland,  Ohio,  April  25,  1917. 

Died :  Naval  air  station,  Dunkirk,  France,  July  10,  1918. 

Cause:  Was  member  of  the  crew  of  motor  launch  which  went  to  the  assist- 
ance of  French  destroyer,  fired  on  by  German  shore  batteries,  sinking 
vessel. 

Next  of  kin:  Father,  John  Tatulinski,  G215  Fullerton  Avenue,  Cleveland, 
Ohio. 
Tatum,  Charles  Nathaniel,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  May  1,  1917. 

Died :  U.  S.  S.  America,  October  15,  1918. 

Cause:  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Father,  William  Tatum,  R.  R.  No.  8,  Cleveland,  Tenn. 
Tatjch,  Adolph,  electrician,  first  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.fMay  23,  1916. 

Died:  United  States  Army  hospital,  Marseille,  France,  attached  to  U.  S. 
A.  C.  T.  FJoruUan,  October  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Charles  Tauch,  Flatonia,  Tex. 
Taylor,  Albert  Lyman,  ship's  fitter,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  Haven,  Conn.,  April  9,  1918. 

Died:  Naval  hospital,  New  York,  N.  Y.,  September  23,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Ida  Sturgeon,  Forrestville,  Conn. 
Taylor,    Barton    Adams,    apprentice    seaman,    United    States    Naval    Reserve 
Force. 

Enrolled :  New  York  City,  August  20,  1918. 

Died:  Great  Lakes,  111.,  naval  training  station,  October  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Fred  Morris  Taylor,  162  Montgomery  Street,  New- 
burgh,  N.  Y. 
Taylor.  Calvin,  mess  attendant,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Philadelphia,  Pa.,  June  6,  1918. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Alice  May  Taylor.  1206  Poplar  Street,  Philadelphia,  Pa. 
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Taylob,  Hakvey  John,  quartermaster,  second  class  (A),  United  States  Naval 

Reserve  Force. 
Enrolled:  New  Haven,  Conn.,  May  13,  1917. 

Died :  At  home,  41  Buckingham  Street,  Hartford,  Conn.,  October  21,  1918, 
Cause :  Broncho-pneumonia. 
Next  of  kin:  Mother,  Mrs.  Nonie  Nihill  Taylor,  41  Buckingham  Street, 

Hartford,  Conn. 
Taylob,  Howabd  Albert,  fireman,  second  class,  United  States  Navy. 
Enlisted:  Nashville,  Tcnn.,  June  8,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  On  missing  Cyclops. 
Next  of  kin :  Mother,  Virginia  Taylor,  711  Richmond  Avenue,   Memphis, 

Tenn. 

Taylor,  Hubert  Clabence,  hospital  apprentice,   second  class,  United  States 
Naval  Reserve  Force. 

Enrolled:  Kansas  City,  Mo.,  May  13,  191S. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Harry  C.  Taylor,  Ness  City,  Kans. 
Taylob,  Ishmael,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  March  29,  1918/ 

Died :  Naval  hospital,  Norfolk,  Va.,  May  11,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Nellie  Potter,  R.  F.  D.  No.  1,  box  42,  Newport,  N.  0. 
Taylor,  John,  apprentice  seaman,  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  August  7,  1918. 

Died:  Naval  training  camp,  San  Diego,  Calif.,  September  20,  1918. 

Cause :  Died  of  disease. 

Next  of  kin :  Mother,  Mary  Jane  Taylor,  Warner  Springs,  Calif. 
Taylok,  Mereill  Joseph,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Portland,  Me.,  June  28,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  February  2G,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Marcia  Taylor,  Seal  Harbor,  Me. 
Taylor,  Robert  Arthur,  electrician,  first  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  January  11,  1911. 

Died :  U.  S.  sub  chaser  1,  April  23,  1918. 

Cause:  Fractured  vertebrae. 

Next  of  kin :  Brother,  James  Taylor,  Pittsburg,  Okla. 
Taylor.  Roderick  Perry,  chief  machinist's  mate,  United  States  Naval  Reserve 
Force. 

Enrolled :  Jacksonville,  Fla.,  September  6,  1917. 

Died :  S.  S.  Licnstcr,  October  10,  1918. 

Cause :  Drowned. 

Next  of  kin :  Mother,  Sarah  Taylor,  511  Broadway,  Orlando,  Fla. 
Taylor,  Samuel  Randall,  chief  boatswain's  mate,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  May  12,  1915. 

Died :  U.  S.  A.  C.  T.  Ticondcroga,  September  30,  1918. 

Cause:  Lost  life  when  the  U.  S.  A.  C.  T.  Ticondcroga  was  fired  on  by  enemy 
submarine  and  sunk 

Next  of  kin :  Father,  Clifford  I.  Taylor,  Aliens  Level,  Va. 
1744S3— 20 40 
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Taylor,  Thomas  Wiley,  electrician,  third  class  (G),  United  States  Navy. 

Enlisted :  Birmingham,  Ala.,  April  30,  1917. 

Died :  Receiving  ship,  Philadelphia,  Pa.,  June  15,  1918. 

Cause :  Fatal  submersion  ;  drowning. 

Next  of  kin :  Father,  Benjamin  Franklin  Taylor,  1101  Cotton  Avenue,  Bir- 
mingham, Ala. 
Taylor,  WrLBUR  Earl,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Parkersburg,  W.  Va.,  April  24,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  6, 1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Oliver  D.  Taylor,  Harrisville,  W.  Va. 
Taylor,  William  Paul,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Newbern,  N.  C,  July  23,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Henrietta  Taylor,  R.  F.  D.  No.  1,  Jacksonville,  N.  C. 
Teague,  Clyston  DeMoss,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  April  18,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  11,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Father,  Maurice  E.  Teague,  600  West  One  hundred  and  fif- 
teenth Street,  New  York,  N.  Y. 
Teare,  John  Lawrence,  seaman,   second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  June  2,  1918. 

Died :  First  naval  district,  Boston,  Mass.,  September  11,  1918. 

Cause :  Influenza  and  lobar  pneumonia. 

Next  of  kin:  Mother,  Grace  Cable  Teare,  715  East  Broadway  Street,  Mon- 
mouth, 111. 
Tegeder,  Walter  Scott,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  June  1,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  John  F.  Tegeder,  2908  Orleans  Street,  Baltimore  Md. 
Teistler,  Louis  Ernest,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  May  7,  1917. 

Died  :  Navy  recruiting  station,  New  York,  N.  Y.,  October  28, 1918. 

Cause :  Heart  failure. 

Next  of  kin :  Father,  Emmett  Teistler,  R.  R.  No.  1,  Belmont,  Mich. 
Temme,  Harold,  fireman,  first  class,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  May  8,  1917. 

Died :  Naval  hospital,  Gibraltar,  while  attached  to  U.  S.  S.  Wadena,  October 
28,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin  :  Father,  Arthur  Temme,  2240  Church  Avenue,  Brooklyn,  N.  Y. 
Tenley,  Eugene  Hodge,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted:  Milwaukee,  Wis.,  May  29,  1918. 

Died :  In  action  with  medical  detachment,  Fifth  Marines,  October  6,  1918. 

Cause:  Killed  in  action. 

Next  of  kin :  Father,  Samuel  W.  Tenley,  Wilcox,  Ariz. 
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Tenney,  Glenn  Ibving,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Salt  Lake  City,  Utah,  October  19,  1918. 

Died :  Fort  Douglas  Army  Hospital,  Salt  Lake  City,  Utah,  October  31,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Ida  Elizabeth  Tenney,  1373  Twenty-fourth  Street,  Des 
Moines,  Iowa. 
Tenney,  Lawrence  Victor,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  April  10,  1917. 

Died :  Ancon  Hospital,  Canal  Zone,  May  25,  1917. 

Cause :  Died  from  disease. 

Next  of  kin :  Mother,  Ada  Tenney,  762  East  Ninth  Street,  Los  Angeles,  Calif. 

Tennant,  Francis  Aloysitjs,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Washington,  D.  C,  March  26,  1918. 

Died :  At  home,  2103  M  Street  NW.,  Washington,  D.  C,  October  5,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Anna  Tennant,  2103  M  Street  NW.,  Washington,  D.  C. 
Terkildsen,  Oswald  Jager,  yeoman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  November  27,  1914. 

Died :  U.  S.  S.  Chauncey,  November  19,  1917. 

Cause :  Lost  life  when  vessel  sunk. 

Next  of  kin :  Uncle,  Conrad  Terkildsen,  396  Seventh  Avenue,  Brooklyn,  N.  Y. 
Terrell,  Daniel,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  April  17,  1917. 

Died :  U.  S.  S.  Mt.  Vernon,  September  5,  1918. 

Cause :  Killed  in  battle  with  enemy  submarine. 

Next  of  kin :  Mother,  Margaret  Terrell,  3314  Locust  Street,  Locust,  Mo. 
Terrill,  George  Leonial,  boatswain's  mate,  first  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  August  7,  1916. 

Died :  United  States  submarine  base,  New  London,  Conn.,  July  28,  1917. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Pauline  Terrill,  Higbee,  Md. 
Terry,  Earl  Shore,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Los  Angeles,  Calif.,  June  28,  1918. 

Died :  Naval  training  camp,  Mare  Island,  Calif.,  October-  16,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Ida  Shore  Terry,  307  North  Central  Avenue,  Glen- 
dale,  Calif. 
Terry,  Floyd  Thorn,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  May  27,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  W.  H.  Terry,  Grand  Saline,  Tex. 
Terwilliger,  Jerome,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  January  2,  1917. 

Died:  U.  S.  S.  Arethusa,  Royal  Naval  Hospital,  Ireland  Island,  Bermuda, 
April  26,  1918. 

Cause:  Diphtheria. 

Next  of  kin :  Guardian,  Effie  Quick,  Kyseriki,  N.  Y. 
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Tekwuxiger,  Willis  Mabke,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  10,  1917. 

Died :  Naval  Hospital,  Newport,  It.  I.,  June  23,  1917. 

Cause:  Pleurisy. 

Next    of    kin :    Father.    William    Terwilliger,    463    Church    Street,    New 
Britain,  Conn. 
Tessein,  John,  chief  electrician  (R),  United  States  Navy. 

Enlisted :  Boston,  Mass.,  November  27,  1915. 

Died :  Naval  hospital,  Fort  Lyon,  Colo.,  October  22,  1918. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Father,  Albert  Tessein,  1702  Dupont  Street,  Wilmington,  Del. 
Tetu,  Amos,  machinist's  mate,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Newport,  R.  I.,  March  29,  1918. 

Died :  U.  S.  S.  Leonidas,  August  10,  1918. 

Cause :  Result  of  injuries  received  on  board. 

Next  of  kin :  Mother,  Mary  Jane  Tetu,  213  Montauk  Avenue,  New  London, 
Conn. 
Thackee,  Irvin  William,  boilermaker,  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  April  11,  1916. 

Died :  St.  Elizabeths  Hospital.  Washington,  D.  C,  October  20,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Jennie  Belle  Thacker,  Bremerton,  Wash. 
Thaller,  Joe  George,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Peoria,  111.,  July  20.  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  2.",  1918- 

Cause :  Influenza. 

Next  of  kin :  Father,  Joseph  Thaller,  Tremont,  111. 
Thames,  Henry  Ras,  quartermaster,  first  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  New  Orleans,  La.,  April  1,  191S. 

Died :  Navy  Yard,  Mare  Island,  Calif.,  October  15,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Addie  Elizabeth  Thames,  Hammond,  La. 
Thatcher,   Allen    Sharp,   apprentice   seaman,   United   States  Naval  Reserve 
Force. 

Enrolled:  Indianapolis,  Ind.,  November  30,  1917. 

Died :  Naval  Hospital,  Great  Lakes,  111.,  October  8,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  J.  Thatcher,  527  Riverside  Drive,  South  Bend, 
Ind. 
Thetfoi:d,  Eb,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Salt  Lake  City,  Utah,  May  4,  1917. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  July  11,  1917. 

Cause:  Cerebrospinal  meningitis. 

Next  of  kin :  Father,  Joseph  P.  Thetford,  Balsora,  Tex. 
Thibedeau,  Joseph  Marius,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  July  22,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  October  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Monday  Thibedeau,  739  Moody  Street,  Lowell,  Mas*. 
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Thibebt,  Adolph  James,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  June  2G,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause:  Lost  when  U.  S.  S.  Lakemoor  was  torpedoed. 

Next  of  kin :  Mother,  Mary  C.  Thihert,  St.  John,  N.  Dak. 
Thiede,  Richard  Edwaed  Augus,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  March  17,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  9,  1917. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  August  Thiede,  R.  F.  D.  No.  1,  New  Hartford,  Conn. 
Thoele,  Charles  Henry,  yeoman,  third  class,  United   States  Naval   Reserve 
Force. 

Enrolled :  Chicago,  111.,  June  20,  1918. 

Died :  Naval  Hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next   of  kin:  Mother,   Mary   Mussman   Thoele,   112   South  Third    Street 
Effingham,  111. 
Thoma,  Carl  Robert,  landsman  for  electrician   (R),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Great  Lakes,  111.,  December  12,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  April  1,  1918. 

Cause :  Acute  endocarditis. 

Next  of  kin :  Father,  Lawrence  Thomas,  2208  Orchard  Street,  Chicago,  111. 
Thoma,  John  Phillip,  landsman  for  machinist's  mate  (A),  United  States  Navy. 

Enlisted :  Chicago,  111.,  May  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  9,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mary  Thomas,  2330  South  Sixtieth  Court,  Cicero,  111. 
Thomas,  Abrom  Washington,  cabin  steward,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  September  20,  1915. 

Died :  Naval  hospital,  Fort  Lyons,  Colo.,  February  20,  1918. 

Cause :  Tuberculosis. 

Next  of  kin  :  Sister,  Netta  Hill,  address  unknown. 
Thomas,  Barney  Lee,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  June  20,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Ella  T.  Bender,  279,  Hardee  Street,  Edgewood,  Ga. 
Thomas,  Elmer  Ellsworth,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Rockland,  Me.,  January  8,  1918. 

Died :  First  naval  district,  Boston,  Mass.,  September  14,  1918. 

Cause :  Accidental  drowning. 

Next  of  kin :  Father,  James  E.  Thomas,  Isle  au  Haut,  Me. 
Thomas,  Frank  Wood,  seaman,  second  class,  United  States  Navy. 

Enlisted  :  Salt  Lake  City,  Utah,  January  29,  1918. 

Died:  U.  S.  S.  Comfort,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  J.  M.  Thomas,  308  Utah  Savings  &  Trust  Building. 
Salt  Lake  City,  Utah. 
Thomas,  Frazier  Oran,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Parkersburg,  W.  Va.,  July  12,  1917. 

Died :  U.  S.  S.  San  Diego,  July  19,  1918. 

Cause:  Lost  when  vessel  was  sunk. 

Next  of  kin :  Lockard  A.  Thomas,  Charleston,  W.  Va. 
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Thomas,  Harold  Arnold,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enrolled :  Boston,  Mass.,  March  20,  1918. 
Died :  Naval  hospital,  Norfolk,  Va.,  April  1,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin :  Father,  Samuel  B.  Thomas,  220  Granite  Street,  Manchester, 

N.  H. 

Thomas,   Jacob  Myron,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Scranton,  Pa.,  May  13,  1918. 

Died :  U.  S.  S.  Rochester,  September  26,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Hanna  M.  Thomas,  R.  F.  D.  No.  5,  Danville,  Pa. 
Thomas,  James  McGarvey,  landsman  for  electrician  (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  Louisville,  Ivy.,  May  23,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Orah  Thomas,  Bybee,  Ky. 
Thomas,  Louis  Timothy,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  July  30,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  28,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Rose  Thomas,  Harrison,  Ohio. 
Thomas,  Martin  Snowden,  commissary  steward,  United  States  Naval  Reserve 
Force. 

Enrolled :  Annapolis,  Md.,  December  15,  1917. 

Died:  Naval  station,  Annapolis,  Md.,  February  5,  1918. 

Cause :  Killed  in  accident. 

Next  of  kin :  Wife,  Irene  Thomas,  170  First  Street,  Eastport,  Md. 
Thomas,  Tom  Leland,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Agricultural  and  Mechanical  College,  Miss.,  October  1,  1918. 

Died :  S.  A.  T.  C.  naval  unit,  Agricultural  and  Mechanical  College,  October 
7,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Carson  E.  Thomas,  Vaiden,  Miss. 
Thompson,  Andrew,  boatswain's  mate,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  -York,  N.  Y.,  April  13,  1917. 

Died :  St.  Luke's  Hospital,  New  York,  N.  Y.,  December  13,  1917. 

Cause:  Tumor. 

Next  of  kin:  Wife,  Mrs.   Gyda   Thompson,   520  West   One  hundred   and 
fifty-sixth  Street,  New  York. 
Thompson,  Benjamin  Franklin,  apprentice  seaman,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Kansas  City,  Mo.,  August  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  November  9,  1918. 

Cause:  Shock. 

Next  of  kin  :  Mother,  Mary  Etta  Rally,  1326  Cherry  Street,  Kansas  City,  Mo. 
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Thompson,  Edwin  Olander,  landsman  for  quartermaster   (A),  United  States 
Navy. 

Enlisted:  Portland,  Oreg.,  November  25,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  March  5,  1918. 

Cause:  Measles   (pleurisy,  suppurative). 

Next  of  kin :  Sister,  Alpha  Thompson,  Toledo,  Oreg. 
Thompson,  Ernest  Darold,  baker,  first  class,  United  States  Navy. 

Enlisted:  Hartford,  Conn.,  June  1,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  when  U.  S.  A.  C.  T.  Ticonderoga  was  sunk. 

Next   of  kin:  Mother,   Mrs.   Georgianna  Thompson,   15  Pearl   Street,   St. 
Johnsbury,  Vt. 
Thompson,   Francis   William,   landsman   for   machinist's   mate    (A),   United 
States  Naval  Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  May  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  24,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  Thompson,  Wyoming,  N.  Y. 
Thompson,  George  Parker,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Richmond,  Va.,  July  19,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  15,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  S.  W.  Thompson,  Sago,  Va. 
Thompson,  Harry,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Des  Moines,  Iowa,  July  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Eva  Thompson,  Riverside,  Iowa. 
Thompson,  Harry  Gordon,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  November  27,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C,  February  8,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Roy  Thompson,  Dana,  Ind. 
Thompson,  Lloyd,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Indianapolis,  Ind.,  July  25,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111..  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  John  Calvin  Thompson,  R.  R.  No.  L,  Milltown,  Ind. 
Thompson,  Loren  Henry,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  April  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin:  Wife,   Mary   Louise  Thompson,  400   South   Second   Street, 
Odessa,  Mo. 
Thompson,  Norman  Knox,  yeoman,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  March  21,  1918. 

Died:  343  West  Twenty-third  Street,  New  York  City,  N.  Y.,  October  18, 
1918. 

Cause :  Broncho-pneumonia. 

Next   of   kin:  Wife,   Edith   Howard   Thompson,    343   West   Twenty-third 
Street,  New  York,  N.  Y. 
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Thompson,  Orin  Albert,  seaman,  second  class.  United  States  Navy. 
Enlisted:  Fulton,  N.  Y..  July  12,  1917. 
Died :  Naval  hospital,  New  York,  N.  Y.,  March  30, 1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Addie  M.  Thompson,  North  Rose,  N.  Y. 
Thompson,  Roy  Linckon,  fireman,  first  class,  United  States  Navy. 
Enlisted :  El  Paso,  Tex.,  December  14,  1917. 
Died :    Naval  hospital,  Philadelphia,  Pa.,  September  25,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Agnes  Thompson,  112  South  Second  Avenue.  Phoenix, 
Ariz. 
Thompson,  Walter  Michael,  seaman,  second  class,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  November  20,  1917. 
Died :  Naval  air  station,  Queenstown,  Ireland,  September  2,  1918. 
Cause:  Cerebrospinal  fever. 

Next  of  kin:  Father.  Thomas  Thompson.  3093  Villa  Avenue,  New  York, 
N.  Y. 
Thomson,  Ermine  Conrad,  machinist's  mate,  first  class,  United  States  Naval 
Reserve  Force. 
Enrolled:  Richmond,  Va.,  February  18,  1918. 
Died:  Naval  hospital,  League  Island,  Pa.,  March  14,  1918. 
Cause:  Pneumonia,  lobar. 

Next   of  kin:  Brother,   Leon   Thomson,   111   Washington    Street,   Peters- 
burg, Va. 
Thorn,  George  Henry,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Baltimore,  Md.,  July  23,  1917. 
Died:  U.  S.  S.  Lakemoor,  April  11,  1918. 
Cause :  Died  when  U.  S.  S.  Lakemoor  was  torpedoed. 
Next  of  kin:  Father,  William  AJbert  Thorn,  2344  Wilkins  Avenue,  Balti- 
more, Md. 
Thornley,  George  H.,  seaman,  second  class,  National  Naval  Volunteers. 
Enrolled :  Fall  River,  Mass.,  March  28,  1917. 
Died":  Naval  hospital,  Chelsea,  Mass.,  January  14,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Rose  Thornley,  127  Grant  Street,  Fall  River,  Mass. 
Thornton,   John   Rice,  seaman,   second  class,   United   States  Naval  Reserve 
Force.  / 

Enrolled:  Little  Rock,  Ark.,  June  28,  1918. 
Died :  Naval  hospital,  Chelsea,  Mass.,  September  28,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  J.  B.  Thornton,  Snow  Lake,  Ark. 
Thorpe,  Robert  Alton,  fireman,  second  class,  United  States  Navy. 
Enlisted :  Syracuse,  N.  Y.,  August  13,  1917. 
Died :  U.  S.  S.  Wabash,  October  13,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Minnie  Thorpe,  1025  Warren  Street,  Utica,  N.  Y. 
Thrash,  Leavy  B.,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enrolled:  Meridian,  Miss.,  July  15,  1918. 
Died :  Naval  hospital,  New  Orleans,  La.,  October  15,  1918. 
Cause:  Influenza. 
Next  of  kin :  Father,  Thomas  E.  Thrash,  Lawrence,  Miss.,  R.  F.  D.  No.  2. 
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Thbasher,  Henry  Edward,  quartermaster,  third  class,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  November  8,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  191S. 
Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Sylvester  Thrasher,  Butler  Avenue,  Millville,  N.  J. 
Thrift,  Lula  May,  landsman  for  yeoman   (F),  United  States  Naval  Reserve 

Force. 
Enrolled :  Washington,  D.  C,  May  10,  1918. 
Died :  Georgetown   University  Hospital,  Washington,   D.   C,   October  10, 

1918. 
Cause :  Pneumonia. 
Next  of  kin:  Husband,  Leonard  Elgin  Thrift,  303  Cavendish  Apartments, 

Sixteenth  and  Columbia  ltoad,  Washington,  D.  C. 
Thrijt,  Powell  Elliotte,  machinist's  mate,  first  class,  United  States  Navy. 
Enlisted:  Norfolk,  Va.,  April  10,  1917. 
Died :  U.  S.  S.  Nevada,  October  2G,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin  :  Mother,  Alice  Virginia  Thrift,  Sll  Fourth  Street,  Portsmouth, 

Va. 
Thkoop,    Carl    Hiriam,    fireman,    third    class,    United    States    Naval    Reserve 

Force. 
Enrolled :  Indianapolis,  Ind.,  August  1,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Rilla  Kellogg  Throop,  R.  R.  1,  Ray,  Ind. 
Thubick,   Joseph  Eoward.  apprentice  seaman,  United   States  Naval   Reserve 

Force. 
Enrolled:  Philadelphia,  Pa.,  June  27,  1918. 
Died :  Naval  hospital,  Cape  May,  N.  J.,  September  27,  1918. 
Cause :  Influenza. 

Next  of  kin :  Sister,  Mary  Thurick,  59  Delaware  Avenue,  Pennsgrove,  N.  J. 
Thurston,  Joe  Pete,  hospital  apprentice,  first  class,  United  States  Navy- 
Enlisted  :  Atlanta,  Ga.,  April  23,  1917. 
Died :  U.  S.  S.  President  Lincoln,  March  5,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Mother,  Maynie  Thurston,  Thomaston,  Ga. 
Tiano,  Luke,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enrolled :  Brooklyn,  N.  Y.,  April  19,  1918. 
Died :  Naval  hospital,  Portsmouth,  N.  H.,  October  5,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mary  Tiano,  2074  Arthur  Avenue,  Bronx,  N.  Y. 
Tidball,  Charles  Brownhill,  seaman,  United  States  Navy. 
Enlisted :  Kansas  City,  Mo.,  April  14,  1917. 
Died:  U.  S.  S.  Princess  Matoika,  died  at  St.  Nazaire,  France,  October  7, 

1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Charles  Martin  Tidball,  Fayetteville,  Ark. 
Tighe,  John  Lawrence,  fireman,  second  class,  United  States  Navy. 
Enlisted :  Brooklyn,  N.  Y.,  June  8,  1917. 
Died :  Naval  station,  Key  West,  Fla.,  March  10,  1918. 
Cause:  Pneumonia. 
Next  of  kin :  Mother,  Anna  Tighe,  74  Finley  Place,  Newark,  N.  J. 
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Tilden,  Martyn  Appleton,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Burlington,  Vt.,  June  21,  1918. 

Died:  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  September  24,  1918. 

Cause :   Broncho-pneumonia. 

Next  of  kin :  Wife,  Cora  C.  Tilden,  East  Thetford  Vt. 
Tilton,  Albert  Morton,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Louisville,  Ky.,  June  14,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,   September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  A.  Tilton,  R.  F.  D.  1,  Winchester,  Ky. 
Timberlake,    Edward   Graham,    seaman,   second   class,    United   States   Naval 
Reserve  Force. 

Enrolled:  Richmond,  Va.,  June  10,  1918. 

Died:  Naval  hospital,  Norfolk,  Va.,  September  30,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  May  Timberlake,  R.  F.  D.  1,  A,  Afton  Va. 
Timlen,  Whliam  Henry,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Newark,  N.  J.,  June  17,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  10,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Bridget  Timlen,  183  Halladay  Street,  Jersey  City, 
N.  J. 
Timm,  Rufus  Ernst,  machinist's  mate,  first  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  San  Francisco,  Calif.,  March  22,  1918. 

Died:  Naval  hospital,  New  London,  Conn.,  September  23,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:   Mother,   Elizabeth   Timm,   1419  Magnolia   Street,   Oakland, 
Calif. 
Timmerman,  Claude  Dean,  oiler,  United  States  Navy. 

Enlisted:   Detroit,  Mich.,  February  17,  1916. 

Died:  Naval  hospital,  Norfolk,  Va.,  September  22,  1917. 

Cause :  Endocarditis,  acute. 

Next  of  kin :  None. 
Timmons,  Claude,  pharmacist's  mate,  first  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  May  31,  1916. 

Died :  Company  5,  Fifth  Marines,  November  1,  1918. 

Cause :  Wounds  received  in  action. 

Next  of  kin :  Mother,  Mrs.  Mary  Timmons,  Route  5,  R.  F.  D.,  Henderson, 
Tex. 
Tinsley,  John  Thomas,  engineer,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  December  27,  1916. 

Died :  Base  Hospital  No.  3,  October  7,  1918. 

Cause:  Syphilis. 

Next  of  kin :  Wife,  Mary  Tinsley,  189J  Classon  Avenue,  Brooklyn,  N.  Y. 
Tisdale,  Bradford  A.,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Newport,  R.  I.,  January  30,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  3,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Father,  Mr.  Howard  B.  Tisdale,  72  Columbia  Avenue,  Edge- 
wood,  R.  I. 
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Titus,  Neil  Niesz,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Seattle,  Wash.,  April  1,  1918. 

Died :  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Susan  J.  Titus,  980  East  Morrison  Street,  Portland, 
Oreg. 
Todhunter,  Lillie  Catherine,  yeoman  (F),  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  San  Francisco,  Calif.,  August  29,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mrs.  Catherine  Todhunter,  1508  Or   Street,   Sacra- 
mento, Calif. 
Toerpe,  Arthur  Ben,  ordnance  gunner  (R),  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  September  1,  1914. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  12,  1917. 

Cause :  Injuries  received  in  sinking  the  patrol  boat  Elizabeth. 

Next  of  kin :  Wife,  Irene  Toerpe,  2221  South  California  Street,  Chicago,  111. 
Togni,   Walter  Henry,   quartermaster,   first   class,   United   States  Naval   Re- 
serve Force. 

Enrolled:  San   Pedro,   Calif.,  January  7,   1918. 

Died :  Naval  hospital,  New  London,  Conn.,  September  22,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Marie  Mueller  Togni,  218  West  Willow  Street,  Vi- 
salia,  Calif. 
Tolar,  Ivy  Irhoid,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Birmingham,  Ala.,  July  3,   1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  Thomas  Tolar,  Paneey,  Ala. 
Tolentino,  Arcadio,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Cavite,  P.  I.,  October  17,  1916. 

Died :  U.  S.  S.  San  Diego,  June  4,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  Juan  Tolentino,  Badoc,  Hocus  Norte,  P.  I. 
Tolle,  Louis  Edward,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Portland,   Oreg.,  December  12,  1917. 

Died:  Naval  station,  San  Francisco,  Calif.,  March  1,  1918. 

Cause :  Tuberculosis,  acute  pneumonia. 

Next  of  kin :  Mother,  Effie  M.  Tolle,  Merrill,  Oreg. 
Tollefsen,  Elmer  Clarence,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Spokane,  Wash.,  April  11,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  May  21,  1918. 

Cause  :  Obstruction,  acute  intestinal. 

Next  of  kin :  Mother,  Emma  Tollefsen,  Muscatine,  Iowa. 
Tomlinson,  Leslie  A.,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  March  5,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  4,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Uncle,  Malcolm  Yerkes,  128  Lincoln  Avenue,  Detroit,  Mich. 
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Tompkins,  Albert,  fireman,  third  class,  National  Naval  Volunteers. 

Enrolled :  Brooklyn,  N.  Y.,  August  G,  1917. 

Died :  U.  S.  S.  President  Grant,  February  18,  1018. 

Cause:  Asphyxiation. 

Next  of  kin :  Wife,  Eillen  Tompkins,  Park  Street,  New  Canaan,  Conn. 
Tompkins,  Eustis  Antoin,  seaman,  second  class,  United  States  Navy. 

Enlisted :  El  Paso,  Tex.,  February  5,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  May  13,  1918. 

Cause:  Appendicitis,  acute. 

Next  of  kin :  Father,  Mr.  John  Tompkins,  general  delivery,  Hugo,  Okla. 
Tomsco,  Joe  Martin,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  July  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Elizabeth  Tomsco,  Box  27,  Mount  Olive,  111. 
Toombs,  Howard  Albert,   apprentice  seaman,  United   States  Naval   Reserve 
Force. 

Enrolled :  Buffalo,  N.  Y„  August  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Albert  Toombs,  58  Green  Street,  Seneca  Falls,  N.  Y. 
Toombs,  Malverne  Haws,  blacksmith,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Salt  Lake  City,  Utah,  July  2,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  November  2,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Lydia  Toombs,  Arco,  Idaho. 
Toomey,  Harry  Swartz,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  May  24,  1918. 

Died :  U.  S.  S.  Mercy,  October  3,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Lorena  Toomey  Kurfiss,  R.  F.  D.  No.  6,  Salina,  Kana 
Toney,  Authur  Burnett,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Richmond,  Va.,  May  24,  1918. 

Died :  Navy  base  hospital  No.  3,  October  28,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Anna  E.  Toney,  Dillwyn,  Va. 
Toon,  Henry  Clarence,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  December  10,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  January  20,  1918. 

Cause:  Tuberculosis. 

Next  of  kin :  Brother,  Ohallen  F.  Toon,  438  Colorado  Avenue,  Indianapolis, 
Ind. 
Topp,  Augustus,  chief  quartermaster,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  September  15,  1917. 

Died:  Naval  air  station,  Pensacola,  Fla.,  August  12,  1918. 

Cause :  Killed  in  seaplane  accident. 

Next  of  kin:  Mother.  Eula  I.  Topp,  1S>  West  Sixty-ninth  Street,  New  York, 
N.  Y. 
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Torian,  John  Boswell,   seaman,  second  class.   United   States  Naval  Reserve 
Force. 

Enrolled:  Indianapolis,  Ind.,  May  3,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Augustine  G.  Torian,  1140  Riverside  Avenue,  Evans- 
ville,  Ind. 
Tobjusen,  Cornelious,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  April  2,  1917. 

Died:  S.  S.  Montano,  July  31,  1917. 

Cause:  Died  when  ship  was  sunk. 

Next  of  kin :  Father,  C.  B.  Torjnsen,  Pascagoula,  Wis. 
Toekence,  Henry  Woodrow,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Little  Rock,  Ark.,  May  9,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C,  September  28,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  J.  G.  Torrence,  Fordyce,  Ark. 
Torretta,  James  Joseph,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  July  31,  191G. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  missing  Cyclops. 

Next  of  kin :  Father,  Joseph  Torretta,  979  Washington  Street,  Gloucester, 
Mass. 
Torrey,  Albert,  hospital  apprentice,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  May  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Orville  Augustine  Torrey,  Baldwin,  Kans. 
Totjart,  Willie,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Pensacola,  Fla.,  December  19,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  missing  Cyclops. 

Next  of  kin:  None. 
Toupin,   Oliva  Moise,   machinist's   mate,   second   class,    United    States   Naval 
Reserve  Force. 

Enrolled:  Newport,  R.  I.,  May  31,  1918. 

Died:  Naval  hospital,  Brooklyn,  N.  Y.,  September  30,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Eva  M.  Toupin,  150  Clinton  Street,  Woonsocket,  R.  I. 
TouEviLLE,  Eugene  Walter,  electrician,  second  class,  National  Naval  Volunteers. 

Enrolled :  Philadelphia,  Pa.,  May  16,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  March  5,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Delphus  Tourville,  Hancock,  Mich. 
Towery,  Lonnie  Orchester,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled:  Louisville,  Ky.,  July  38,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Stella  Towery,  route  No.  1,  Dalton,  Ky. 


734 

Towle,  Emmons  John,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Peoria,  111.,  April  17,  1917. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause:  Lost  at  sea. 

Next  of  kin  :  Mother,  Flora  M.  Towle,  220  East  Walker  Street,  Macomb,  111. 
Townley,  Fked  Irving,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Buffalo,  N.  Y.,  July  20,  1918. 

Died :  U.  S.  S.  Mercy,  October  13,  1918. 

Cause:  Pneumonia,  broncho. 

Nest  of  kin :  Father,  Theodore  A.  Townley,  Waterloo,  N.  Y.,  R.  F.  D. 
Townsend,  Birch  Alfred,  chief  water  tender,  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  December  30,  1914. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  of  missing  Cyclops. 

Next  of  kin:  Brother,  Frank  Townsend,  317  East  Eighth  Street,  North 
Little  Rock,  Ark. 

Townsend,  Leon  Gerald,  electrician,  third  class  (G),  United  States  Navy. 

Enlisted :  Portland,  Me.,  March  2,  1917. 

Died :  U.  S.  S.  Nevada,  November  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Lillian  Townsend,  92  Winter  Street,  Rochester,  N.  H. 
Townsend,  William  Gordon,  carpenter's  mate,  third  class,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  December  14,  1917. 

Died :  Naval  hospital,  Great  Lakes,  HI.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Pinkey  P.  Townsend,  Concord,  N.  C. 
Toy,  Don,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Peoria,  111.,  June  6,  1917. 

Died :  U.  S.  S.  Buffalp,  died  at  home,  April  26,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  George  Toy,  1304  South  Stoughton  Street,  Urbana, 
111. 
Toy,  Patrick  Edward,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  July  22,  1918. 

Died :     U.  S.  S.  Georgia,  October  2,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Wife,  Harriette  J.  Toy,  198  North  Hampton  Street,  Boston, 
Mass. 
Trabold,  Edward  Frank,  apprentice  seaman.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  July  26,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Gorine  Trabold,  130  Fifteenth  Avenue,  Astoria,  Long 
Island,  N.  Y. 
Trachsel,  Allen,  landsman  for  electrician  (R.),  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  May  20,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  19,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Jacob  Trachsel,  rural  route  No.  1,  box  66,  Goodland, 
Kans. 
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Tbacy,  Irving  Ellis,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  April  30,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause:  Lost  when  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Ella  Tracy,  Canyon  City,  Oreg. 
Tracy,  Le  Roy,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  November  26,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  12,  1918. 

Cause:  Influenza. 

Nextof  kin:  Abe  C.  Newton  (friend),  Cody,  Wyo. 
Tracy,  Michael  Joseph,  ship's  cook,  fourth  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  June  8,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  9,  1918. 

Cause: Influenza. 

Next  of  kin :  Sister,  Mary  Tracy,  16  Ellet  Street,  Dorchester,  Mass. 
Tracy,  William  Robert,  carpenter's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  July  20,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Loren  N.  Tracy,  Lebanon,  Kans. 
Trahan,  Abel  Claude,  ship's  cook,  first  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  June  15,  1911. 

Died :  Willard  Parker  Hospital,  New  York,  N.  Y.,  October  1,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Albert  Trahan,  1109  Lafayette  Street,  Lafayette,  La. 
Trainob,  Michael,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  March  28,  1917. 

Died:  At  home,  241  East  One  hundred  and  thirteenth  Street,  New  York, 
N.  Y.,  July  13,  1917. 

Cause :  Botulism. 

Next  of  kin :  Father,  Joseph  Trainor,  213  East  One  hundred  and  thirteenth 
Street,  New  York,  N.  Y. 
Trainor,  Owen,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Washington,  D.  C,  May  16,  1918. 

Died  :  Naval  hospital,  naval  base,  Virginia,  October  10,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Theodosia  Trainor,  Colonial  Beach,  Va. 
Tralinsky,  Bernard,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  19,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause  :  On  board  missing  Cyclops. 

Next  of  kin :  Father,  Jacob  Tralinsky,  Waterbury,  Md. 
Trautman,  Louis  Alvin,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Pittsburgh,  Pa.,  June  18,  1918. 

Died :  Receiving  ship,  Boston,  Mass.,  September  23, 1918. 

Cause :  General  toxemia  due  to  influenza. 

Next  of  kin:   Mother,   Anna  Louise   Trautman,   3030  Glenmawr  Avenue, 
Pittsburgh,  Pa. 
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Tbayebs,  Edward  Gilboy,  storekeeper,  third  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  January  3,  1916. 

Died  :  U.  S.  S.  Wyoming,  May  25,  1918. 

Cause:  Multiple  injuries. 

Next  of  kin:  Father,  George  Travers,  1111  Washington  Street,  Hoboken, 
N.J. 
Tbavts,  Roy  Edwin,  fireman,  third  class,  United  States  Naval  Reserve  Force, 

Enrolled :  Atlanta,  Ga.,  June  1,  1918. 

Died  :  U.  S.  S.  Slontauk,  S.  P.  No.  392,  August  21, 1918. 

Cause:  Drowning. 

Next  of  kin:  Mother,  Biddie  Coppadge  Travis,  120  Stonewall  Street,  At- 
lanta, Ga. 
Tbaxlek,  Everett  Pearl,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled  :  St.  Louis,  Mo.,  July  9,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  4, 1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Charles  J.  Traxler,  Mendota,  Mo. 
Traylor,  Edward  Clayton,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled:  Norfolk,  Va.,  July  IS,  1918. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  October  10.  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  E.  B.  Taylor,  Alberta,  Va. 
Traynor,  Alfred  Crewitt,  coxswain,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  October  25,  1915. 

Died :  Naval  hospital,  League  Island,  Pa.,  May  30,  1918. 

Cause:    Pleurisy,   suppurative. 

Next  of  kin :  Mother,  Louise  J.  Traynor,  130  North  Gale  Street,  Philadel- 
phia,   Pa. 
Treacy,  Timothy  Frank,  electrician,  third  class  (R),  United  States  Navy. 

Enlisted:   Indianapolis,  Ind.,  August  3,  1917. 

Died :  United  States  submarine  chaser  No.  209,  August  27,  1918. 

Cause:  Lost  life  when  the  United  States  submarine  chaser  No.  209  was  fired 
on  by  the  steamship  Felix  Taussig,  having  been  mistaken  for  an  enemy 
submarine. 

Next  of  kin :  Mother,  Mrs.  Catherine  Treacy,  419  Euclid  Avenue,  Indianapo- 
lis, Ind. 
Treanor,  Bernard,  painter,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Brooklyn,  N.  Y.,  November  22,  1917. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  17,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Brother,  John  Treanor,  41  Shnpley  Street,  New  London,  Conn. 
Treble,  Hector  William,  chief  quartermaster,  United  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  May  31,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  30,  1918. 

Cause :   Influenza. 

Next  of  kin :  Mother.  Inez  Treble,  1S7  Hodge  Avenue,  Buffalo,  N.  Y. 
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Tbefe,  Theodore  George,   fireman,   third  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Buffalo,  N.  Y.,  July  19,  191S. 

Died :  U.  S.  S.  Mercy,  October  13,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Carl  Oscar  Treff,  29  Pardee  Avenue,  Jamestown,  N.  Y. 
Trent,  Ernest  Leroy,  mess  attendant,  second  class,  United  States  Navy. 

Enlisted:  Hampton  Roads,  Va.,  June  28,  191S. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  November  17,  1918. 

Cause :    Meningitis,    cerebral. 

Next  of  kin :  Mother,  Bertha  Jane  Trent,  74  County  Street,  Phoebus,  Va. 
Tbester,  Glenn  Randolph,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Indianapolis.  Ind.,  May  22,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause :    Influenza. 

Next  of  kin :  Grandmother,  Mrs.  Hulda  Robbins,  1015  North  Carver  Street. 
Greensburg,  Ind. 

Trelkk,  Elmee  Felix,  landsman  for  machinist's  mate  (A),  United  States  Naval 

Reserve  Force. 
Enrolled:  Kansas  City,  Mo..  July  18,  1918. 
Died:  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 
Cause :  Influenza. 
Next  of  kin:  Father,  Frank  Louis  Treuke,  3039  East  Thirty-second  Street, 

Kansas  City,  Mo. 

Teibble,  James  Herb,  tireman,  third  class   United  States  Naval  Reserve,  Force. 

Enrolled:  Louisville,  Ky..  July  22,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  25,  191S. 

Cause:  Influenza. 

Nex!  of  kin  :  Mother,  Lena  Tribble,  R.  F.  D.  No.  1,  Finchville,  Ky. 
Tbiglia,  .iii, irs.  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled:  New  York,  N.  Y.,  February  21,  1918. 

Died:  Pelham  Bay  Park,  N.  Y..  March  22,  1918. 

Cause:  Edema  of  lung. 

Next  of  kin:  Father,  Mr.   Celestine  Triglia,  205  East   Fourteenth  Street, 
New  York,  N.  Y. 

Tbimble,  James  Longstreet,  quartermaster,  third  class,  United  States  Naval 
Reserve  Force. 
Enrolled:  New   Orleans,  La.,  December  10,  1917. 
Died:  Baptist  Hospital,  Memphis,  Tenn..  October  20,  1918. 
Cause:  Meningitis,  cerebral. 

Next  of  kin:  Father,  Charles  Trimble,  American  Car  &  Foundry  Co.,  Bing- 
hampton,  Tenn. 
Tbeplett,  Eabl  Jack,  apprentice  seaman,  Unitetl  States  Navy. 
Enlisted  :  Nashville,  Tenn.,  January  29,  1918. 
Died  :  Naval  hospital,  Newport,  R.  I.,  April  27,  1918. 
Cause:  Meningitis,  cerebrospinal. 

Next  of  kin:  Father,  Mr.  Moses  Walter  Triplett,  Louisville,  Miss. 
174483—20 47 
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Trivett,  Smith  Donely,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Richmond,  Va.,  July  11,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  10,  1918. 

Ca.use :  Pneumonia. 

Next  of  kin :  Father,  Joe  Trivett,  Beech  Creek,  N.  C 
Teodd,  Albert  E.,  chief  machinist's  mate,  United  States  Naval  Reserve  Force. 

Enrolled :  Newport,  R.  I.,  June  15,  1917. 

Died:  New  London,  section  repair  department,  district  base,   March    12, 
1918. 

Cause:  Suicide. 

Next  of  kin :  None  given,  but  ascertained  he  has  wife,  Mrs.  A.  E.  Trodd,  416 
West  Fiftieth  Street,  New  York,  N.  T. 
Teost,  Edwaed  William,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  November  26,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  March  15,  1918. 

Cause:  Appendicitis,  acute. 

Next  of  kin :  Father,  George  Trost,  105  Cleveland  Avenue,  Elmira,  N.  Y. 
Teottier,  Edwaed  Alfred,   apprentice  seaman,   United   States  Naval    Reserve 
Force.    \ 

Enrolled:  Boston,  Mass.,  July  24,  1918. 

Died :  Base  headquarters,  Boston,  Mass.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Henry  Leon  Trottier,  Newmarket,  N.  H. 
Trudeau,  Archer,  carpenter's  mate,  third  class,  United  States  Naval  Keserv« 
Force.  | 

Enrolled :  Omaha,  Nebr.,  June  21,  191S. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Peter  Trudeau,  Avoca,  Nebr. 
Teudeau,  Lomis,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Albany,  N.  Y.,  May  1,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Died  when  vessel  was  torpedoed  by  submarine. 

Next  of  kin :  Mother,  Josephine  Trudeau,  919  Campbell  Avenue,  Scheuec- 
tady,  N.  Y. 
Teue,  Horace  Merrill,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Portland,  Me.,  August  23,  1917. 

Died:  U.  S.  S.  Henley,  December  19,  1917. 

Cause :  Found  dead  in  fireroom. 

Next  of  kin :  Mother,  May  True,  Clinton,  Me. 
Truitt,  James  Paul,  apprentice  seaman,  United  States  Navy. 

Enlisted  :  Houston,  Tex.,  April  25,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  May  26,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  George  W.  Steward,  El  Campo,  Tex. 
Teumbo,  William  H.,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  May  4,  1917. 

Died :  Navy  yard,  Puget  South,  Wash.,  July  5,  1917. 

Cause :  Malaria,  pernicious. 

Next  of  kin :  Mother,  Mrs.  Trumbo  McLain,  Cypress,  Tex. 
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Trusner,  Walter,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  August  7,  1916. 

Died :  U.  S.  A.  T.  Erny,  receiving  ship,  Norfolk,  Va.,  July  14,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Anna  Trusner,  New  Albany,  N.  Y. 
Tucker,   Lewis   Franklin,   landsman   for  quartermaster    (A),   United   States 
Navy. 

Enlisted :  Raleigh,  N.  C,  December  15,  1917. 

Died :  Naval  headquarters,  Paris,  France,  August  20,  1918. 

Cause:  Accidental  bomb  explosion. 

Next  of  kin :  Father,  Martin  L.  Tucker,  North  Charlotte,  N.  C. 
Tucker,  Sylvester  Worth,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enrolled :  Omaha,  Nebr.,  June  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  John  W.  Tucker,  Bloomfield,  Nebr. 
Tufts,  John  Thomas,  blacksmith,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  November  17,  1914. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Father,  William  Tufts,  2060  East  Susquehanna  Avenue,  Phila- 
delphia, Pa. 
Tully,  Joseph  Keating,  pharmacist's  mate,  third  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  February  12,  1917. 

Died :  U.  S.  S.  SoJace,  March  11,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Joseph  Tully,  175  Washington  Street,  Chicago,  111. 
Tunnicliffe,  Ralph  Loring,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  June  7,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Minnie  Tunnicliffe,  Clarinda,  Iowa. 
Turnbull,  Robert,  fireman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  August  20,  1914. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  13,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Alice  Turnbull,  25  Wyoming  Street,  Carbondale,  Pa. 
Turner,  Alexander  Samuel,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  December  12,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  February  1,  1918. 

Cause:  Pleurisy  and  pulmonary  tuberculosis. 

Next  of  kin :  Mother,  Molley  E.  Turner,  R.  F.  D.  5,  Booneville,  Miss. 
Turner,  Alfred  Cullen,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Atlanta,  Ga.,  April  16,  1918. 

Died :  Wilmington,  section  base,  N.  C,  May  25,  1918. 

Cause :  Strangulation,  mesenteric  hernia. 

Next  of  kin :  Father,  Alfred  Cullen  Turner,  sr.,  47  Walker  Street,  Atlanta, 
Ga. 
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Turner,  Allen  Emmet,  chip's  cook,  fourth  class,  United  States  Navy. 
Enlisted:  Montgomery,  Ala.,  June  6.  1917. 
Died :  U.  S.  S.  Nevada,  November  4,  1918. 

Cause :  Pneumonia,  bronchial. 

Next  of  kin :  Father,  James  P.  Turner,  2010  Twenty-first  Street,  Tuscaloosa, 
Ala. 
Turner,  Edward  Campbell,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  May  27,  1918. 

Died :  U.  S.  S.  Mercy,  September  26,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Father,  Arthur  Campbell  Turner,  Clearwater,  Fla. 
Turner,  James  Muscoe,  seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enrolled  :  Richmond,  Va.,  June  3,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Mrs.  Ida  Dalton  Turner,  R.  F.  D.  No.  1,  Afton,  Va. 
Turner,  Joe,  fireman,  first  class,  United  States  Navy. 

Enlisted  :  Cleveland,  Ohio,  April  27,  1918. 

Died :  U.  S.  S.  Wcnonah,  October  22,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Father.  Thomas  Turner,  900  South  Eleventh  Street,  Gadsden, 
Ala. 
Turner.  Leonard  Raymond,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  April  23,  1917. 

Died:  Naval  hospital,  Newport,  R.  I.,  May  30,  1917. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Augustus  Turner,  North  Pembroke,  Mass. 
Turner,  May  Adele,  chief  yeoman   (F.),  United  States  Naval  Reserve  Force. 

Enrolled  :  Naval  Home,  Philadelphia,  Pa.,  April  16,  1917. 

Died:  Fourth  naval  district,  June  21,  1917. 

Cause :  Meningitis,  cerebral. 

Next  of  kin :  Mother,  Mrs.  Mary  Field,  3213  North  Sixth  Street,  Philadel- 
phia, Pa. 
Turner,  Ralph,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  June  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,   Mrs.   Annabelle  Turner,   1119  Adams  Street,   Wil- 
mington, Del. 
Turpin,  Earl  William,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  July  3,  1918. 

Died :  U.  S.  S.  Mercy,  October  12,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Mother,  Dora  Johnson  Farrow,  Iatan,  Mo. 
Turpin,   Ned   Atjreltus,   seaman,   second  class,   United   States  Naval   Reserve 
Force. 

Enrolled :  Chicago,  111.,  August  22,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next   of  kin:  Father,   Aurelius   C.   Turpin.   5956   South    La    Salle    Street, 
Chicago,  111. 
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Tubing,  Feed  Other,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Richmond,  Va.,  January  31,  1918. 

Died :  Hospital  No.  3,  Leith,  Scotland,  November  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  L.  Tusing,  Rochelle,  Va. 
1*uttle,  Theodore  Brodhead,  ship's  cook,  second  class,   United   States  Naval 
Reserve  Force. 

Enrolled  :  Philadelphia,  Pa.,  April  20,  1917. 

Died  :  U.  S.  S.  Solace.  October  1,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Cathryn  Tuttle,  R.  F.  D.  No.  1,  Croton-on-Hudson, 
N.  Y. 
Tottxe,  William,  water  tender,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  December  3,  1915. 

Died:  H.  M.  S.  Crescent,  Roayth,  Scotland,  October  21,  1918. 

Cause :  Overdose  of  morphine. 

Next  of  kin :  Father,  Jerry  Tuttle,  70  Milford  Street.  Brooklyn,  N.  Y. 
Tyner,  Russell  Stephen,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  December  26,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  April  10,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Josephine  Tyner,  950  East  Washington  Street, 
Indianapolis,  Ind. 
Tyeee,  John  Quincy,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Pensacola,  Fla.,  March  17,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  12,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Uncle.  L.  Godin,  Millview,  Fla. 
Tyrrell,  Clarence  Ellis,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  San  Francisco,  Calif.,  June  21,  1918. 

Died :  Section  naval  base,  San  Diego,  Calif.,  October  28,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,   Anna  M.  Tyrrell,   1743  Virginia   Street,   Berkeley. 
Calif. 
Tyrrell,  Richard,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Cincinnati,  Ohio,  May  13,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  1,  191S. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Kate  Tyrrell,  356  Baum  Street,  Cincinnati,  Ohio. 
Udstuen,  Alfred,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Chicago,  111.,  July  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111 ,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  John  Udstuen.  2934  Dawson  Street.  Chicago,  111. 
Uhl,  Raymond  Thomas,  electrician,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Allentown,  Pa.,  June  3,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  1,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Lavina  E.  Uhl,  320  North  Sixth  Street,  Allentown,  Pa. 
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Uixman,  Norbert  Leon,  quartermaster,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  May  12,  1917. 

Died :  New  York,  N.  Y.,  October  15,  1918. 

Cause:  Pneumonia,  lobar. 

Next   of   kin:   Father,   Solomon   Ullman,   316  West  Eighty-fourth   Street, 
New  York,  N.  Y. 
Ulm,  Tom  Watson,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Jacksonville,  Fla.,  April  15,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  11,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  James  Augustus  Ulm,  Falmouth,  Fla. 
Ulmer,  Julian  Foshay,  fireman,  third  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  11,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  July  11,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Frank  Ulmer,  Yorktown  Heights,  N.  Y. 
Underwood,  Paul  Lapham,  machinist's  mate,  first  class   (A.),  United  States 
Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  June  19,  1918. 

Died :  Naval  air  station,  Pensacola,  Fla.,  September  30,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Frank  G.  Underwood,  Keene,  N.  H. 
Unger,  Harry  Dunlap,  chief  electrician,  United  States  Naval  Reserve  Force. 

Enlisted :  Cincinnati,  Ohio,  June  12,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Brother,  Adolph  Unger,  Forty-seventh  United  States  Infantry, 
A.  E.  F. 
Untiedt,  Harry,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Des  Moines,  Iowa,  July  19,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Clara  Untiedt,  box  465,  Hartley,  Iowa. 
Unwin,  Percy,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  July  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next   of  kin:    Sister,   Dolly   Unwin   Hellman,   1201  East  Twelfth   Street, 
Pueblo,  Colo. 
Upton,  Earl  Revo,  ship's  cook,  fourth  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Seattle,  Wash.,  July  19,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ida  A.  Upton,  917  East  Sixty-fourth  Street,  Tacoma, 
Wash. 
Urban,  Richard  Sylvester,  musician,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Milwaukee,  Wis.,  April  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  George  W.  Urban,  1025  South  Tenth  Street,  Manitowoc, 
Wis. 
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Ukquhaet,  William  Archie,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  July  10,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  John  Henry  Urquhart,  Harrisonville,  Mo. 
Utterback,  Fred  David,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  December  7,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  10,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Ellen  Monohan  Utterback,  Hedrick,  Iowa. 
Vail,  William  Joseph,  engineman,  second  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  December  26,  1917. 

Died :  Willard  Parker  Hospital,  N.  Y.,  October  31,  1918. 

Cause :  Pneumonia,  broncho. 

Next   of   kin:  Brother,    John   J.    Vail,   Company   D,   64th   Infantry,   Fort 
Bliss,  Tex. 
Valentine,  Andrew  Peter,  carpenter's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  June  14,  1918. 

Died:  St.  Mary's  Hospital,  Brooklyn,  N.  Y.,  October  21,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Mary  Valentine,  65  Crystal  Street,  Brooklyn,  N.  Y. 
Valentine,  Aubrey  Url,  gunner's  mate,  third  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Richmond,  Va.,  April  10,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  17,  1918. 

Cause:  Cerebrospinal  fever. 

Next   of  kin:  Mother,   Alberta   L.    Valentine,   520   North   Twenty-seventh 
Street,  Richmond,  Va. 
Valentine,  John  James,  yeoman,  third  class,  United  States  Navy. 

Enlisted:  New  Haven,  Conn.,  May  11,  1917. 

Died :  Naval  forces  operating  in  European  waters,  October  10,  1918. 

Cause :  Drowned. 

Next  of  kin :  Father,  Joseph  Valentine,  154  Kelsey  Street,  New  Britain, 
Conn. 
Valpey,  Henry  Bttrtch,  gunner's  mate,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  April  21,  1917. 

Died :  U.  S.  S.  Warrington,  July  21,  1918. 

Cause:  Drowning.  # 

Next  of  kin :  Wife,  Mrs.  Margaret  Valpey,  7  Hazel  Park,  Everett,  Mass. 
Van  Bergen,  Joseph,  fireman,  third  elass,  United  States  Naval  Reserve  Force. 

Enrolled:  Chicago,  111.,  June  24,  1918. 

Died :  U.  S.  S.  Meroy,  October  15,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Dan  Van  Bergen,  371  North  Avers  Avenue,  Chicago, 
111. 
Vance,  David  Graham,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  December  15,  1918. 

Died :  North  bombing  headquarters,  October  27,  1918. 

Cause :  Broncho-pneumonia. 

Next   of  kin:  Mother,   Marie   Doriot   Vance,   324   Fourth   Street,   Bristol, 
Tenn. 
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Vance,  Edward  Milton,  seaman,  second*  class,   United   States  Naval  Reserve 
Force. 

Enrolled:  Los  Angeles,  Calif.,  May  27,  1918. 

Died :  Naval  hospital,  naval  base,  Norfolk,  Va.,  October  2,  1918. 

Cause :  Pneumonia. 

Next   of  kin :   Mother,   Frances  Russell   Vance,   916  Palm   Avenue.   South 
Pasadena,  Calif. 
Vance  John  Victor,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Newark,  N.  J.,  May  18,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause :  Drowning. 

Next   of   kin :    Father,   John    Vance,    145   Davis   Avenue,    Newark,    N.    J. 
Vandervoort,  Cleo  Love,  landsman  for  electrician,  United   States  Naval  Re- 
serve Force. 

Enrolled:  Oklahoma  City,  Okla.,  June  5,  3918. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  8,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mrs.  Emma  Vandervoort,  424  North  Osage  Street,  Caldwell, 
Kans. 
Vanderwhite,  Leon  Bryant,  pharmacist's  mate,  second  class,  United   States 
Naval  Reserve  Force. 

Enrolled:  San  Francisco,  Calif.,  April  13,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  missing  Cyclops's  crew. 

Next  of  kin :  Mother,  Annie  Vanderwhite,  125  Downey  Street,  San  Fran- 
cisco, Calif. 
Van    Doorne,   Cornelius   George,   fireman,   third    class,   United   States  Naval 
Reserve  Force. 

Enrolled :  Detroit,  Mich.,  July  23,  1918. 

Died:  Naval  hospital,  Great  Lakes,   III.,   September  25,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Clare  N.  Van  Doorne,  R.  F.  D.  2,   Box  21,  Grand 
Haven,  Mich. 
Van  Esch,  Harold  Ambrose,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Syracuse,  N.  Y..  November.  16,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Died  when  vessel  was  torpedoed  and  sunk. 

Next  of  kin:  Mother,  Mary  Van  Esch,  721  Plant  Street,  Utica,  N.  Y. 
Van  FlBet,  Ray  Henry.,  quartermaster,  first  class,  United  States  Naval  Re- 
serve Force  . 

Enrolled :  San  Francisco,  Calif.,  December  3,  1917. 

Died:  Naval  hospital,  Cape  May,  N.  J.,  November  11,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Cora  Van  Fleet,  White  Pigeon,  Mich. 
Van  Horn,  Floyd  Marvin,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Des  Moines,  Iowa,  July  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Clara  Van  Horn,  Box  213,  Welton,  Iowa. 
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Van  Horn,  John  Sylvester,  seaman,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  December  28,  1916. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Sinking  of  ship. 

Next  of  kin:  Father,  Amos  A.  Van  Horn,  4045  Lincoln  Avenue,  St.  Louis, 
Mo. 
Van  Laanen,  Frank,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Milwaukee,  Wis.,  August  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  11,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  Van  Laanen,  Route  No.  1,  Oneida,  Outagamie, 
Wig. 
Van   Loon,  Vernon   Logan,   hospital   apprentice,   second   class,  United    States 
Naval  Reserve  Force. 

Enrolled:  Des  Moines,  Iowa,  June  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Nellie  Van  Loon,  R.  R.  No.  1,  Purdy,  Lucas  County, 
Iowa. 
Van  Mopfes,  Morton  Samson,  landsman  for  yeoman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  August  9,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  27,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father  Samson  Van  Moppes,  174  Prospect  Park  Place,  Brook- 
lyn, N.  Y. 
Van  Nortwick,  Fay  Floyd,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Buffalo,  N.  Y.,  July  16,  1918. 

Died :  U.  S.  S.  Mercy,  September  30,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Floyd  Van  Nortwick,  266  Sly  Street,  Corning,  Steuben 
County,  N.  Y. 
Vanoni,  George  Washington,  apprentice  seaman,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  November  16,  1917. 

Died:  Naval  Training  Camp,  San  Diego.  Calif.,  January  21,  1918. 

Cause:  Meningitis,  cerebrospinal. 

Next  of  kin :  Mother,  Albertina  Vanoni,  Middletown,  Calif. 
Van  Orden,  Chauncey,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  April  17,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  17,  1918. 

Cause:  Pleurisy. 

Next  of  kin :  Mother,  Mrs.  Addie  Van  Orden,  202  Ashley  Street,  Hartford, 
Conn. 
Van  Waning,  Henry,  landsman  for  machinist's  mate  (A),  United  States  Naval 
Reserve  Force. 

Enrolled :  Omaha,  Nebr.,  May  31,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  18,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Jacob  L.  Van  Waning,  Hubbell,  Nebr. 
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Vasenskt,  JosErH  Howe,  water  tender,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  August  10,  1915. 

Died :  U.  S.  S.  Herman  FrascJi,  October  4,  1918. 

Cause:  Lost  when  vessel  sunk  in  collision. 

Next  of  kin:  Daughter,  Marie  Claudia  Vasensky,  2002  Hart  Lane  Street, 
Philadelphia,  Pa. 
Vasilian,  Pany,  blacksmith,  first  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Norfolk,  Va.,  May  23,  1917. 

Died :  U.  S.  S.  Cyclops,  June  14,  1918. 

Cause :  Lost  with  the  U.  S.  S.  Cyclops. 

Next  of  kin:  Mother,  Vasilicki  Sapundgogolon,  43  Serbethane  Street,  Pera, 
Constantinople,  Turkey. 
Vath,  Earl  Joseph,  electrician,  third  class  (R),  United  States  Naval  Reserve 
Force. 

Enrolled :  Chicago,  111.,  June  2,  1917. 

Died :  Naval  Air  Station,  Moutchie,  France,  August  20,  1918. 

Cause :  Bomb  explosion. 

Next  of  kin :  Father,  F.  A.  Vath,  6815  South  Union  Avenue,  Chicago,  111. 
Yelhage,  Francis  Buckley,  seaman,  second  class,  National  Naval  Volunteers. 

Enrolled  :  Hartford,  Conn.,  April  7,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  11,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Frank  R.  Velhage,  Levesque  Avenue,  Hartford,  Conn. 
Velie,  Harry  Glenn,  quartermaster,  second  class  (A),  United  States  Navy. 

Enlisted :  Chicago,  111.,  April  2,  1917. 

Died :  First  Aeronautic  Detachment,  Ayr,  Scotland,  March  8,  1918. 

Cause :  Result  of  accident. 

Next  of  kin :  Mother,  Mabel  A.  Weil,  928  Lawrence  Avenue,  Chicago,  111. 
Venable,  Alvia,  seaman,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  April  12,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  February  13,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  James  B.  Venable,  Wasco,  Oreg. 
Venable,  Horace  Leonard,  water  tender,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  December  12,  1911. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  28,  1918. 

Cause :  Pleurisy. 

Next  of  kin :  Father,  James  T.  Venable,  Poseyville,  111. 
Venable,  Robert  Francis,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  April  10,  1917. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  May  21,  1917. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Laura  B.  Troutman,  214  Wesley   Street,  Petosky 
Mich. 
Verbarg,  Augustus,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  September  21,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  May  19,  1918. 

Cause:  Diphtheria. 

Next  of  kin:  Mother,  Mrs.  Lucile  Verbarg,  622  North  Illinois  Street,  In- 
dianapolis, Ind. 
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Vekmeulen,  David,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted:  Newark,  N.  J.,  February  6,  1917. 

Died :  U.  S.  S.  Buena  Ventura,  September  16,  1918. 

Cause :  Ship  was  torpedoed  and  sunk  by  an  enemy  submarine. 

Next  of  kin :  Mother,  Mary  Vermeulen,  556  East  Eighteenth  Street,  Pater- 
son,  N.  J. 
Vernon,  George  Coulter,   apprentice  seaman,  United   States  Naval  Reserve 
Force. 

Enrolled :  Salt  Lake  City,  Utah,  July  17,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  6,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Father,  George  Washington  Vernon,  Sand  Coulee,  Cascade 
County,  Mont. 
Vernon,  Glenn  Daniel,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  July  16,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  Luther  Vernon,  Clarks  Hill,  Ind. 
Verrill,  Miles  James,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  December  15,  1916. 

Died :  Naval  hospital,  Great  Lakes,  111.,  May  5,  1917. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  James  K.  Verrill,  Doster,  Mich. 
Vice,   Thomas  Anthony,   quartermaster,   second   class,   United   States   Naval 
Reserve  Force. 

Enrolled:  San  Francisco,  Calif.,  June  12,  1917. 

Died :  U.  S.  S.  Wilhclmina,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Mrs.  Frances  Vice,  601  Agnes  Street,  New  Westminster, 
British  Columbia. 
Vidlund,  John  Henry,  chief  yeoman,  United  States  Navy. 

Enlisted :  Ishpeming,  Mich.,  May  28,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  of  missing  Cyclops. 

Next  of  kin :  Father,  August  E.  Vidlund,  619  Pine  Street  North,  Ishpem- 
ing, Mich. 
Viebey,  Charles  Wesley,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Newark,  N.  J.,  May  15,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause:  Killed  in  battle  with  enemy  submarine. 

Next  of  kin :  Mother,  Mrs.  Elizabeth  Coutant,  Marlborough,  N.  Y. 
Vieth,  Lawrence  Gerald,  musician,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Great  Lakes,  111.,  July  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Eliza  Vieth,  1729  Stephenson  Street,  Marinette,  Wis. 
Vigder,  Harry,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  January  9,  1918. 

Died :  Camp  Logan,  111.,  September  24,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Uncle,  Max  Arkin,  5444  Prairie  Avenue,  Chicago,  111. 
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Vtllablanca,  Edwardo,  mess  attendant,  first  class,  United  States  Navy. 

Enlisted :  New  London,  Conn.,  June  19,  1918. 

Died :  Naval  hospital.  New  London,  Conn.,  September  27,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Sister,  Mrs.  Bernardina  V.  DeCepeda,  124  Martises  Street, 
Cebu,  P.  I. 
Vinard,  Roy  Franklin,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  June  7,  1917. 

Died :  U.  S.  S.  Louisiana,  April  24,  1918. 

Cause:  Multiple  injuries. 

Next  of  kin  :  Father,  Ben  Vinard,  716  Hiawatha  Street,  Indianapolis,  Ind. 
Vincent,  Charles  Fridlev,  electrician,  second  class  (G),  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  July  3,  1915. 

Died :  U.  S.  S.  F-l,  December  17,  1917. 

Cause:  Drowned  at  sea. 

Next  of  kin  :  Father,  Phillip  Sheridan  Vincent,  213  Emerald  Avenue,  Re- 
dondo  Beach,  Calif. 
Vincent,  Pascal  Eno,  apprentice  seaman,  United  States  Navy. 

Enlisted  :  Boston,  Mass.,  May  4,  1917. 

Died  :  U.  S.  S.  Salem,  September  29,  1918. 

Cause:  Missing  from  motor  boat  which  was  returning  with  liberty  party. 

Next  of  kin :  Father,  Pascal  Vincent,  New  Ipswich,  N.  H. 
Vinson,  Norman   Craig,   seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enrolled :  Indianapolis,  Ind.,  April  25,  1918. 

Died :  Naval  air  station,  Paimboeuf,  September  21,  1918. 

Cause:  Fractured  skull,  complicated  by  meningitis. 

Next  of  kin:  Mother,  Mrs.  Ida  A.  Vinson,  HOGi  State  Street,  Lawrenceville, 
111. 
Vinson,  Thomas  Claude,  fireman,  third  class,   United  States  Naval  Reserve 
Force. 

Enrolled :  Nashville,  Tenn.,  July  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  12,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Mary  Atwood  Vinson,  R.  No.  1,  Mount  Hope,  Lawrence 
County,  Ala. 
Vogel,  Albert  Henry,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  March  20,  1917. 

Died :  S.  S.  Motano,  July  31,  1917. 

Cause :  Drowned  when  vessel  was  sunk. 

Next  of  kin:  Friend,  Brother  Paul,  St.  Mary's  Industrial  School,  Balti- 
more,  Md. 
Vogler,  Joseph  Albert,  landsman  for  electrician  (R),  United  States  Naval  Re- 
serve  Force. 

Enrolled:  Great  Lakes,  111.,  May  1,  3918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Influenza. 

Next  of  kin :  Sister,  Mary  Murphy,  4711  North  Kenton  Avenue,  Chicago,  111. 
Vogt,  Edwin  George,  landsman  for  carpenter's  mate  (A),  United  States  Navy. 

Enlisted:  Buffalo,  N.  Y.,  June  13,  191S. 

Died :  Naval  Air  Station,  Pensacola,  Fla.,  October  6,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  John  George  Vogt,  303  East  Street,  Buffalo,  N.  Y. 
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Voland,  Ernest  Ferdinand,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Camp  Logan,  111.,  January  10,  1918. 

Died :  Naval  Rifle  Range,  Wakefield,  Mass.,  March  29,  1918. 

Cause :   Diphtheria. 

Next  of  kin :  Father,  Philip  Voland,  R.  R.  No.  4,  Holland,  Mich. 
Vollmak,  Raymond  Edwtn,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Denver,  Colo.,  July  26,  1917. 

Died:  Receiving  ship,  Norfolk,  Va.,  March  10,  1918. 

Cause :   Drowned. 

Next  of  kin :  Father,  Charles  L.  Vollmar,  Platteville,  Colo. 
Volenec,  Feed  William,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  June  3,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  12,  1918. 

Cause :   Influenza. 

Next  of  kin :  Father,  Emil  Volenec,  3S  Ralph  Street,  Springfield,  Hampden 
County,   Mass. 
Von   Schkader,   Feederick,  apprentice  seaman,  United   States  Naval  Reserve 
Force. 

Enrolled:  Des  Moines,  Iowa,  May  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause :   Influenza. 

Next  of  kin :  Mother,  Imogene  Von  Schrader,  Maquoketa,  Iowa. 
Wachalac,  Robert  Francis,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enrolled :  Detroit.  Mich.,  July  1,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Mary  Vlecek  Wachalac,  R.  F.  D.  No.  3,  Merrill,  Mich. 
Waddeix,  Fred  Lee,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  May  9,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  board  missing  Cyclops. 

Next  of  kin :  Mother,  Josephine  Waddell,  Rochelle,  Ga. 
Wade,  Philip  Theodore,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Denver,  Colo.,  April  21,  1917. 

Died :  U.  S.  S.  Cheyenne,  September  21,  1917. 

Cause :  Drowned. 

Next  of  kin :  Brother,  Harry  C.  Wade,  Fort  Yellowstone,  Wyo. 
Wadington,  Elmer,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Providence,  R.  L,  May  19,  1917. 

Died :  Naval  station,  New  York,  N.  Y.,  March  10,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Henry  Wadington,  299  Indiana  Avenue,  Providence, 
R.  I. 
Wadleigh,  George  Edward,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enrolled :  Buffalo,  N.  Y.,  August  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Fred  P.  Wadleigh,  368  Norwood  Avenue,  Buffalo,  N.  Y. 


750 

Waff,  Lonnie,  oiler,  United  States  Naval  Reserve  Force. 

Enrolled :  U.  S.  S.  Cyclops,  May  19,  1917. 

Died :  U.  S.  S.  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Mrs.  W.  J.  Mulder,  1633  Prentis  Avenue,  Portsmouth, 
Va. 
Wagester,  Clayton  James,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  May  5,  1916. 

Died :  Naval  detention  camp,  Deer  Island,  Mass.,  October  7,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mrs.  Leo  Vogel,  417  Timber  Street,  Pontiac,  111. 
Waggoner,  William  Henry,  yeoman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Great  Lakes,  111.,  June  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause: Influenza. 

Next  of  kin :  Father,  W.  H.  Waggoner,  313  West  Pacific  Street,  Independ- 
ence, Mo. 
Wagner,  Nicholas  Henry  Joseph,  shipwright,  first  class,  United  States  Navy. 

Enlisted :  Butte,  Mont.,  June  3,  1914. 

Died :  U.  S.  S.  Chauncey,  November  19,  1917. 

Cause :  Drowned. 

Next  of  kin :  Father,  Jacob  Wagner,  2316  Frederick  Avenue,  Baltimore, 
Md. 
Wagner,   Walter  Carl,  seaman,  second  class,   United  States  Naval  Reserve 
Force. 

Enrolled :  Chicago,  111.,  June  4,  1918. 

Died :  Naval  hospital,  League  Island,  Pa.,  October  6,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mrs.  Henrietta  Wagner,  1621  South  Avers  Avenue, 
Chicago,  111. 
Wagner,  Whitney  Bastian,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  July  2,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Anna  E.  Wagner,  Tonganoxie,  Kans. 
Wagoner,  James  Albert,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  March  31,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  May  3,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin:  Father,  James  F.  Wagoner,  4513  National  Bridge  Road,  St. 
Louis,  Mo. 
Wagstaff,  Roscoe  Earle,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  November  18,  1916. 

Died :  S.  S.  Platuria,  September  15,  1917. 

Cause:  Lost  in  sinking  of  the  S.  S.  Platuria  by  a  German  submarine. 

Next  of  kin :  Uncle,  H.  F.  Jones,  Port  Norfolk,  Va. 
Wainscott,   Alfred,   hospital   apprentice,   second   class,   United   States   Naval 
Reserve  Force. 

Enrolled :  Louisville,  Ky.,  May  31,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Alice  Wainscott  Sewell,  Pleasureville,  Ky. 
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Wainweight,  Harry  Roe,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  Norfolk,  Va.,  July  15,  1918. 

Died :    Naval  hospital,  naval  base,  Virginia,  October  13,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mary  E.  Wainwright,  Odd,  York  County,  Va. 
Wainwright,  John  Freeman,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Norfolk.  Va.,  January  11,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  board  missing  Cyclops. 

Next  of  kin :  Mother,  Nora  Wainwright,  315  Loncoln  Street,  Portsmouth, 
Va. 
Wainwright,  William  Stewart,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Washington,  D.  C,  July  12,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  9,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Emma  Wainwright,  5402  Delancey  Street,  Philadel- 
phia, Pa. 
Wait,  Hanford,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  May  4,  1917. 

Died:  U.  S.  S.  Olympia,  February  28,  1918. 

Cause:  Diphtheria. 

Next  of  kin :  James  Wait,  Weiser,  Idaho. 
Waite,  Clarence  Russell,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  June  11,  1917. 

Died :  Naval  hospital,  New  York,  May  22,  1918. 

Cause:  Measles. 

Next  of  kin :  Mother,  Lillian  Waite,  Lanesboro,  Mass. 
Wakefield,  Fred  H.,  fireman,  first  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Bath,  Me.,  April  5,  1917. 

Died :  Attached  first  naval  district,  Boston,  Mass.,  October  1,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  George  H.  Wakefield,  Bath,  Me. 
Wakefield,   Harold  John,   gunner's  mate,   third   class,  United   States  Naval 
Reserve  Force. 

Enrolled :  Yonkers,  N.  Y.,  March  30,  1917. 

Died :  St.  Joseph's  Hospital,  Yonkers,  N.  Y.,  November  8,  1918. 

Cause :  Injuries  received  in  automobile  accident. 

Next  of  kin :   Father,   John  Wakefield,   Mann  and  Clinton   Streets,   East 
Orange,  N.  J. 
Wakefield,  John  Thompson,  chief  electrician,  United  States  Navy. 

Enlisted:  Milwaukee,  Wis.,  September  1,  1915. 

Died :  U.  S.  S.  Mercy,  October  2,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mary  J.  Wakefield,  Heyworth,  111. 

Walbert,  Raymond  Leroy,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  Allen  town,  Pa.,  June  3,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  8,  1918. 
Cause :  Influenza. 
Next  of  kin :  Mother,  Ella  Walbert,  811  Cameron  Street,  Philadelphia,  Pa. 
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Walczak,  Joseph,  Jr.,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  June  2,  1917. 

Died:  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Apolouia  Walczak,  2G18  Mary  Street,  Chicago,  III. 
Walden,  Mark  Joseph,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Meridian,  Miss.,  June  25,  1918. 

Died :  U.  S.  S.  Comfort,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Francis  Walden,  2024  Cherry  Street,  Vicksburg, 
Miss. 
Waldkon,  Frank  William,  printer,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Minneapolis,  Minn.,  June  19,  1918. 

Died  :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Influenza. 

Next  of  kin:  Wife,  Margaret  Waldron,  310  East  Fifteenth  Street,  Minne- 
apolis, Minn. 
Walet,  Charles  George,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  May  27,  1918. 

Died :  U.  S.  S.  Pocahontas,  October  11   1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lydia  Goncoulia  Walet,  Loreauville,  La. 
Walgenbach,  Leo  Matthew,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enrolled :  Milwaukee,  Wis.,  July  6,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Frank  Walgenbach,  R.  R.  No.  5,  Fond  du  Lac,  Wis. 
Walker,  Arthur  David,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  June  4,  1917. 

Died :  U.  S.  S.  Mississippi,  October  18,  1918. 

Cause:  Acute  dilation  of  heart. 

Next  of  kin :  Mother,  Emma  Augusta  Walker,  Milan,  111. 
Walker,  Ben  Lawrence,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  October  6,  1917. 

Died :  Naval  station,  Great  Lakes,  III.,  May  9,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Will  B.  Walker,  Viejo,  Tex. 
Walker,  Charles  Glen,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Detroit,  Mich.,  July  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Flora  Adell  Walker,  609  St.  John  Street,  Ypsilanti, 
Mich. 
Walker,  Earl  Clapp,  seaman,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  November  22,  1916. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  May  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Sister,  Mrs.  Josephine  W.  Kent,  1479  Guerrero  Street,  San 
Francisco,  Calif. 


Walker,  Ernest  Dorando,  wardroom  cook,  United  States  Naval  Reserve  Force. 

Enrolled:  New  York,  N.  Y.,  May  7,  1917. 

Died :  U.  S.  S.  Sultana,  September  26,  1917. 

Cause:  Accidental  drowning. 

Next  of  kin :  Wife,  Anna  W.  Walker,  16  Cornelia  Street,  New  York,  N.  Y. 
Walker,  George  Emery,  mess  attendant,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  New  London,  Conn.,  June  22,  1918, 

Died :  Naval  hospital,  Rhode  Island,  September  21,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Edith  W.  Morris,  195  Main  Street,  New  London,  Conn. 
Walker,   Harold  Austin,   apprentice  seaman,  United   States  Naval  Reserve 
Force. 

Enrolled :  Sault  Ste.  Marie,  Mich.,  May  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Carrie  Walker,  115  Tenth  Avenue,  Sault  Ste.  Marie, 
Mich. 
Walker,  James,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  Charleston,  S.  C,  May  15,  1916. 

Died :  Naval  hospital,  Chelsea,  Mass.,  November  14,  1917. 

Cause :  Nephritis,  chronic. 

Next  of  kin :  Wife,  Rose  Walker,  Chicora  Place,  S.  C. 
Walker,  Robert,  steerage  steward,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  September  27,  1917. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause:  Died  when  boat  was  torpedoed  and  sunk. 

Next  of  kin :  Brother,  George  Walker,  262  Clermont  Avenue,  Brooklyn, 
N.  Y. 
Walkinshaw,  Robert  Joel,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  San  Pedro,  Calif.,  April  12,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  17,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Father,  David  William  Walkinshaw,  Yuma,  Ariz. 
Wall,  Adrain,  landsman  for  electrician   (R.),  United  States  Naval  Reserve 
Force. 

Enrolled:  Peoria,  111.,  February  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Russell  Wall,  441  Siegle  Street,  Decatur,  111. 
Wall,  Bryon,  seaman,  second  class,  United  States  Navy. 

Enlisted :  St.  Joseph,  Mo.,  May  18,  1917. 

Died ;  Naval  hospital,  Norfolk,  Va.,  April  18,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Frank  K.  Wall,  King  City,  Mo. 
Wall,  James,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  May  S,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Emily  Ruber,  Rockland,  Mich. 
174483—20 48 
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Wall,  Louis  Wilford,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Parkersburg,  W.  Va.,  May  30,  1918. 

Died;  Naval  hospital,  naval  base,  Virginia,  October  1,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mrs.  F.  H.  Wall,  Newark,  Ohio. 
Wallace,  Arthur  Joseph,  chief  gunner's  mate,  United  States  Navy. 

Enlisted :  Washington,  D.  C,  February  16,  1917. 

Died:  Receiving  ship,  Puget  Sound,  Wash.,  August  2,  1917. 

Cause:  Poisoned  by  bichloride  of  mercury. 

Next  of  kin :  Wife,  Myrtle  E.  Wallace,  722  Sixth  Street,  Bremerton,  Wash. 
Wallace,  Arthur  Ray,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Oklahoma  City,  Okla.,  December  15,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  February  7,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Eliza  Wallace,  Mount  Ida,  Ark. 
Wallace,  Claude  Floran,  apprentice  seaman,  United  States  Navy 

Enlisted:  Kansas  City,  Mo.,  December  15,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  25,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  George  F.  Wallace,  Basher,  Mo. 
Wallace,  Homer  Edwin,  baker,  second  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  December  15,  1917. 

Died :  U.  S.  S.  Westgate,  October  7,  1918. 

Cause :  Lost  life  when  U.  S.  S.  Westgate  was  sunk. 

Next  of  kin :  Mother,  Hettie  Wallace,  R.  F.  D.  No.  2,  La  Belle,  Mo. 
Wallace,  Robert  Henry,  chief  water  tender,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  July  5,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  15,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Cyrus  James  Wallace,  Deerfield,  Kans. 
Wallace,  Walter  Edward,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Providence,  R.  I.,  March  6,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  9,  1918. 

Cause :  Multiple  burns. 

Next  of  kin :  Mother,  Elma  Wallace,  24  Broad  Street,  Providence,  R.  I. 
Wallace,  William,  landsman  for  quartermaster  (A),  United  States  Naval  Re- 
serve Force. 

Enrolled :  St.  Louis,  Mo.,  May  25,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  4,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Theresa  Miller  Coester,  3315  Watson  Road,  St.  Louis, 
Mo. 
Wallen,  Harold  Clarence,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  July  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Anna  Wallen,  Britt,  Iowa. 
Wallen,  Johannes  Karl,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Brooklyn,  N.  Y.,  February  23,  1916. 

Died :  U.  S.  S.  Martha  Washington,  February  4,  1918, 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Karl  P.  Wallen,  125  Smith  Street,  Edgewood,  R.  I. 
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Wallender,   Clarence  Elmer,   chief  boatswain's  mate,   United   States  Naval 

Reserve  Force. 
Enrolled:  Duluth,  Minn.,  June  18,  1917. 
Died :  Naval  hospital,  League  Island,  Pa.,  August  19,  1918. 
Cause :  Tuberculosis  of  peritoneum. 
Next  of  kin:  Mother,  Mrs.  Ida  Wallender,  1012  Belknap  Street,  Superior, 

Wis. 
Waller,  Laurama  Malone,  apprentice  seaman,  United  States  Navy. 
Enlisted :  Nasliville,  Tenn.,  November  15,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  December  17,  1917. 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Amos  Luther  Waller,  Juno,  Tenn. 
Wallin,  Albert  Clarence,  pharmacist's  mate,  second  class,  United  States  Navy. 
Enlisted:  Chicago,  111.,  May  5,  1915. 
Died :  Naval  hospital,  Norfolk,  Va.,  January  25,  1918. 
Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mrs.  Ida  C.  Wallin,  8821  Burley  Avenue,  Chicago,  111. 
Walmsley,  James  Thomas,  seaman,  United  States  Naval  Reserve  Force. 
Enrolled :  Newark,  N.  J.,  March  11,  1918. 
Died :  Naval  hospital,  Norfolk,  Va.,  October  4,  1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mary  Ann  Walmsley,  41  Morris  Street,  Paterson,  N.  J. 
Walquist,  Delmer  Le  Roy,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enrolled:  Minneapolis,  Minn.,  April  29,  1918. 
Died :  Naval  hospital,  naval  base,  Virginia,  September  29,  1918. 
Cause :  Pneumonia. 
Next    of   kin:  Mother,    Johanna    Johnson,    2647    Dupont    Avenue    North, 

Minneapolis,  Minn. 
Walsh,  Frederick  James,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enrolled:  Milwaukee,  Wis.,  July  10,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 
Cause :  Influenza. 

Next  of  kin :  Edith  Walsh,  Eagle  River,  Wis. 
Walsh,  John  James,  landsman  for  carpenter's  mate  (A),  United  States  Naval 

Reserve  Force. 
Enrolled :  San  Francisco,  Calif.,  January  8,  1918. 
Died :  Naval  training  camp,  San  Diego,  Calif.,  April  27,  1918. 
Cause :  Pneumonia,  lobar. 
Next   of   kin :  Father,   Dennis    James   Walsh,   817   Harrison    Street,    San 

Francisco,  Calif. 
Walsh,  Joseph  James,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enrolled :  Brooklyn,  N.  Y.,  April  23,  1918. 
Died :  Naval  station,  Montauk,  N.  Y.,  October  31,  1918. 
Cause :  Pneumonia. 
Next  of  kin :  Mother,  Catherine  Walsh,  633   Second  Avenue,  New  York, 

N.  Y. 
Walsh,  Thomas  Alfred,  machinist's  mate,  first  class,  United  States  Navy. 
Enlisted :  Puget  Sound,  Wash.,  January  11,  1915. 
Died :  U.  S.  S.  F-l,  December  17,  1917. 
Cause:  Drowned. 
Next  of  kin :  Mother,  Anna  A.  O'Brien,  630  Swan  Avenue,  Hillyard,  Wash. 
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Walsh,  William  Lawrence,  chief  water  tender,  United  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  May  22,  191S. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,   Ellen    Walsh,   15  Bainbridge   Street,   Charlestown, 
Mass. 
Walstead,  Stanley  Gustave,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Great  Lakes,  111.,  August  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause :  Influenza. 

Next   of   kin :  Mother,   Christine   Rundine   Walstead,   1414   North    Keeler 
Avenue,  Chicago,  111. 
Walston,  James  Hollins,  apprentice  seaman,  United   States  Naval   Reserve 
Force. 

Enrolled :  Birmingham,  Ala.,  May  29,  1918. 

Died:  Naval  hospital,  Norfolk,  Va.,  September  25,  5918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mary  Lynn  Walston,  Russellville,  Ala. 
Walters,  Alfred,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Minneapolis,  Minn.,  July  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Gertrude  Walters,  Park  Falls,  Wis. 
Walters,  Charles  Hartley,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Jackson,  Miss.,  December  4,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  30,  1917. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  Rev.   Marion   Walters,  920  Tenth   Avenue,   Laurel, 
Miss. 
Walters,  James  Raymond,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Cleveland,  Ohio,  March  20,  1917. 

Died :  Naval  hospital,  Washington,  D.  C,  June  6,  1917. 

Cause :  Cerebrospinal  meningitis. 

Next  of  kin :  Mother,  Jeann.ette  Walters,  12109  Chesterfield  Avenue,  Cleve- 
land, Ohio. 
Walters,  Wallace  Bryan,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  July  1G,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Frederick  Walters,  Riley,  Kans. 
Walton,  James  Foester,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  August  29,  1917. 

Died :  S.  C.  No.  190,  June  26,  1918. 

Cause :  Lost  overboard. 

Next  of  kin :  Father,  David  A.  Walton,  5335  Burgess  Avenue,  Indianapolis, 
Ind. 


Walton,  Robert  Lee,  ship's  cook,  fourth  class,  United  States  Navy. 
Enlisted:  Atlanta,  Ga.,  September  11,  3917. 
Died:  U.  S.  S.  Lakemoor,  April  11,  191S. 

Cause :  Drowned  when  vessel  was  torpedoed  by  enemy  submarine. 
Next  of  kin :  Mother,   Reberta   Pachell   Walton,  15  East   Harris   Street, 

Atlanta,   Ga. 
Walthrip,   Hobart  Theodore,   carpenter's   mate,   second   class,   United   States 

Naval  Reserve  Force. 
Enrolled :  Louisville,  Ky.,  June  3,  1918. 

Died :  Naval  air  station,  Eastleigh,  England,  October  17,  1918. 
Cause :  Pneumonia,  lobar. 
Next  of  kin:  Mother,  Myrtle  Hamacher  Walthrip,  2537  West  Main  Street. 

Louisville,  Ky. 
Walworth,  Karl  Allen,  fireman,  second  class,  United  States  Naval  Reserve 

Force. 
Enrolled :  San  Francisco,  Calif.,  August  8,  1917. 
Died :  Army  Base  Hospital  No.  101,  October  27,  1918. 
Cause:  Pneumonia. 
Next  of  kin:  Father,  David  Henry  Walworth,  420  York  Street,  Vallejo, 

Calif. 
Walzer,  Eugene  William,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enrolled :  Newark,  N.  J.,  July  2,  1918. 

Died:  Naval  hospital,  Pelham  Pay  Park,  N.  Y.,  October  9,  1918. 
Cause :  Broncho-pneumonia. 
Next  of  kin :  Mother,  Mary  Walzer,  896  South  Twentieth  Street,  Newark, 

N.  J. 
Ward,  Andrew  Ray,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enrolled :  Nashville,  Tenn.,  July  16,  1918. 
Died :  Naval  hospital,  New  Orleans,  La.,  October  11,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Julia  Everett  Ward,  R.  F.  D.  8,  McKenzle,  Tenn. 
Ward,  Charles  Ebben,  seaman,  United  States  Naval  Reserve  Force. 
Enrolled  :  Cutler,  Me.,  May  17,  1917. 
Died :  Little  River  Light,  Cutler,  Me.,  October  15,  1918. 
Cause :  Pneumonia,  bronchial. 
Next  of  kin :  Wife,  Iva  M.  Ward,  Cutler,  Me. 
Ward,  Charlie,  fireman,  first  class,  United  States  Navy. 
Enlisted:  Kansas  City,  Mo.,  April  21,  1917. 
Died :  U.  S.  S.  Mauley,  March  19,  1918. 
Cause:  Killed  in  explosion  at  sea. 
Next  of  kin :  Sister,  Mrs.  Dora  Rose.  Rosedale,  Kans. 
\'.\Rn.  Ernest,  landsman  for  quarterm.isfer  (A),  United  States  Naval  Reserve 

Force. 
Enrolled :  Pensacola,  Fla.,  July  3,  1918. 
Died:  Naval  air  station,  Pensacola,  Fla.,  October  6,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mrs.  Josephine  Ward,  Route  A,  box  37,  Atmore,  Ala. 
Ward.  Ferman  Briscoe,   seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enrolled:  Raleigh,  N.  C,  June  4,  1918. 
Died :  Naval  hospital,  naval  base,  Va.,  October  3,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin :  Father,  William  G.  Ward,  Nealsville,  N.  C. 
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Ward,  George,  fireman,  second  class,  United  State  Navy. 

Enlisted:  Minneapolis,  Minn.,  May  5,  1917. 

Died:  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Died  when  U.  S.  S.  Lakemoor  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Mother,  Pemima  E.  Ward,  Baldwin,  N.  Dak. 
Ward,  Homer  Frank,  seaman,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  April  13,  1917. 

Died :  U.  S.  S.  Mercy,  October  14,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Henry  A.  Ward,  101  High  Street,  San  Antonio,  Tex. 
Ward,  Raymond  Kemling,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  June  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Anna  C.  Ward,  2106  West  One  hundred  and  fourth 
Street,  Cleveland,  Ohio. 
Ward,  Stephen  Bradford,  ship's  cook,  fourth  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Tampa,  Fla.,  June  7,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  11,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Mrs.  Mollie  Ward,  Yhor  City,  Tampa,  Fla. 
Ward,  Thomas  Patrick,  fireman  third  class,  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  December  14,  1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  February  1,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Johanna  C.  Ward,  Gretna,  Nebr. 
Ward,  William  David,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  April  19,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Mother,  Mary  Ward,  Jennings,  Fla. 
Wardick,  Harry  Beckett,   apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled  :  Philadelphia,  Pa.,  June  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Emma  Beckett  Wardick,  6154  Grays  Avenue,  Phila- 
delphia, Pa. 
Wareing,  Edgar  Thomas,  Quartermaster,  second  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  December  19,  1917. 

Died :  Naval  air  station,  Pensacola,  Fla.,  June  23,  191S. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Father,  Thomas  Wareing,  300  Washington  Avenue,  Albany, 
N.  Y. 
Warfield,  Thornton,   chief  machinist's   mate,   United   States  Naval  Reserve 
Force. 

Enrolled :  New  York  City,  May  21,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Laura  Warfield,  2035  Dean  Street,  Brooklyn,  N.  Y. 
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Waego,  Frank,  fireman,  second  class,  United  States  Navy. 
Enlisted:  New  Haven,  Conn.,  April  9,  1917. 
Died :  U.  S.  S.  Cherokee,  February  26,  1918. 
Cause :  Drowning. 
Next  of  kin :  Father,  George  Wargo,  732  Maple  Street,  Bridgeport,  Conn. 

Waelick,  James,  water  tender,  United  States  Navy. 

Enlisted :  Fortress  Monroe,  Va.,  December  17,  1916. 

Died :  Naval  hospital,  League  Island,  Pa.,  March  13,  1918. 

Cause :  Poisoning,  wood  alcohol,  acute. 

Next  of  kin :  Mother,  Lulu  Warlick,  Childersburg,  Ala. 
Warlsh,  Charles:  Jr.,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  June  1,  1917. 

Died :  Naval  air  station,  Cape  May,  N.  J.,  May  5,  1918. 

Cause :  Drowned. 

Next  of  kin:  Father,   Charles  Warlsh,    sr.,   514  Fourth   Street,  New  Or- 
leans, La. 
Warner,  Benjamin,  oiler,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  September  24,  1915. 

Died :  Naval  hospital,  Washington,  D.  O,  March  12,  1918. 

Cause :  Apoplexy. 

Next  of  kin :  Mother,  Nora  Warner,  936  Sixth  Street  NW.,  Washington, 
D.  C. 
Warner,  Charles  Henry,  electrician,  third  class  (G),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Great  Lakes,  111.,  June  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  9,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Bertha  Warner,  2332  North  Avers  Avenue,  Chicago, 
111. 
Warner,  Elvin  Martin,  landsman  for  yeoman,  United  States  Navy. 

Enlisted:  Philadelphia,   Pa.,   July   1,   1918. 

Died :  Naval  hospital,  Newport,  R.  L,  September  26,  1918. 

Cause :  Broncho-pneumonia. 

Next   of  kin:  Mother,    Mrs.    Sarah   Warner,   1264   North   Newkirk    Street, 
Philadelphia,   Pa. 
Warner,  Fred  Burdett,  fireman,  second  class,  United  States  Navy. 

Enlisted  :  Minneapolis,  Minn.,  March  28,  1917. 

Died:  U.   S.   S.  South  Dakota,  October  5,  1917. 

Cause :  Poisoning. 

Next  of  kin:  Mother,  Ella  Warner,  205  East  Seventeenth   Street,  Minne- 
apolis, Minn. 
Warren,  Charles,  fireman,  first  clars,  United  States  Navy. 

Enlisted :  Puget  Sound,  Wash.,  October  15,  1915. 

Died:  U.  S.  S.  Frederick,  December  11,  1917. 

Cause :  Contusion  of  chest. 

Next  of  kin :  Father,  C.  F.  A.  Warren,  Kurtistown,  Isd  Olaa,  Hawaii. 
Warren,  Samuel  Firth,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Oklahoma  City,  Okla.,  June  22,  1917. 

Died:  Naval  Hospital,  New  York,  February  22,  1918. 

Cause :  Mastoiditis,   acute. 

Next  of  kin:  Mother,  Anna  Warren,  Hallett,  Okla. 
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Warren,  Mrs.  Stelle  Grant,  landsman  for  yeoman.  United  States  Naval  Re- 
serve Force. 

Enrolled:  Boston,  Mass.,  November  4,  1918. 

Died :  Boston,  Mass.,  December  7,  1918. 

Cause:  Pneumonia,   following   influenza. 

Next  of  kin:  Husband,  Charles  F.  Warren,  17   White  Street,  Haverhill, 
Mass. 
Wase,  Charles  Alexander,  electrician,  second  class,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  November  8,  1915. 

Died :  U.  S.  S.  Delaware,  July  22,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Charles  Wase,  185  Duncan  Avenue,  Jersey  City,  N.  J. 
Washington,  Thomas  Lee,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enrolled:  Detroit,  Mich.,  July  23,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  26.  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Bridget  Washington,  Ruthven,  Iowa. 
Wassberg,  Reynold  Vitalis,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Ishpeming,  Mich.,  May  13,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  May  2.  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  Wassberg,  Hibbing,  Minn. 
Warren,  Thomas,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  June  13,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  December  21,  1917. 

Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Father,  Roderick  Warren,  1027  South  State  Street,  Chicago, 
111. 
Wassom,  Grant  Grover,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  December  12.  1917. 

Died :  Naval  training  camp.  San  Diego,  Calif.,  February  28.  1918. 

Cause :  Measles. 

Next  of  kin  :  Mother,  Rilla  Wassom,  Harrisburg,  Oreg. 
Wasson,  Robert  Henry,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Houston,  Tex.,  May  5,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  June  28,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin  :  Mother,  Mrs.  J.  A.  Gallemore,  Rice,  Tex. 
Waszkiewicz,    Peter   Edward,   electrician,   third   class,   United    States   Naval 
Reserve  Force. 

Enrolled :  Detroit,  Mich.,  July  29,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  2, 1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Mother,  Veronica  Waszkiewicz. 
Waters,  Joseph  James,  painter,  third  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  November  19,  1917. 

Died :  U.  S.  S.  Orion,  August  9,  1918. 

Cause :  Drowning. 

Next  of  kin :  Mother,  Annie  Waters,  333  Boylston  Street,  Brookline,  Mass. 
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Waters,  Watt  Chrinshaw,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Dallas,  Tex.,  June  24,  1918. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  September  18,  1918. 

Cause :  Appendicitis,  chronic. 

Next  of  kin :  Father,  Thomas  Womae  Waters,  Corbet,  Tex. 
Watkins,  Thomas,  fireman,  second  class,  United  States  Navy. 

Enlisted  :  St.  Louis,  Mo.,  May  29,  1917. 

Died  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  misr  big  Cyclops. 

Next  of  kin :  Brother,  Edward  Watkins,  Melcher,  Iowa. 
Watkins,  Walter  Wallace,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  August  6,  1918. 

Died :  Mare  Island,  Calif.,  October  19,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  W.  Watkins,  Llanco,  Tex. 
Watson,  Gwynne  Lurvey,  seaman.  United  States  Navy. 

Enlisted :  El  Paso,  Tex.,  September  29,  1915. 

Died :  U.  S.  S.  Pittsburgh,  October  24, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Ruby  Lurvey  Watson,  box  725,  Mesa,  Ariz. 
Watson,  Harvey  Lee,  Jr.,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Omaha,  Nebr.,  December  12, 1917. 

Died :  Naval  station,  Great  Lakes,  111.,  March  5, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Harvey  J.  Watson,  Beaver  City,  Nebr. 
Watson,  Herbert  Fenn,  electrician  (R),  third  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  April  7,  1917. 

Died:   Steamship  Antilles,  October  17,  1917. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Mother,  Mrs.  Jenny  G.  Seger,  Rutland,  Mass. 

Watson,  James,  chief  quartermaster,  United  States  Navy. 

Enlisted :  Puget  Sound,  Wash.,  November  22,  1915. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  27,  1918. 

Cause :   Pneumonia. 

Next  of  kin :   Wife,  Frances  Hazel  Watson,   500  Ninth  Avenue,   Seattle. 
Wash. 
Watson,  John   Francis,  fireman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Chicago,  III.,  May  7,  191S. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  30,  1918. 

Cause :   Pneumonia. 

Next  of  kin :  Father,  John  M.  Watson,  53  Ward  Street,  Paterson,  N.  J. 
Watson,  Lawrence  Sanford,  storekeeper,  third  class,  United  States  Navy. 

Enlisted:  Bangor,  Me.,  May  7,  1917. 

Died :  U.  S.  S.  Salem,  September  29,  1918. 

Cause:  Missing  from  motor  boat  which  was  returning  with  liberty  party  to 
U.   S.   S.   Salem. 

Next  of  kin:  Mother,  Eva  Lillian  Watson,  Perry,  Me. 
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Watson,  Ralph  Carleton,  engineman,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Me.,  February  8,  1917. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause :   Explosion. 

Next  of  kin:  Alice  M.  Watson,  212  West  One  hundred  and  eighty -fourth 
Street,  New  York,  N.  Y. 
Watson,  William  Franklin,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  December  14,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  March  2,  1918. 

Cause :   Pneumonia. 

Next  of  kin :  Mother,  Lucinda  Watson,  Driftwood,  Tex. 
Wattees,   William   Henry,   Jr.,   carpenter's  mate,   first  class,  United   States 
Naval   Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  May  22,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  27,  1918. 

Cause :   Influemia. 

Next  of  kin:  Father,  William  Henry  Watters,  843  Boulevard,  Bayonne, 
N.J. 
Watts,  John  Russell,  apprentice  seaman,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  March  7,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  3,  1918. 

Cause :   Psychosis,  manic  depressive. 

Next  of  kin :  Mother,  Etta  Green,  720  Minnesota  Avenue,  Joplin,  Mo. 
Wead,  Kenneth  Dale,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Indianapolis,  Ind.,  August  7,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Hattie  Bowers  Wead,  218  Wilden  Avenue,  Goshen,  Ind. 
Weathers,  John  Wesley,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Columbia,  S.  C,  July  7,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  missing  Cyclops. 

Next  of  kin :  Mother,  Mrs.  M.  E.  Weathers,  Bowman,  S.  C. 
Weaver,  Charlie  C,  fireman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled  :  St.  Louis,  Mo.,  July  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  27,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Emma  Norton  Weaver,  Low  Wossie,  Mo. 
Weaver,  Forrest  Chester,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Newport.  R.  I.,  May  11,  1918. 

Died :  Newport,  R.  I.,  September  25,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Frank  H.  Weaver,  247  Smith  Street,  Providence,  R.  I. 
Weaver,  Ira,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  April  16,  1917. 

Died:  U.  S.  S.  America,  October  9,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Victoria  Weaver,  Blairsville,  Ga. 
Weaver,  Joseph  Edwin,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Philadelphia,  Pa.,  May  31,  1918. 

Died:  St.  Louis,  Mo.,  October  4,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Minerva  B.  Weaver,  McSherrystown,  Pa. 
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Weaver,  Luther  Obeklin,  seaman,  United  States  Naval  Reserve  Force. 
Enrolled:  New  York,  N.  Y.,  April  10,  1917. 
Died :  U.  S.  S.  Alcedo,  November  5,  1917. 
Cause :  Sinking  of  ship. 

Next  of  kin:  Father,  Eli  Witner  Weaver,  25  Jefferson  Avenue,  Brooklyn, 
N.  Y. 
Webb,  Barney,  apprentice  seaman,  United  States  Navy. 
Enlisted:  Dallas,  Tex.,  February  10,  1917. 
Died :  Naval  hospital,  Great  Lakes,  111.,  March  23,  1918. 
Cause :  Measles ;  pneumonia,  lobar ;  pleurisy. 

Next  of  kin :  Father,  Austin  Webb,  Timpson,  Tex.,  general  delivery. 
Webb,  Chester  William,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  Baltimore,  Md.,  December  6,  1917. 
Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 
Cause :  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin:   Mother,   Mrs.   Rebecca   Webb,  904  North  Broadway,   Balti- 
more, Md. 
Webb,  Earle  Douglas,  ship  fitter,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  Allentown,  Pa.,  May  24,  1918. 
Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  3,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Jennie  Webb,  331  Ridge  Avenue,  Kingston,  Pa. 
Webb,  Henry  Glenn,  seaman,  United  States  Navy. 
Enlisted :  Cleveland,  Ohio,  July  13,  1917. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  16,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Father,  H.  M.  Webb,  358  Hinman  Street,  Akron,  Ohio. 
Webb,  Norman  Emmett,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Nashville,  Tenn.,  January  24,  1917. 
Died:  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  Lost  on  missing  Cyclops. 

Next  of  kin :  Mother,  Mrs.  Myrtle  Webb,  4133  Sherman  Avenue,  Cincinnati, 
Ohio. 
Webb,  Richard  Lane,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enrolled :  New  Bedford,  Mass.,  May  15,  1917. 
Died :  Naval  hospital,  Newport,  R.  I.,  June  16,  1917. 
Cause :  Pneumonia. 

Next  of  kin :  Father,  Harry  W.  Webb,  Bucksport,  Me. 
Webber,  Joseph  Ross,  apprentice  seaman,  United  States  Navy. 
Enlisted:  Chicago,  111.,  November  17,  1917. 
Died :  Naval  hospital,  Great  Lakes,  111.,  January  3,  1918. 
Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  George  Webber,  4720  North  Spaulding  Avenue,  Chi- 
cago, 111. 
Weber,  Carl  Henry,  landsman  for  electrician  (R),  United  States  Naval  Reserve 
Force. 
Enrolled:  Cincinnati,  Ohio,  June  3,  1918. 
Died:  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 
Cause :  Influenza. 

Next  of  kin:  Wife,  Ruth  McGilliard  Weber,  R.  F.  D.  5,  Mount  Healthy, 
Ohio. 
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Weber,  Charles  Joseph,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  San  Francisco,  Calif.,  December  10,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  July  1G,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Clara  Weber,  Mountain  View,  Calif. 
Weber,  Erwin  William,  landsman  for  machinist's  mate   (A.),  United  States 
Naval  Reserve  Force. 

Enrolled :  Detroit,  Mich.,  June  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother.  Emma  Louise  Weber,  Walkerville,  Ontario,  Canada. 
Weber,  Francis  Xavier,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  April  30,  1917. 

Died :  Naval  hospital,  New  York,  July  24,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Brother,  Emil  Weber,  54  Rossler  Street,  Sloan,  N.  Y. 
Weber,  Joseph  Leonard,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Patchogue,  N.  Y.,  April  14,  1917. 

Died :  Naval  station,  New  York,  February  7,  1918. 

Cause:  Pleurisy  suppurative. 

Next  of  kin :  Mother,  Mrs.  Ella  L.  Weber,  31  Conklin  Avenue,  Patchogue, 
N.  Y. 

Weber,  Pleaz  Lee,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  April  27,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111 ,  May  19,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin  :  Mother,  Lillie  C.  Weber,  Nixon,  Tex. 
Weber,  Walter  Asbury,  seaman,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  4,  1917. 

Died :  U.  S.  S.  Louisiana,  June  15,  1918. 

Cause :  Drowning. 

Next  of  kin:  Mother,  Ida  C.  Weber,  411  South  Poppleton  Street,  Baltimore. 
Md. 
Webster,  Clayton  Andrew,  electrician,  first  class,  United  States  Navy. 

Enlisted :  Kansas  City.  Mo.,  February  15,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  of  missing  Cyclops. 

Next  of  kin  :-  Sister,  Miss  Neva  Webster,  Hutchinson,  Kans. 
Webster,  Harold  C,  seaman,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  December  4,  1917. 

Died:  Naval  hospital,  Groat  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Mrs.  Elnora  Webster,  South  Haven,  Mich. 
Webster,   Herbert  Edgar,   moss   attendant,   third    class,   United    States   Naval 
TJeserve  Force. 

Enrolled  :  New  York.  N.  Y  ,  October  12,  1917. 

Died :  U.  S.  S.  Cherokee,  February  20,  1918. 

Cause:  Drowning. 

Next  of  kin :  Mother,  Elvera  Webster,  Brooklyn,  N.  Y. 
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Websteb,  Thubman  Hopkins,  yeoman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Baltimore,  Md.,  July  26,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  27, 1918. 

Cause :  Disease. 

Next  of  kin :  Wife,  Mrs.  Maude  B.  Webster,  Mount  Vernon,  Md. 
Weddell,  Thomas  MacMillan,  landsman  for  quartermaster  (A.),  United  States 
Navy. 

Enlisted :  Chicago,  111.,  April  9,  1917. 

Died :  Naval  Air  Station,  Le  Croisic,  France,  July  1,  1918. 

Cause :  Seaplane  accident. 

Next  of  kin:  Father,  Thomas  R.  Weddell,  62  North  Lincoln  Street,  Hins- 
dale, 111. 
Wedel,  Carl  Fred,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  July  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26, 1918. 

Cause: Influenza. 

Next  of  kin :  Mother,  Emma  Wedel,  2148,  Jackson  Boulevard,  Chicago,  111. 
Weed,  David  Jonathan,  apprentice  seaman.  United  States  Navy. 

Enlisted  :  New  Haven,  Conn.,  December  4,  1917. 

Died :  Naval  hospital,  Newport,  R.  L,  December  17,  1917. 

Cause:  Psychosis,  manic  depressive. 

Next  of  kin :  Fatber,  Thomas  W.  Weed,  101  Cellar  Street,  Norwalk,  Conn. 
Weed,  Earl  Myron,  seamau,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled  :  Kansas  City,  Mo.,  May  17,  1918. 

Died :  Naval  base  hospital  No.  5,  Brest,  France,  September  27,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Father,  Fred  Owille  Weed,  Laredo,  Mo. 
Weeden,  Carl  Franklin,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  April  5,  1918. 

Died :  Navy  yard.  Mare  Island,  Calif.,  July  7,  191S. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Katie  Weeden,  2152  Wall  Street,  Idaho  Springs,  Colo. 
Weeks,  Roland  James,  pharmacist's  mate,  third  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Bath,  Me.,  May  21, 1917. 

Died :  Key  West,  Fla.,  September  29,  1918. 

Cause :  Drowning. 

Next  of  kin :  Mother,  Fannie  S.  Weeks,  89  Green  Street.  Bath,  Me. 
Wehmhoener,  Louis,  quartermaster,  third  class.  United  States  Navy. 

Enlisted  :  Oklahoma  City,  Okla.,  April  18,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H„  March  23,  1918. 

Cause:  Pleurisy. 

Next  of  kin :  Father,  Fred  Wehmhoener,  Deming,  N.  Mex. 
Weidler,  Franklin  Andrew,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Williamsport,  Pa.,  May  15,  1917. 

Died :  U.  S.  S.  Vliarlcston,  October  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Frank  Vincent  Weidler,  156  Sixth  Street,  Renova,  Pa. 
Weight,  Carl  Lewis,  fireman,  second,  United  States  Navy. 

Enlisted :  Milwaukee,  Wis.,  May  13,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  5,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Henry  Weight,  Rhinelander,  Wis. 
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Weinhold,  George  Isaac,  apprentice  seaman,  United  States  Navy. 

Enlisted  :  Minneapolis,  Minn.,  December  14,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  20,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Minnie  Hornberger,  Cottonwood,  Minn. 
Weinstein,  Jacob,  hospital  apprentice,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Buffalo,  N.  Y.,  May  24,  1918. 

Died :    Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Morris  Weinstein,  757  Market  Street,  Elmira,  N.  Y. 
Weintkaub,   William,   electrician,    third  class,   United   States  Naval  Reserve 
Force. 

Enrolled :  Newark,  N.  J.,  May  15,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  14,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Leon  Weintraub,  278  Littleton  avenue,  Newark,  N.  J 
Weir,  John  Joseph,  carpenter's  mate,  third  class,  United  States  Navy. 

Enlisted:  Springfield,  Mass.,  May  28,  19] 7. 

Died :  U.  S.  S.  Sonoma,  December  14,  1917. 

Cause :  Lost  overboard. 

Next  of  kin :  Father,  John  Weir,  Gilbertville,  Mass. 
Weisansal,  Edward  Nicholas,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  February  24,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause  :  *Lost  on  missing  Cyclops. 

Next  of  kin :  Anthony  Weisansal,  512  Sherman  Street,  Buffalo,  N.  Y. 
Weiss,  Harry  Benjamin,  first  musician,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  May  9,  1918. 

Died :  U.  S.  S.  Mercy,  October  13,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Usher  Jacobs,  5108  Parkside  Avenue,  Philadelphia,  Pa. 
Weiss,  Herbert  Ferdinand,  chief  machinist's  mate,  United  States  Naval  Re- 
serve Force. 

Enrolled:  St.  Joseph,  Mich.,  September  4,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  5,  1918. 
•    Cause :  Influenza. 

Next  of  kin :  Brother,  La  Verne  Weiss,  Deerfield,  Mich. 
Weiss,  John,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Brooklyn,  N.  Y.,  May  2,  1918. 

Died:  Naval  hospital,  New  London,  Conn.,  September  23,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Eva  Weiss,  Middle  Village,  Long  Island,  N.  Y. 
Welborn,  Lee  Roy  Alexander,  ship's  cook,  third  class,  United  States  Navy. 

Enlisted:  Jackson,  Miss.,  February  3,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  board  missing  Cyclops. 

Next  of  kin :  Father,  Edwin  R.  Welborn,  Stringer,  Miss. 
Welborn,  Pendleton  Dewey,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Jackson,  Miss.,  February  3,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  Cyclops. 

Next  of  kin :  Father,  Everett  M.  Welborn,  Stringer,  Miss. 
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Welch,  Alfred,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  August  31,   1917. 

Died:  Naval  hospital,  New  York,  July  8,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Mother,   Hester   Welch,   117   Bladen    Street   Extended,   An- 
napolis, Md. 
"Welch,  Harry  C,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  July  2,  1917. 

Died :  U.  S.  S.  Little,  November  8,  1918. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Cora  Barber,  Lakeland,  Pla. 
Welch,  John  Thomas,  yeoman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Boston,  Mass.,  August  15,  1918. 

Died :  Quarantine  station,  Gallops  Island,  Medford,  Mass.,   September  24, 
1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  John  Welch,  45  Garfield  Avenue,  Medford,  Mass. 
Welch,  William  Filler,  chief  electrician   (G),  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y..  May  7,  1917. 

Died:  Home,  October  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  James  Nina  Welch,  121  Central  Avenue,  Delaware, 
Ohio. 
Weld,  George  Leon,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  April  30,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  June  2,  1917. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Father,  George  Milton  Weld,  East  River,  Conn. 
Weldon,  Anthony  Thomas,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enrolled :  Philadelphia"  Pa.,  December  4,  1917. 

Died:  Naval  hospital,  Washington,  D.  C,  October  18,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,   Catherine  Weldon,  3217  Powelton   Avenue,   Phila- 
delphia, Pa. 
Welker,  Russell  Lee  Roy,  quartermaster,  second  class    (A),  United   States 
Naval  Reserve  Force. 

Enrolled:  Omaha,  Nebr.,  February  18,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Ulysses  G.  Walker,  Wood  Lake,  Nebr. 
Wellendorff,    Theodore   Alexander,    landsman   for   electrician    (R),    United 
States  Naval  Reserve  Force. 

Enrolled:  Louisville,  Ky.,   May  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Elenora  Bloess  Wellendorff,  1229  Bates  Court,  Louis- 
ville, Ky. 
Wellerson,  John  Mortimer,  boatswain's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  New  York,  N.  Y.,  May  14,  1917. 

Died :  Rochefort,  France,  October  23,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Father,  Isidore  Wellerson,  92  Woodruff  Avenue,  Brooklyn,  N.  Y. 
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Wellman,  Willard,  chief  electrician,  United  Slates  Naval  Reserve  Force. 
Enrolled:  Albany,  N.  Y.,  June  28,  1917. 

Died :  Willard  Parker  Hospital,  New  York,  N.  Y.,  October  24,  1918. 
Cause:  Influenza. 

Next  of  kin:  Mother,  Victoria  Willard  Wellman,  Friendship,  X.  Y. 
Wells,  Harky  Mason,  seaman,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  December  31,  1915. 

Died :  Aeronautic  detachment,  Huntington,  Long  Island,  August  6,  1917. 
Cause:  Seaplane  accident. 

Next  of  kin :  Wife,  Martha  Christiana  Wells,  Brooklyn,  N.  Y. 
Wells,  John  C,  chief  machinist's  mate,  United  States  Naval  Reserve  Force. 
Enrolled :  Boston,  Mass.,  February  21,  1917. 
Died :  Quincy,  Mass.,  December  4,  1917. 
Cause:  Result  of  accident. 

Next  of  kin :  Mother,  Mary  Ann  Monroe,  White  Haven,  Nova  Scotia. 
Wells,  Reid  Earnest,  seaman,  United  States  Naval  Reserve  Force. 
Enrolled :  St.  Louis,  Mo.,  May  22,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mollie  Ridgewater  Wells,  Mulberry  Grove,  111. 
Wells,  Vinton  Rogers,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Albany,  N.  Y.,  December  12,  1917. 
Died :  Naval  hospital,  New  York,  March  10,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Mother,  May  Wells,  Bolton  Landing,  N.  Y. 
Wells,  William  Albert,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  Detroit,  Mich.,  April  9,  1917. 
Died :  U.  S.  S.  Iowa,  January  30,  1918. 
Cause :  Fell  overboard. 

Next  of  kin :  Mother,  Harriett  E.  Wells,  Evansville,  Ind. 
Welnoski,  Stanley  Andrew,  ship's  cook,  second  class,  United  States  Navy. 
Enlisted :  Scranton,  Pa.,  April  2G,  1917. 
Died :  Naval  air  station,  Miami,  Fla.,  October  9,  1918. 
Cause :  Pneumonia. 

Next  of  kin  :  Mother,  Mary  Welnoski,  335  Hancock  Street,  Wilkes-Barre,  Pa. 
Welsch,  George,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Peoria,  111.,  March  31,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  May  2,  1917. 
Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Minnie  Welsch,  512  Exchange  Street,  Keokuk,  Iowa. 
Welsh,  Clarence  Edward,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled:  Baltimore,  Md.,  June  19,  1918. 
Died :  Naval  hospital,  naval  base,  Virginia,  October  5,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  A.  Welsh,  $60  West  Lexington  Street,  Baltimore, 
Md. 
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Welsh,  Harold  Spukgeant,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enrolled:  Parkersburg,  W.  Va.,  July  5,  1918. 
Died :  Naval  hospital,  naval  base,  Virginia,  October  11,  1918. 
Cause :  Pneumonia. 
Next  of  kin :  Father,  David  R.  Welsh,  244  South  Illinois  Avenue,  Wellston, 

Ohio. 
Welty,  Frank  George,  pharmacist's  mate,  second  class,  United  States  Navy. 
Enlisted :  Indianapolis,  February  2,  1914. 

Died :  France,  while  with  medical  unit,  Fifth  Marines,  June  26,  1918. 
Cause :  Wounds  received  in  action. 

Next  of  kin :  Father,  Emile  S.  Welty,  1130  Bleecker  Street,  Utica,  N.  Y. 
Wentworth,    Leonard    Harold,    seaman,    second    class,    United    States   Naval 

Reserve  Force. 
Enrolled :  St.  Louis,  Mo.,  June  25,  1918. 

Died :  Navy  rifle  range.  Camp  Logan,  111.,  September  29,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Mother,  Gertrude  Wentworth,  Springdale,  Ark. 
Wenz,   John   Frank,  hospital  apprentice,   second   class,   United   States  Naval 

Reserve  Force. 
Enrolled :  Great  Lakes,  111.,  May  15,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 
Cause :  Influenza. 

Next  of  kin:  Mother,  Adelia  Haertle  Wenz,  Watersmeet,  Mich. 
Wenzel,  George  Elwood,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enrolled:  San  Francisco,  Calif.,  May  18,  1918. 
Died :  U.  S.  S.  Des  Moines,  October  6,  1918. 
Cause:  Drowning. 
Next  of  kin :  Wife,  Laurel   Emmeline   Wenzel,   1647   Fulton    Street.    San 

Francisco,  Calif. 
Wenzel,  Louis  Henry,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Newark,  N.  J.,  December  17,  1917. 
Died :  Naval  hospital,  New  York,  N.  Y.,  March  26,  1918. 
Cause:  Pleurisy,  suppurative. 
Next  of  kin :  Mother,  Fanny  Wenzel,  Van  Ruper  Avenue,  East  Paterson, 

N.    J. 

Wernecke,  Christian  Ignatius,  musician,  second  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  27,  1917. 

Died:  Naval  hospital,  Charleston,  S.  C,  July  27,  1918. 

Cause:  Meningitis,  cerebrospinal. 

Next  of  kin :  Mother,  Mary  C.  Wernecke,  Home  for  Incurables,  21  Guil- 
ford Avenue,  Baltimore,  Md. 
Werner,   Edward   Albert,   electrician,   first   class    (R),    United    States   Naval 
Reserve  Force. 

Enrolled:  San  Francisco,  Calif.,  May  4,  1917. 

Died :  Hospital,  Hoboken,  N.  J.,  October  29,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Marie  Elizabeth  Werner,  2313  Ninth  Street,  Berkeley, 
Calif. 
174483—20 49 
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Werner,  Francis  Joseph,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  October  4,  1916. 

Died:  Naval  hospital,  Great  Lakes,  111.,  May  2,  1917. 

Cause:  Pleurisy,  suppurative. 

Next    of    kin :  Father,    Charles    Warner,    2325    Holmes    Street,    Kansas 
City,  Mo. 
Wesche,  Richard,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Brooklyn,  N.  Y.,  May  26,  1917. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause:  Lost  life  when  ship  was  sunk. 

Next  of  kin :  Mother,  Elizabeth  Wesche,  1212  Jefferson  Avenue,  Brooklyn, 
N.   Y. 
Wescott,  Cecil   Clinton,   chief  quartermaster,    United    Slates   Naval   Reserve 
Force. 

Enrolled:  Rockland,  Me.,  March  27,  1917. 

Died :  Knox  County  Hospital,  Rockland,  Me.,  May  30,  1918. 

Cause:  Abscesses  of  right  lung. 

Next  of  kin :  Wife,  Helen  Francis  Wescott,  47  Pacific  Street,  Rockland,  Me. 
Wesley,  John  L.  G,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Birmingham,   Ala.,   June  5,   1918. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  19,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Wife,  Bertha  Mae  Wesley,  Parrish,  Ala. 
Wessling,  William    McKinley,   machinist's   mate    (A.),   second   class,   United 
States  Naval  Reserve  Force. 

Enrolled:  Great  Lakes,  111.,  July   19,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111..  September  25,  191S. 

Cause :  Influenza. 

Next  of  kin:  Father.  George  H.  Wessling,  3139  Eastwood  Avenue,  Chicago, 
111. 
West,  Andres  Benny,  fireman,  second  class.  United  States  Navy. 

Enlisted:  Portland,   Greg.,   July  2,   1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Mother,  Jessie  B.  West,  Clatskanie,  Oreg. 
West,  Frank  Earnest,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Portland,  Me.,  April  4,  1917. 

Died:  Naval  hospital,  New  York,  N.  Y..  April  29,  1917. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Villa  Lawrence  West,  R.  F.  D.  No.  3,  West  Paris,  Me. 
West,  Henry  Beryl,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Nashville,   Tenn.,  August   6,   1918. 

Died:  Navy  mobilization  sub  station,  Los  Angeles,  Calif.,  October  4,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Lillie  Ann  West,  Stuttgart,  Ark. 
West,  James  Alexander,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  July  2,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Jessie  B.  AVest,  Clatskanie,  Oreg. 
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West,  William  Habry,  fireman,  first  class.  United  States  Navy. 

Enlisted:  Oklahoma  City,  Okla.,  May  5,  1917. 

Died:  Navy   collier   Cyclops,   June  14,   1918. 

Cause:  Member  of  crew  on  board  missing  Cyclops. 

Next  of  kin:  Father,  William  J.  West,  Los  Angeles,  Calif. 
West,  Woodford  Norman,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Portland,  Me.,  December  5,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  January  16,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Sister,  Lorna  B.  Dyer,  East  Newport,  Me. 
Westermeyer,  John  Joseph,  fireman  second  class.  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  April  10,  1917. 

Died:  U.  S.  S.  Solace,  January  19.  1918. 

Cause :  Disease. 

Next  of  kin :  Father,  Henry  Westermeyer,  340  North  Ferry  Street.  Kansas 
City,  Kans. 
Wetherbee,  Buel  Mills,  seaman,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  May  4,  1917. 

Died:  British  hospital  ship  Khrapaba,  June  25,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Leila  Wetherbee,  Fairmount,  N.  Dak. 
Wetstein,  Ellis  Delaware,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted :  Puget  Sound,  April  28,  1918. 

Died :  U.  S.  S.  South  Dakota,  May  16,  1917. 

Cause :  Obstruction,  acute  intestinal. 

Next  of  kin :  Mother,  Eliza  Wetstein,  Mukilteo,  Wash. 
Wetzel,  Leon  Joseph,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  April  29,  1917. 

Died:  U.  S.  S.  Jacob  Jones,  December '6,  1917. 

Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Mother,  Julia  Wetzel,  665  West  Fourth  Street,  Winona,  Tenn. 
Whalen,  David  Roy,  chief  quartermaster,  United  States  Navy. 

Enlisted :  Fortress  Monroe,  Va.,  December  4,  1915. 

Died:  U.  S.  S.  Lenape,  October  14,  1918. 

Cause : Influenza. 

Next  of  kin :  Wife,  Clara  Smith  Whalen,  3505  Falls  Road,  Baltimore,  Md. 
Whalen,  John  Edward,  quartermaster,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Atlantic  City,  N.  J.,  May  3,  1917. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  September  30,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Katherine  Whalen,  109  North  Rhode  Island  Avenue, 
Atlantic  City,  N.  J. 
Whalen,  Richard  John,  commissary  steward,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  April  30,  1917. 

Died :  Third  naval  district,  New  York,  September  27, 1918. 

Cause :  Pneumonia. 

Next  of  kin:  Mother,  Mary  J.  Whalen,  5804  Fifth  Avenue,  Brooklyn,  N.  Y. 


/ 11 

Wheeler,    David   Warren,    apprentice  seaman,    United    States   Naval    Reserve 
Force. 

Enrolled:  Detroit,  Mich.,  July  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  2,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Zoe  Pearl  Wheeler,  Cedar  Springs,  Mich. 
Wheeler,  Earl  Thomas,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  December  10,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  February  17,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Mother,  Letta  Wheeler,  1304  West  Tenth  Street,  Covington, 
Ky. 
Wheeler,  George  Franklin,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  April  18,  1917. 

Died :  Steamship  Rochester,  December  19,  1917. 

Cause :  Died  from  exposure  when  ship  was  torpedoed. 

Next  of  kin :  Father,  George  Franklin  Wbeeler,  Springlake  Road,  Water- 
bury,  Conn. 
Wheeler,   James   Madison,   hospital    apprentice,    second   class,   United    States 
Navy. 

Enlisted :  Nashville,  Tenn.,  July  24,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  board  missing  Cyclops. 

Next  of  kin :  Sister,  Jessie  C.  Ratliff,  National  Soldiers'  Home,  Tenn. 
Wheeler,   Lee  Wilder,   fireman,   second   class.   United   States  Naval   Reserve 
Force. 

Enrolled :  Boston,  Mass.,  July  9,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  January  15,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Clayton  D.  Wheeler,  Wilmington,  Vt. 
Wheelock,  Myron,  electrician,  second  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  November  19,  1915. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Frank  Wheelock,  East  Concord,  N.  Y. 
Whelan,  James  William,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Newark,  N.  J.,  June  4,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  Martin  Whelan,  035  East  Second  Street,  Plainhv>lD, 
N.J. 
Whelan,  William,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  March  30,  1917. 

Died :  Receiving  ship,  New  York,  July  31,  1917. 

Cause :  Drowned  when  the  steamship  Montano  was  sunk. 

Next  of  kin :  Brother-in-law,  Randolph  M.  Cramer,  Orangebury,  N.  Y. 
Whipple,  Foster,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  May  24,  1918. 

Died :  Willard  Parker  Hospital,  New  York,  N.  Y.,  October  11,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Lena  Chapin  Miller,  Clifton  Springs,  N.  Y. 


773 

Whipple,  William  Mickle,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Salt  Lake  City,  Utah,  April  25,  1918. 

Died :  Naval  training  station,  San  Francisco,  Calif.,  July  20,  1918. 

Cause:  Septicemia. 

Next  of  kin :  Father,  Edson  Whipple,  Show  Low,  Ariz. 
Whisman,  Dick,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Indianapolis,  Ind.,  May  28,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Sylvester  Whisman.  Elnora,  Ind. 
Whitaker,  Horace  Elmer,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  March  22,  1915. 

Died:  U.  S.  S.  AIr-3,  June  8,  1918. 

Cause :  Washed  overboard. 

Next  of  kin:  Mother.  Mrs.  Eva   O.  Fisher.  3427  South  Jefferson  Avenue, 
St.  Louis,  Mo. 
White,  Albert  E.,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  November  2,  1917. 

Died :  U.  S.  S.  Antigone,  December  10,  1917. 

Cause:  Drowning. 

Next  of  kin:  Father,  Charles  White,  1615  Carpenter  Street,  Philadelphia, 
Pa. 
White,  Clarence  Warden,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Des  Moines,  Iowa,  May  23,  1918. 

Died:  Naval  hospital,  Norfolk,  Va.,  November  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother.  Mrs.  Oriel  White,  Diagonal,  Iowa. 
White,  Everett  William,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  October  28,  1916. 

Died:  Naval  hospital,  Norfolk,  Va.,  April  13,  1917. 

Cause :  Disease. 

Next  of  kin:  Aunt,  Mrs.  P>ettie  N.  Edwards,  24  West  One  hundred  and 
thirty-fourth  Street,  New  York,  N.  Y. 
White,   Frank   P..   gunner's   mate,    third   class,   United   States   Naval   Reserve 
Force. 

Enrolled :  Grand  Rapids,  Mich.,  July  26,  1917. 

Died:  U.  S.  S.  Mexican,  November  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Sarah  E.  White,  Vestaburg,  Mich. 
White.  Fred  Jay,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  April  24,  1915. 

Died:  U.  S.  S.  Huntington,  April  22.  1917. 

Cause:  Self-inflicted  pistol  wound. 

Next  of  kin  :  Father,  A.  E.  White,  3236  Prospect  Avenue,  Kansas  City,  Mo. 
Write.  George  William,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  San  Francisco,  Calif.,  September  1,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  28.  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Sister,  Genevieve  White,  2076  Ellis  Street.  San  Francisco, 
Calif. 
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White,  Henry  Foster,  seaman,  United  States  Navy. 
Enlisted:  New  Haven,  Conn.,  July  10,  1917. 
Died:  Naval  hospital.  League  Island,  Pa.,  December  26,  1917. 
Cause:  Pneumonia. 

Next  of  kin:   Father,   Frank   Cornwell   White.   680  North  Colony   Street, 
Meriden,  Conn. 

White,  Herbert  Francis,  machinist's  mate,  first  class,  United  States  Navy. 
Enlisted:  Key  West,  Fla.,  July  27,  1915. 
Died:  Naval  hospital,  Key  West,  Fla..  October  14,  1918. 
Cause :  Pneumonia. 

Next  of  kin:  Wife,  Mrs.  Miriam  White.  905  Fleming  Street,  Key  West,  Fla. 
Whitk,  Herbert  Luther,  seaman,  United  States  Navy. 
Enlisted:  Baltimore,  Md.,  April  20,  1917. 
Died:  U.  S.  S.  Mercy,  October  8.  1918. 
Cause:  Pneumonia. 

Next  of  kin:    Father,   Herbert   Franklin   White    714    Fifth   Street,   Ports- 
mouth, Va. 
White,  Ivan  Lewis,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enrolled  :  Des  Moines,  Iowa,  July  22,  1918. 
Died:  Naval  hospital.  Great  Lakes.   111.,  September  26,  1918. 
Cause :  Influenza. 

Next  of  kin:  Mother,  Margaret  White,  Sigourney,  Iowa. 
White,  Leland  Leonidisus,  fireman,  second  class.  United  States  Navy. 
Enlisted:  Portland,  Oreg.,  May  21,  1917. 
Died:  U.  S.  S.  Rochester,  September  29,  1918. 
Cause :  Pneumonia. 

Next  of  kin  :  Father,  Willis  White.  Port  Orford,  Oreg. 
White,  Ligon  Moorman,  seaman,  second  class.  United  States  Navy. 
Enlisted:  Richmond,  Va.,  April  18,  1917. 
Died:  U.  S.  S.  Pocahontas,  October  3,  1918. 
Cause :   Pneumonia. 

Next  of  kin:  Father,  Howard  H.  White,  613  Highland  Avenue  Southeast, 
Roanoke,  Va. 
White,  Reevie  Don,  landsman  for  machinist's  mate  (A),  United  States  Naval 
Reserve   Force. 
Enrolled:   Omaha,  Nebr.,  July  20,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 
Cause :   Influenza. 

Next  of  kin :  Wife,  Elizabeth  Katherine  White,  Lemmon,  S.  Dak. 
White,  Robert  Lattimer,  electrician,  third  class  (G),  United  States  Naval  Re- 
serve Force. 
Enrolled :  Jacksonville,  Fla.,  December  14,  1917. 
Died :  Naval  air  station,  La  Pallice,  France,  October  14,  1918. 
Cause :   Peritonitis. 

Next  of  kin:  Mother,  Julia  O.  White,  35£  East  Church  Street,  Jacksonville, 
Fla. 
White,  Wade  Hamilton,  seaman,  United  States  Navy. 
Enlisted:  New  Orleans,  La.,  July  20,  1917. 
Died:  U.  S.  S.  Hannibal,  August  16,  1918. 
Cause:    Gunshot   wounds. 
Next  of  kin  :  Father,  George  T.  White,  Lake  Charles,  La. 
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White,  William  Harvey,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  December  6,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  13,  1918. 

Cause :    Pneumonia. 

Next  of  kin :  Sister,  Sular  White,  Minor  Hill,  Tenn. 
Whitehurst,  Wiixie,  ship's  cook,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Norfolk,  Va.,  October  13,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  12,  1918. 

Cause:  Tuberculosis. 

Next  of  kin :  Father,  Mose  Whitehurst,  800  Smith  Street,  Norfolk,  Va. 
Whitesell,  Earl  Benjamin,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Denver,  Colo.,  November  24,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Passenger  on  missing  Cyclops. 

Next  of  kin :  Father,  George  B.  Whitesell,  Denver,  Colo. 
Whiteside,  Moss  Tinsley,  fireman,  first  class,  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  December  11,  1916. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Mary  Ann  Whiteside,  4315  Easton  Avenue,  St.  Louis, 
Mo. 
Whiting,  George  Henry,  boatswain's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Boston,  Mass.,  December  10,  1917. 

Died:  Addison  Gilbert  Hospital,  Gloucester,  Mass.,  September  17,  1918. 

Cause :   Influenza. 

Next  of  kin :  Mother,  Mrs.  Mary  Whiting,  10  Mansfield  Street,  Gloucester, 
Mass. 
Whitlock,  John  William,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  May  15,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  19,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Mary  Corner  Whitlock,  Altamaha,  Ga. 
Whitman,  Keefer  Jennings,   engineman,   second  class,   United   States  Naval 
Reserve  Force. 

Enrolled :  Parkersburg,  W.  Va.,  April  18,  191S. 

Died :  U.  S.  S.  Bucna  Ventura,  September  16,  1918. 

Cause :  Lost  life  when  ship  was  torpedoed  and  sunk. 

Next  of  kin:  Father,  Floyd  B.  Whitman,  Chapmanville,  W.  Va. 
Whitmire,  Eli  as  William,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Philadelphia,  Pa.,  December  14,  1917. 

Died :  U.  S.  S.  St.  Louis,  October  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Emma  Sara  Whitmire,  309  Summerhill  Avenue,  Ber- 
wick, Pa. 
Whitmire,  Walter,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  February  14,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  March  21,  1917. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Mother,  Hattie  Whitmire,  Cleveland,  Tex. 
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Whitmyer,  Robert  Maw,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  July  8,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park.  N.  Y.,  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin :   Mother,   Lulu  Rogers  Whitmyer,   173   West   Seventy-eighth 
Street,  New  York  City,  N.  Y. 
Whitney,  Elwood  Jerome,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  December  7,  1917. 

Died:  Naval  hospital,  Newport,  R.  I.,  January  17,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Belle  Fitzgerald,  New  Haven,  N.  Y. 
Whitney.  George  Wayne,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  May  11,  1918. 

Died :  U.  S.  S.  Earrisburg,  October  19,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Chauncey  E.  Whitney,  305  East  Eighth  Street,  Marsh- 
field,  Wis. 
Whitsell,  William  Benton,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  July  10,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  William  Albert  Whitsell,  Clarksdale,  Mo. 
Whitstone,  William  Harry,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Pittsburgh,  Pa.,  February  23,  1917. 

Died :  Naval  hospital,  Washington,  D.  C,  June  1,  1917. 

Cause :  Meningitis,  cerebrospinal. 

Next  of  kin :  Father,  John  Whitstone,  431  Water  Street,  Pittsburgh,  Pa. 
Whittemore,  Edward  Earl,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Boston,  Mass.,  April  2,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  May  28,  1917. 

Cause:  Cerebrospinal  meningitis. 

Next  of  kin :   Mother,  Mrs.   Gertrude  M.   Whittemore,  55   Brown   Street, 
Waltham,  Mass. 
Wiuttington,  John  Thomas,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  April  17,  1917. 

Died:  Naval  hospital,  Portsmouth.  N.  H.,  June  26,  1917. 

Cause:  Spinal  meningitis. 

Next  of  kin :  Mother,  Mrs.  Nancy  Whittington,  R.  F.  D.  No.  3,  Holland,  Tex. 
Whittle,  John,  fireman,  first  class,  United  States  Navy. 

Enlisted  :  El  Paso,  Tex.,  March  9,  191G. 

Died:  V.  S.  S.  Pittsburgh,  October  17,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Elian  Whittle,  Vero,  Fla. 
Whitty,  William  Joseph,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Great  Lakes,  111.,  May  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  June  4,  1918. 

Cause:  Intracraneal  injury. 

Next  of  kin :  Mother,  Mrs.  Ellen  Whitty,  322  South  Whipple  Street,  Chi- 
cago, 111. 
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Wicherts,  John  Arend,  landsman  for  electrician   (G),  United  States  Navy. 

Enlisted :  Chicago,  111.,  July  5,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  6,  191S. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  A.  P.  Wicherts,  Matteson,  111. 
Wtck,  Gael  John,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Denver,  Coio.,  March  16,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111..  April  6,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin  :  Sister,  Mrs.  Amanda  James.  421  East  Second  Street,  Lead- 
ville,  Colo. 
Wickel,  Charles   Aloysius,  seaman,   second  class,   United   States  Naval   Re- 
serve Force. 

Enrolled :  Philadelphia,  Pa.,  May  4,  1917. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  February  9,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Amelia  Wickel,  17  North  Fourth  Street,  Beth- 
lehem, Pa. 
Wicks,   Elwood  Lawrence,  tireman,  third  class,   United   States   Navy. 

Enlisted:  Williamsport,  Pa.,  July  23,  1917. 

Died:  Naval  hospital,  New  York,  May  22,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  Albert  O.  Wicks,  Port  Allegany,  Pa. 
Wicks,  Paul  Ray,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Detroit.  Mich.,  July  16,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Olga  Gertrude  Wicks,  Irons,  Mich. 
Widman,  Lester  Thomas,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  April  16,  1918. 

Died:  Naval  Hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Frank  J.  Widman,  1140  Home  Avenue,  Oak  Park, 
111. 
Wiegand,  Charles  O.,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Newport,  R.  I.,  April  18,  1917. 

Died :  Newport,  R.  I.,  April  28,  1917. 

Cause:  Fractured  skull. 

Next  of  kin:  Father,  diaries  Wiegand,  Washington  Hotel,  St.  Louis,  Mo. 
Wiemann,  Raymond  Bernard,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  May  24,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Elizabeth  Wiemann.  R.  R.  No.  4.  Kampmier  Street, 
Burlington,  Iowa. 
Wigoers,   Herbert   Raymond,    landsman    for    musician,    United    States   Naval 
Reserve  Force. 

Enrolled :  Milwaukee,  Wis.,  May  7,  1918. 

Died:  Naval  Hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin:   Father,  Charles  Wiggers.   3724   Galena   Street,   Milwaukee, 

Wis. 
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WrGGiNs,   Edward  Welton,   hospital  apprentice,  second   class,  United   States 
Navy. 

Enlisted :  Houston,  Tex.,  July  14,  1917. 

Died:  Naval  hospital,  Charleston,  S.  C,  January  10,  1918. 

Cause :  Pneumonia. 

Next   of  kin:  Father,   William   W.   Wiggins,   Honey   Island,   Tex. 
Wightman,  Horace  Senter,  fireman,  third  class,  United  States  Navy, 

Enlisted :  Boston,  Mass.,  November  26,  1917. 

Died :  Naval  hospital,  League  Island.  Pa.,  March  13,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Mother,  Mrs.  Annie  F.   Wightman,   146  Elm  Street,  Brad- 
ford, Mass. 
Wilcox,  De  Witt  Gifford,  chief  quartermaster,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  April  3,  1917. 

Died :  Naval  air  station,  Pensacola,  Fla.,  August  29,  1918. 

Cause:  Seaplane  accident. 

Next  of  kin :  Father,  De  Witt  Gilbert  Wilcox.  132  Homer  Street,  Newton 
Center,  Mass. 
Wiix'ox,  Harry  Louis.  Jr.,  carpenter's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Louisville,  Ky.,  June  3,  1918. 

Died  :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin  :   Father,   Harry   Louis  Wilcox,   si\.  40  Carneal   Street,   Lud- 
low, Ky. 
Wilcox,  James  Nelson,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Milwaukee,  Wis.,  August  9,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  L.  Wilcox,  Box  60,  West  Salem,  Wis. 
Wilde,  Frederick  Herbert,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  May  15,  1917. 

Died:  Naval  hospital,  Chelsea.  Mass.,  December  20,  1917. 

Cause :  Pneumonia. 

Next  of  kin  :  Father,  Herbert  Wilde,  2820  Cortelyou  Road,  Brooklyn,  N.  Y. 
Wilder,  Charles  Francis,   apprentice  seaman,  United   States  Naval  Reserve 
Force. 

Enrolled :  Great  Lakes,  111.,  December  11,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Lillian  Wilder,  297  Jefferson  Street,  Muskegon,  Mich. 
Wilder,  Huey,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Louisville,  Ky.,  April  25,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  29,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Father,  George  Wilder,  Stanford,  Ky. 
Wiley,  Howard  Raymond,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Peoria.  111.,  July  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  8,  1918. 

Cause : Influenza. 

Next  of  kin  :   Father.   Gilbert  Wiley.  014  East  Walnut   Street,  Blooming- 
ton,  111. 


779 

Wiley,  Truman  Hudson,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Des  Moines,  Iowa,  May  31,  1918. 

Died  :  Naval  training  camp,  Detroit,  Mich.,  October  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Sadie  E.  Wiley,  Low  Moor,  Iowa. 
Wilhelm,  Hanley  Anthony,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Detroit,  Mich.,  May  1,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  April  23,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Father,  Manuel  Wilhelm,  425  West  Eighteenth  Street,  Trav- 
erse City,  Mich. 
Wilhelm,  Walter  Gerard,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  April  26,  1917. 

Died :  New  York,  N.  Y.,  August  14,  1918. 

Cause :  Fall  from  elevated  platform  of  subway. 

Next  of  kin :  Father,  Emil  Wilhelm,  532  West  One  hundred  and  forty-ninth 
Street,  New  York,  N.  Y. 
Wilkerson,  Edwin  Earl,  shipwright,  United  States  Navy. 

Enlisted :  Washington,  D.  C,  June  5,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  board  missing  Cyclops. 

Next  of  kin:  Father,  James  Richard  Wilkerson,  312  L  Street  SE.,  Wash- 
ington, D.  C. 
Wilkie,  David  Norman,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Detroit,  Mich.,  April  29,  1918. 

Died :  Sect.  Pat.,  Detroit,  Mich.,  June  29,  1918. 

Cause :  Drowned. 

Next  of  kin :  Mother,  Rosetta  Abbs  Wilkie,  99  Elm  Street,  Detroit,  Mich. 
Wilkins,  Charlie  Byron,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  July  18,  1918. 

Died :  U.  S.  S.  Comfort,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Effie  Alice  Wilkins,  Ashland,  Kans. 
Wilkins,  Morley  Alva,  hospital  apprentice,  third  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  June  22,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  December  22,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mrs.  Lydia  Wilkins,  Rochester,  Minn. 
Wilkinson,  Charles  Claxton,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Syracuse,  N.  Y.,  May  28,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  Wilkinson,  44  Sherman  Street,  Oneida,  N.  Y. 
Wilkinson,  Edward  Watson,  gunner's  mate,  first  class,  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  November  15,  1915. 

Died :  U.  S.  S.  Pittsburgh,  October  18,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  William  J.  Wilkinson,  No.  1,  Box  50B,  Pasadena, 
Calif. 
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Wjlleeord,  Walter  Lee,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  April  12,  1917. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  May  23,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Jennie  Willeford,  Noble,  Okla. 
Williams,  Archie  Walters,  yeoman,  third  class,  Unitexl  States  Naval  Reserve 
Force. 

Enrolled :  Washington,  D.  C,  April  25,  1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  September  30,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Emma  C.  Williams,  Cherrydale,  Va. 
Williams,  Arthur,  wardroom  cook,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  June  15,  1918. 

Died :  U.  S.  S.  Buena  Ventura,  September  16,  1918. 

Cause :  Lost  life  when  U.  S.  S.  Buena  Ventura  was  sunk 

Next  of  kin:  Sister,  Elizabeth  Williams  Bailey,  Route  2,  Box  56,  Houston, 
Va. 
Williams,  Benjamin  Franklin,  fireman,  second  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  June  5,  1917. 

Died :  U.  S.  S.  Pittsburgh,  October  18,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Father,  Ubis  G.  Williams.  Delli,  La. 
Williams,  Bruce  Brecheen,  yeoman,  third  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  May  4,  1917. 

Died :  U.  S.  S.  Montana,  December  7,  1917. 

Cause:  Drowned. 

Next  of  kin :  Father,  W.  W.  Williams,  Commerce,  Tex. 
Williams,    Burtiss    Hopkins,    landsman    for    machinist's    mate    (A),    United 
States  Naval  Reserve  Force. 

Enrolled :  Albany,  N.  Y..  July  8.  1918. 

Died:  Naval  hospital.  Great  Lakes.  111.,  October  30,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Lizzie  H.  Williams,  Argyle,  N.  Y. 
Williams,  Charles  Wilbur,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  December  15,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mrs.  Mertis  Williams,  Doyle,  Okla. 
Williams,  Charlie  Wells,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  December  20,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  29,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mrs.  Mary  Gunter  Williams,  Eatonton,  Ga. 
Williams,  Dave  O'Neil,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  May  24,  1917. 

Died :  U.  S.  S.  Louisiana,  May  26,  1918. 

Cause:  Food  poisoning. 

Next  of  kin :  Mother,  Mrs.  Delia  Williams,  Dover,  Tenn. 
Williams,  Earnest,  mess  attendant,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  June  24,  1916. 

Died :  U.  S.  S.  Wyoming,  September  20,  1917. 

Cause:  Drowning. 

Next  of  kin :  Mother,  Mrs.  Fannie  Williams.  228  East  Paul  Street,  Harris- 
burg,  Pa. 
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Williams,  Edward  Lamar,  seaman,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  June  22,  1915. 

Died :  U.  S.  S.  Pittsburgh,  October  13,  1918. 

Cause:  Broncho  pneumonia. 

Next  of  kin :  Mother.  Edna  M.  Williams,  528  Kerny  Street,  San  Francisco, 
Calif. 
Williams,  Eugene  Wesley,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled:  St.  Louis,  Mo.,  August  14,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  11,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  John  H.  Williams,  Willard,  Mo. 
Williams,  Frank,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enrolled :  Providence,  R.  I..  August  6,  1918. 

Died :  Naval  hospital,  Newport.  R.  I.,  September  16,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mrs.  Julia  Williams,  564  Wood  Street,  Bristol,  R.  I. 
Williams,  George,  chief  boatswain's  mate,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  January  24,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass..  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Jennie  Carolina  Williams,  care  of  General   Delivery, 
Charlestown,  Mass. 
Williams,  George  Leroy,  seaman,  second  class.  United  States  Navy. 

Enlisted :  El  Paso,  Tex.,  May  13,  1917. 

Died :  Third  Naval  District,  New  York,  October  5,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Martin  Williams,  Box  577,  Gibson,  N.  Mex. 
Williams,  Glen  Elmer,  chief  water  tender,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  January  14,  1916. 

Died :  U.  S.  S.  Pittsbvrr/h,  October  20.  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Alanson  H.  Williams,  Norborne,  Mo. 
Williams,  Harold  Hurd,  ship's  cook,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Now  York,  N.  Y.,  January  15,  1918. 

Died:  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin:  Mother,  Mrs.  Carrie  Elizabeth  Williams.  1458  Bergen  Street, 
Brooklyn,  N.   Y. 
Williams,  John  Woodson,  pharmacist's  mate  third  class,  United  States  Navy. 

Enlisted :  Lexington,  Ky.,  May  9,  1917. 

Died :  U.  S.  S.  Mercy,  October  17.  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  John  Price  Williams,  Webbs,  Ky. 
Williams,   Leon   Bltel,   machinst's   mate,   second   class,   United   States  Naval 
Reserve  Force. 

Enrolled :  Naval  Home,  Philadelphia,  Pa.,  July  7,  1917. 

Died:  Naval  hospital,  Cape  May,  N.  J.,  June  16,  1918. 

Cause :  Diphtheria. 

Next  of  kin  :  Mother,  Mrs.  Martha  Williams,  Smithtown,  Long  Island,  N.  Y. 
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Williams,  Leslie  Keeley,  landsman  for  electrician  (R),  United  States  Naval 
Reserve  Force. 
Enrolled:  Louisville,  Ky.,  June  3,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Annie  Williams,  Pleasureville,  Ky. 
Williams,  Lewis  Arthur,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  January  12,  1917. 

Died  :  U.  S.  S.  Preston,  June  15,  1917. 

Cause :  Washed  overboard  and  drowned. 

Next  of  kin:   Friend,  Arthur  Jacobson,  Oakland,  Nebr. 
Williams,  Manes,  fireman,  third  class,  United  States  Navy. 

Enlisted  :  Denver,  Colo.,  December  2G,  1917. 

Died:  Naval  Training  Camp,  San  Diego,  Calif.,  February  5,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother:  Mrs.  Union  Savannah  Williams,  Route  No.  1,  box  30r 
Shamrock,  Tex. 
AVilltams,  Mekton  Edward,  seaman,  second  class,  United  States  Naval  Reserve 
Force.  . 

Enrolled:  Portland,  Me.,  April  18,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  October  7,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Wife,  Muriel  Elizabeth  Williams,  Waterford,  Vt. 
William,  Okey  Dovener,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Peoria,  111.,  May  17,  1917. 

Died :  Naval  Air  Station,  Pauillac,  October  9,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Mother,   Flora  Mammen,  1505  North  Calhoun   Street,  Deca- 
tur, 111. 
Williams,  Ralph  Burgee,  seaman,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  July  29,  1915. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  action. 

Next  of  kin:  Father,  Mr.  Edgar  R.  Williams,  2565  McCulloh  Street,  Balti- 
more, Md. 
Williams,  Ralph  Gunter,  electrician,  third  class    (R).  United   States  Naval 
Reserve  Force. 

Enrolled:  New  Bedford,  Mass.,  May  17,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  January  30,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:   Father,  Mr.   G.   Walter  Williams,   133  Bedford  Street,  New 
Bedford,  Mass. 
Williams,  Reese,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Bremerton,  Wash.,  April  9,  1917. 

Died:  Royal  Naval  Hospital,  Bermuda,  September  23,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Sarah  Williams,  Marcus,  Wash. 
Williams,  Rorert  Arthur,  seaman,  second  class,  National  Naval  Volunteers. 

Enrolled :  New  Rochelle,  N.  Y.,  March  28,  1917. 

Died:  Naval  hospital,  Philadelphia,  Pa..  June  4,  1917. 

Cause:  Cerebrospinal  meningitis. 

Next  of  kin:  Father,  Mr.  James  E.  Williams,  79  Grand  Avenue,  Ridge- 
wood  Park,  N.  J. 
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Williams,  itusc.UK,  electrician,  third  class.  United  States  Naval  Reserve  Force. 

Enrolled  :  St.  Louis,  Mo.,  June  1,  191S. 

Died:  Naval  hospital,  Great  Lakes,  in.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Flora  Williams,  Golconda,  111.,  K.  F.  D.  No.  3. 
Williams,  Sued,  water  tender,  United  States  Navy. 

Enlisted:  Hampton  Roads,  Norfolk,  Va.,  May  12,  1917. 

Died:  Naval  hospital,  Norfolk,  Va..  October  4.  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Mother,  Maggie  Williams,  111  Fleet  Street,  Brooklyn,  N.  Y. 
Williams,  Subvaik  Austin,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Washington,  D.  C,  June  i»T,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Mother,  Mrs.   Eliza   Williams,  821  Twenty-first  Street  NW., 
Washington,  D.  C. 
Williams,  Wilbur,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  April  30,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  Cyclops. 

Next  of  kin :  Father,  Charles  W.  Williams,  Main  Street,  New  Vienna,  Ohio. 
Williams,  William,  chief  water  tender,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  January  11,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  13,  1917. 

Cause :  Multiple  burns. 

Next  of  kin :  Mother,  Annie  Williams,  611  Lincoln  Street,  Portsmouth,  Va. 
Williams.  William  Allen,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  August  2,  1917. 

Died :  American  Army  hospital  No.  53,  Marseille,  France,  October  31,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Franklin  S.  Williams,  Lamesa,  Tex. 
Williamson,  John  Avidson,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  April  9,  1917. 

Died:  Sub.  chaser  271,  October  s,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  Williamson,  93  Bellevue  Street,  Newton,  Mass. 
Williamson,  Joseph  Webb,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  April  25,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  June  6,  1917. 

Cause:  Measles  and  pneumonia. 

Next  of  kin :  Father,  Noah  M.  Williamson,  Mill  Creek,  Okla. 
Williamson,  Lemuel  Loyd,  seaman,  second  cass,  United  States  Navy. 

Enlisted  :  Dallas,  Tex.,  December  2,  1915. 

Died :  U.  S.  S.  Pennsylvania,  September  12,  1917. 

Cause:  Suicide. 

Next  of  kin :  Father,  Robert  Franklin  Williamson,  Meade,  Kans. 
Willifobd,  John  Mack,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  New  Orleans,  La.,  July  2,  1918. 

Died  :  Attached  to  U.  S.  S.  Cheyenne,  October  17,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Uncle,  Lee  L.  Williford,  Columbus,  Miss. 
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Williford,  Percy  Mabeky,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Pensacola,  Fla.,  May  10,  1916. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  29,  1917. 

Cause:  Pleurisy,  suppurative. 

Next  of  Kin :  Father,  John  Van  Buren  Williford,  Carrollton,  Miss. 
Willingham,  Willie  Morgan,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  April  18,  1917. 

Died :  Naval  Hospital,  Norfolk,  Va.,  December  3,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin  :  Mother,  Mamie  Wright,  Pennington,  Ala. 
vVillis,  Clarence  Joseph,  fireman,  second  class.  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  July  11,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Vi/clops. 

Next  of  kin:  Father,  Joseph  Willis,  R.  F.  D.  No.  10,  Springfield,  Mo. 
Willis,    George   Aihn,    seaman,    second    class,    United    States    Naval    Reserve 
Force. 

Enrolled:  Philadelphia,  Pa.,  April  9,  1917. 

Died:  Naval  hospital,  League  Island,  Pa.,  October  10,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother.  Agnes  Willis,  32  Holland  Avenue,  Ardmore,  Pa. 
Willis,  James  Henry,  Jr.,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  April  9,  1917. 

Died:  U.  S  .S.  Fanning,  October  15,  1918. 

Cause :  Drowned. 

Next  of  kin:  Father,  James  H.  Willis,  sr..  2  Concord  Place,  Boston,  Mass. 
Willis,  Thomas  Jefferson,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  June  28,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Ctfclops. 

Next  of  kin :  Father,  John  Willis,  Easton,  Mo. 
Willis,  Walter  Scott,  mess  attendant,  third  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Washington,  D.  C,  July  3,  1918. 

Died:  Naval  hospital,  Hampton  Roads,  Va.,  October  6,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Sister,  Mary  Willis,  Wareneck,  Va. 
Wiixmore,  James  Percy,  carpenter's  mate,  third  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  Omaha,  Nebr.,  June  25,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Benjamin  L.  Wilhnore,  Hebron,  Nebr. 
Willmoth,  George  Truman,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Oklahoma  City,  Okla.,  April  23.  1918. 

Died:  Naval  air  station,  Pensacola,  Fla.,  October  30,  1918. 

Cause:  Killed  by  gasoline  explosion  aboard  barge. 

Next  of  kin :  Mother,  Mary  Frances  Willmoth,  Durham,  Okla. 
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Willneb,  Louis,  seaman,  second  class,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  July  18,  191S. 

Died :  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.(  October  29,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Sam  Willner,  2073  Third  Avenue,  New  York,  N.  Y. 
Willoughby,  Roy  Edwaed,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enrolled :  Chicago,  111.,  July  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  George  Willoughby,  Clinton,  Mo. 
Willson,  Henry  Ross,  quartermaster,  first  class,  United  States  Naval  Reserve  ' 

Force. 
Enrolled:  Chicago,  111..  April  24,  1918. 

Died:  Naval  Auxiliary  Reserve  School,  Municipal  Tier.  Chicago,  111.,  Sep- 
tember 30,  191S. 
Cause :  Pneumonia. 
Next  of  kin:  Wife,  Mrs.  Theodore  Cleveland  Willson,  607  Forest  Avenue, 

Willmette,  111. 
Willson,  Nelson  D.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enrolled :  Newport,  R.  I.,  October  26,  1917. 
Died :  Naval  hospital,  Newport,  R.  I.,  March  30,  1918.  • 
Cause:  Diabetes  mellitus. 

Next  of  kin :  Father,  John  M.  Willson,  Sussex,  N.  J. 
Wilson,  Austin  Clyde,  seaman,  United  States  Navy. 
Enlisted :  Indianapolis,  Ind.,  September  5,  1917. 
Died :  U.  S.  S.  West  Over,  July  11,  1918. 
Cause :  Lost  when  vessel  was  torpedoed  and  sunk. 
Next  of  kin:  Father,  George  C.  Wilson,  311  East  Twelfth  Street,  Muncie, 

Ind. 
Wilson,  Austin  Martin,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enrolled  :  Section  base  No.  6,  third  naval  district,  New  York,  March  19, 1918. 
Died:  U.  S.  sub.  chaser  No.  60,  October  1,  1918. 
Cause:  Lost  his  life  when  U.  S.  sub.  chaser  No.  GO  was  sunk. 
Next  of  kin:   Mother,  Lena   Wilson,   1077  Seventy-first   Street,  Brooklyn, 

N.  Y. 
Wilson,  Cecil  Frederick,  chief  carpenter's  mate   (A),  United  States  Navy. 
Enlisted :  Pensacola,  Fla.,  December  14,  1917. 
Died:  Naval  air  station,  Pensacola,  Fla.,  October  7,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  D.  W.  Wilson.  Cantonment,  Fla. 
Wilson,  Charles  John,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Denver,  Colo.,  March  30,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  May  10,  1917. 
Cause:  Pneumonia,  lobar. 
Next   of  kin:   Father,   John   Clinton   Wilson,   High   Park,   Colo. 
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Wilson,    Fredekick,    boatswain's    mate,    second    class,    United    States    Naval 
Reserve  Force. 
Enrolled :  Baltimore,  Md.,  December  3,  1917. 
Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 
Cause :  Killed  when  ship  was  torpedoed. 
Next  of  kin :  Mother,  Mrs.  Margaret  Wilson,  Easton,  Md. 
Wilson,  Fred  William,  Jr.,  yeoman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  New  Orleans,  La.,  December  S,  1917. 
Died:  U.  S.  S.  President  Lincoln,  May  31,  1918. 
Cause :  Killed  when  ship  was  torpedoed. 

Next  of  kin:  Mother,  Mrs.  Fannie  Myrant  Wilson,  SIS  West  Candy  Street, 
Denison,  Tex. 
Wilson,  George  Eley,  fireman,  third  class,  United  States  Naval  Reserve  Force. 
Enrolled :  Kansas  City,  Mo.,  April  22,  1918. 
Died :  Naval  hospital,  naval  base,  Virginia,  October  8,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Henry  Clay   Wilson,  1931   Tennessee   Street,   Law- 
rence, Kans. 
Wilson,  George  Felton,  fireman,  second  class,  United  States  Navy. 
Enlisted :  Raleigh,  N.  C,  April  30,  1917. 
Died :  U.  S.  S.  Narragansett,  September  28,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Father,  George  Wilson,  Vanceboro,  N.  C. 
Wilson,  Henry  James,  seaman,  United  States  Navy. 
Enlisted :  Minneapolis,  Minn.,  May  5,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918, 
Cause:  Member  of  crew  on  board  missing  Cyclops. 
Next  of  kin :  None. 
Wilson,  Herbert  Clifton,   apprentice  seaman,   United   States  Naval   Reserve 
Force. 
Enrolled :  Dallas,  Tex.,  April  30,  1918. 
Died :  Naval  hospital,  Gulfport,  Miss.,  October  18,  1918. 
Cause :  Influenza  ;  broncho-pneumonia. 
Next  of  kin :  Father,  E.  P.  Wilson,  Leonard,  Tex. 
Wilson,  John  Irlon,  fireman,  first  class,  United  States  Navy. 
Enlisted :  Dallas,  Tex.,  February  21,  1916. 
Died :  Naval  hospital,  Chelsea,  Mass.,  October  4,  1918. 
Cause:  Influenza. 

Next  of  kin :  Wife,   Cornelia   Alice  Wilson,  702  North   Carolina   Avenue, 
Mangum,  Okla. 
Wilson,   Lee  McKinley,   fireman,   third   class,   United    States   Naval   Reserve 
Force. 
Enrolled:  Kansas  City,  Mo.,#July  3,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  30,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Father,  Jay  Millard  Wilson,  Sedan,  Kans. 
Wilson,  Oscar,  engineman,  first  class,  United  States  Naval  Reserve  Force. 
Enrolled:  San  Francisco,  Calif.,  April  5,  1917. 
Died :  U.  S.  S.  Ophir,  November  11,  1918. 
Cause :     Lost  life  when  U.  S.  S.  Ophir  was  destroyed. 

Next   of   kin:  Brother,    William    Wilson,    5th    Company,    Fifth    Division, 
Motor  Supply  Train,  American  Expeditionary  Forces,  London. 


Wilson,  Ray  Eugene,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Richmond,  Va.,  July   10,  1918. 

Died:  Naval  hospital,  naval  base,  Va.,  October  12,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Milton  E.  Wilson,  Mountain  City,  Tenn. 
Wilson,  Richard  Thomas,  ward  room  steward,  United  States  Naval  Reserve 
Force. 

Enrolled  :  Charleston,  S.  C,  July  5,  1918. 

Died:  Naval  hospital.  Charleston.  S.  ('.,  October  16,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Eugenia  Scott,  285  Gordon  Street,  Stapleton,  N.  Y. 
Wilson,  Rorert  Lee,  coxswain.  United  States  Navy. 

Enlisted:  El  Paso,  Tex.,  June  21,  1917. 

Died:  Naval  air  station,  Pensacola,  Fla..  October  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin-:  Mother,  Mrs.  Ella  Wilson,  422  South  ('rocket  Street,  Sherman, 
Tex. 
Wilson,  Roy  Bbyson,  hospital  apprentice,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Buffalo,  N.  Y.,  May  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin:  Sister,  Mildred  W.  Warner,  Townsend  Hotel,  Bath,  N.  Y. 
Wilson,  Thoaias,  ship's  cook,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Norfolk,  Va.,  December  6,  1917. 

Died:  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin :  Wife,  Ester  Wilson,  737  Carolina  Street,  Portsmouth,  Va. 
Wilson,  Walter  Otis,  water  tender,  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  December  31,  1914. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Passenger  on  missing  Cyclops. 

Next  of  kin:  Mother,   Mary    Mildred    Wilson,   -_'r»14    Crenshaw    P.oulevard, 
Los  Angeles,  Calif. 
Wilson,  William,  mess  attendant,  third  class.  United  States  Navy. 

Enlisted:  Los  Angeles,  Calif.,  .Time  3,  1918. 

Died:  U.  S.  S.  Wisconsin,  July  14,  1918. 

Cause:  Rupture  of  liver. 

Next  of  kin :  Mother,  Anna  Stone.  140  Alfred  Street,  Detroit,  Mich. 
Wilson,  William  Everett,  gunner's  mate,  first  class.  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  November  17,  1914. 

Died :  U.  S.  S.  Mercy,  October  S,  191S. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Uncle.  J.  R.  Duncan,  Durant,  Okla. 
Wilson,  Willice  Earl,   seaman,   second   class,   United   States  Naval   Reserve 
Force. 

Enrolled:  St.  Louis,  Mo.,  March  26,  1918. 

Died :  Mountainside  Hospital,  Montclair,  N.  J..  October  5,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Julia  Anna  Wilson,  Route  No.  2,  Aurora,  Mo. 
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Wilson,  Willie  Foshee,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Montgomery,  Ala.,  May  3,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  31,  1917. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mrs.  G.  W.  Wilson,  Brewton,  Ala. 
Wilt,  William,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  July  14,  1917. 

Died:  Naval  hospital,  Philadelphia.  I'm.,  Octoher  9,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Florence  Wilt,  7823  South  Racine  Avenue,  Chicago, 
111. 
Wilteout,  Harry,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Indianapolis,  Ind.,  May  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111..  October  21,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Ralph  Wiltrout,  R.  R.  No.  3.  Warsaw,  Ind. 
Winakor,  Abraham,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  July  8,  1918. 

Died:  Ninth,  Tenth,  Eleventh  Naval  District,  Great  Lakes,  111.,  September 
27,  1918. 

Cause :  Broncho-pneumonia. 

Next   of  kin :   Mother,  Mrs.  Augusta  Winakor,  810  East   Jackson   Street, 
Springfield,  111. 
Winder,  John  Langley,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  January  24,  1918. 

Died :  Naval  hospital.  Chelsea,  Mass.,  September  17,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mary  L.  Langley,  2108  London  Street,  Portsmouth, 
Va. 
Wing,  Stanley  James,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  March  26,  1917. 

Died :  U.  S.  S.  Michigan,  October  30,  1917. 

Cause :  Lost  at  sea. 

Next  of  kin  :  Mother,  Mrs.  Sarah  Wing.  1245  Twenty-fourth  Street,  Detroit, 
Mich. 
Wingate,  Edmttnd  Lbwis,  yeoman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  April  16,  1916. 

Died :  St.  Nazaire,  France,  October  14,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Mother,  Nora  Sullivan  Wingate,  1£  Grand  Street,  Hartford, 
Conn. 
Winger,  Carl  Roli.en,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  November  19,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C,  May  1,  1918. 

Cause:  Aephrites,  acute. 

Next  of  kin:  Mother,  Ella  May  Winger,  3226  North  Twenty-sixth  Street, 
Omaha,  Nebr. 
Wingerter,  Leo  Herman,  chief  water  tender,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  January  11,  1917. 

Died :  U.  S.  S.  North  Dakota,  July  5,  1917. 

Cause:  Suicide. 

Next  of  kin:  Daughter,  Janice  Elnora  Wingerter,  Eagle,  Wis. 
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Winkki.,  Herbert  Arthur,  seaman,  second  class,  United  Stales  Naval  Reserve 
Force. 

Enrolled:  Milwaukee,  Wis.,  June  20,  1918. 

Died :  Ninth,  tenth,  eleventh  naval  district,  Great  Lakes,  111.,  October  3, 
1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Wilhelmina  Winkel,  Berlin,  Wis. 
Winkelman,  Frederick  William,  seaman,  second  class,  United  States  Navy. 

Enlisted  :  Des  Moines,  Iowa,  June  2S,  1918. 

Died :  U.  S.  S.  Solace,  October  19,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Brother.  Milton  Winkelman,  care  of  Rudolph  Virchan,  Myrtle, 
Minn. 
Winkelman,  Peter  Frederick,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Chicago,  111.,  July  15,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Sophie  Rooney   Winkelman,  2600  South  Fifty-ninth 
Avenue,  Cicero,  111. 
Winkelmeyer,  Joseph  Benjamin,  seaman,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Kansas  City.  Mo.,  April  13,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Benjamin  Winkelmeyer,  R.  F.  D.  No.  4,  Kansas  City, 
Kans. 
Winkleblack,  Ralph  Carlis,  landsman   for  machinist's  mate    (A.),   United 
States  Naval  Reserve  Force. 

Enrolled:  Great  Lakes,  111.,  June  14,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  20,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Nellie  Winkleblack,  Bushton,  111. 
Winmill,  Charles  Fenton,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Philadelphia,  Pa.,  April  9,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  February  19,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Mrs.  Agnes  Winmill,  2306  East  Fifth  Street,  Phila- 
delphia, Pa. 
Winn.  Harry  Arthur,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  December  12,  1917. 

Died  Naval  hospital,  Newport,  March  2,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Abe  Winn,  Oakville,  N.  Y. 
Winne,  John,  Jr.,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  April  5,  1917. 

Died :  U.  S.  S.  Alccdo,  November  5,  1917. 

Cause:  Lost  at  sea. 

Next  of  kin :  Father,  John  Winne,  sr.,  534  West  One  hundred  and  twenty- 
fourth  Street,  New  York,  N.  Y. 
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Winningham,  Arthur,  seaman,  second  class,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  January  31,  1916. 

Died :  Naval  hospital,  Fort  Lyon,  Colo.,  July  20,  1918. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Charles  Winningham,  Meredosia,  111. 
Winkoth,  Arthur  Carl,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Buffalo,  N.  Y.,  May  17,  191S. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Father,  Charles  Fmnk  Winroth,  213  Myrtle  Street,  Jamestown, 
Chautauqua  County,  N.  Y. 
Winters,  William  Otto,  water  tender,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  October  23,  1917. 

Died :  U.  S.  S.  Buena  Ventura,  September  16,  1918. 

Cause :  Lost  his  life  when  the  ship  was  sunk  by  an  enemy  submarine. 

Next  of  kin :  Wife,  Mary  S.  Winters,  1911  Moltke  Avenue,  Harrisburg,  Pa. 
Wirhotjsky,  Joseph,  seaman,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  December  15,  1917. 

Died :  Base  Hospital  No.  5,  October  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Anna  Wirhousky,  84  Albany  Street,  Poughkeepsie,  N.  Y. 
Wise,   Edward  McLeish,  yeoman,   third   class,  United   States  Naval   Reserve 
Force. 

Enrolled :  European  waters,  August  16.  1917. 

Died :  U.  S.  S.  Fanning  January  31,  1918. 

Cause:  Intestinal  obstruction. 

Next  of  kin :  Mother,  Elizabeth  W.  Ingram,  63  Prospect  Avenue,  Ingram, 
Pa. 
Wise,  William  Thomas,  fireman,  third  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  June  4,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  Cyclops. 

Next  of  kin  :  Father,  Jesse  Wise,  Glenmore,  Ala. 
Wiseman,  Edward  Jerome,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Fall  River,  Mass.,  March  26,  1917. 

Died:  U.  S.  S.  New  York,  February  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Ella  M.  Wiseman,  574  William  Street,  Fall  River, 
Mass. 
Wisotzkey,  Samuel  Conrad,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  19,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  board  missing  Cyclops. 

Next  of  kin :  Father,  William  Wisotzkey,  Rocks,  Md. 
Wissel,  Walter  Adolph,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Cincinnati,  Ohio,  June  3,  1918. 

Died :  Naval  hospital,  naval  base,  Norfolk,  Va.,  October  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Henry  G.  Wissel,  1040  Marshall  Avenue,  Cincinnati, 
Ohio. 
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Wissmann,  Frederick  Alfred,  quartermaster,  second  class  (A),  United  States 
Navy. 
Enlisted:  New  York,  N.  Y.,  February  15,  1918. 
Died:  Naval  air  station,  Killingholme,  October  28,  1918. 
Cause:  Pneumonia. 

Next  of  kin:  Mother,  Mary  Wissmann,  338  East  One  hundred  and  fifty- 
fourth  Street,  New  York,  N.  Y. 
Wissmann,  Otto  William,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled:  Camp  Logan,  111.,  January  8,  1918. 
Died :  Naval  hospital,  Charleston,  S.  C,  September  27,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  George  Carl  Wissmann,  122  Pigeon  Street,  Jackson, 
Mich. 
Wiswall,  George  Howard,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled:  Albany,  N.  Y.,  May  10,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  8,  1918. 
Cause:  Broncho-pneumonia. 

Next  of  kin :  Mother,  Ella  Mary  Wiswall,  1159  McQuade  Avenue,  Utica, 
N.  Y. 
Witt,  Albert,  fireman,  third  class,  United  States  Naval  Reserve  Force. 
Enrolled:  Louisville,  Ky.,  May  17,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 
Cause:  Influenza. 

Next  of  kin :  Grandfather,  William  Webb,  Glasgow,  Ky. 
Witt,  George  Douglas,  pharmacist's  mate,  first  class,  United  States  Navy. 
Enlisted:  Portland,  Oreg.,  June  17,  1917. 

Died :  Company  A,  Sixth  Machine  Gun  Battalion,  France,  October  26,  1918. 
Cause:  Wound  received  in  action. 

Next  of  kin :  Father,  George  M.  Witt,  Harrington,  Wash. 
Witt,  Jake  Ralph,  landsman  for  electrician  (R),  United  States  Naval  Reserve 
Force. 
Enrolled:  Indianapolis,  Ind.,  June  7,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  28,  1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mrs.  Ida  Belle  Witt,  R.  R.  No.  9,  Lebanon,  Iud. 
Witta,  Jacob,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Milwaukee,  Wis.,  May  31,  1918. 
Died:  Naval  hospital,  Philadelphia,  Pa.,  September  24,  1918. 
Cause :  Influenza. 

Next  of  kin :  Brother,  Charles  Witta,  Stevens  Point,  Wis. 
Witzel,  Bernard  Joseph,  machinist's  mate,  second  class,  United  States  Navy. 
Enlisted:  Rochester,  N.  Y.,  August  10,  1916. 
Died :  U.  S.  S.  Marietta,  October  22,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Mrs.  Frances  Witzel,  Coldwater,  N.  Y. 
Wizeman,  Richard  Tom,  ship's  cook,  fourth  class,  United  States  Navy. 
Enlisted :  St.  Louis,  Mo.,  May  28,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  27,  1918. 
Cause:  Influenza. 

Next  of  kin:  Mother,  Henrietta  Wizeman,  802   South  Fourth   Street,   St. 
Louis,  Mo. 
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Wodicka,   Lawrence  Paul,  apprentice  seaman,   United  States  Naval  Reserve 
Force. 

Enrolled :  St.  Louis,  Mo.,  August  14,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next   of  kin:  Mother,   Mary   Schvvarz   Wodicka,   3406   Winnebago   Street, 
St.  Louis,  Mo. 
Wold,  Walter,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  April  13,  1917. 

Died :  U.  S.  S.  Newport  News,  October  13,  1918. 

Cause :  Drowning. 

Next  of  kin :  Father,  Lambert  J.  Wold,  Vermillion,  S.  Dak. 
Wolf,  Cornelius  Anthony,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  July  G.  1918. 

Died:  Cumberland  Street  Hospital,  Brooklyn,  N.Y.,  October  6,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Barbarie  Wolfe,  box  396,  Wesley,  Iowa. 
Wolf,  William  Robert,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  19,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  board  missing  Cyclops. 

Next  of  kin :  Father,  Frank  L.  Wolf,  1512  East  Chast  Street,  Baltimore,  Md. 
Wolfe,  Edward  Chart.es,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  Haven,  Conn.,  May  31,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Celia  Julia  Wolfe,  164  Thomas  Street,  West  Haven, 
Conn. 
Wolff,  Louis  Edward,  landsman  electrician  (R),  United  States  Naval  Reserve 
Force. 

Enrolled:  Buffalo,  N.  Y.,  May  7,  191S. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mary  Magdalene  Wolff,  977  Michigan  Avenue,  Buf- 
falo, N.  Y. 
Wolford,  Robert  Samuel,  quartermaster,  second  class.  United  States  Navy. 

Enlisted  :  Philadelphia,  Pa.,  January  20,  1917. 

Died :  U.  S.  sub  chaser  219,  October  9,  191S. 

Cause:  Injuries  received  in  Are. 

Next  of  kin:  Father,  Frank  Wolford,  205  Columbia  Avenue,  Cumberland, 
Md. 
Wolfson,  Berton  Fixel,  electrician,  third  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  April  20,  1917. 

Died:  Steamship  Orion,  October  5,  1918. 

Cause:  Brain  tumor. 

Next  of  kin :  Father,  Morris  Wolfson,  1431  South  Sawyer  Avenue,  Chicago, 
111. 
Wolk,  Irving  Montaigne,   mess  attendant,  third  class,  United   States  Naval 
Reserve  Force. 

Enrolled:  New  York,  N.  Y.,  May  27,  1918. 

Died :  Third  Naval  District,  New  York,  October  6,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Annie  Wolk,  601  West  One  hundred  and  seventy- 
second  Street,  New  York,  N.  Y. 
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Wolverton,  John  Boyd,  chief  boatswain's  mate,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  June  6,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Adele  Boyd  Spaukling,  1619  R  Street,  Washington, 
D.  C. 
Wood,  Floyd  Eugene,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Portland,  Oreg.,  June  26,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  7,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Flora  Wood,  Cheney,  Wash. 

Wood,  Fred  Elwayne,  machinist's  mate,  second  class,   United   States  Naval 
Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  June  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Charles  Emery  Wood,  208  North  Sycamore  Street, 
Iola,  Kans. 
Wood,  Henry  Fames,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  September  18,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  February  17,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Edward  E.  Wood,  309  Elm  Street.  Northampton,  Mass. 
Wood,  Keeon  Levirda,  seaman,  United  States  i\avy. 

Enlisted :  Indianapolis,  Ind.,  June  13,  1917. 

Died :.  Armed  draft  detail,  New  York,  June  17,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  George  Wood,  Oblong,  111. 
Wood,  Lawrence  Lockharts,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  April  24,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  June  6,  1917. 

Cause:  Pleurisy  suppurative. 

Next  of  kin :  Father,  Benjamin  H.  Wood,  Oak  and  Center  Streets,  Cedar- 
hurst,  Long  Island,  N.  Y. 
Wood,  Leonard  Roford,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Oklahoma  City,  Okla.,  September  19,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  February  9,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Ellen  Wood,  Loce,  Okla. 
Wood,  Thomas  Lynch,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Pittsburgh,  Pa.,  July  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Winfield  Scott  Wood,  16  Morgantown  Street,  Fair- 
chance,  Pa. 
Wood,  William  Henry,  gunner's  mate,  second  class  (T),  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  May  1,  1916. 

Died :  U.  S.  S.  Ma  nicy,  March  19,  1918. 

Cause :  Killed  in  explosion. 

Next  of  kin :  Mother,  Virginia  Wood,  144  Pacific  Avenue,  Santa  Cruz,  Calif. 
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Wood,  William  Toms,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Kansas  City,  Mo.,  June  1,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  Member  of  crew  on  board  missing  Cyclops. 
Next  of  kin :  Brother,  C.  M.  Wood,  Kinsley,  Kans. 
Woodakd,  Frank  H.,  mess  attendant,  first  class,  United  States  Naval  Reserve 

Force. 
Enrolled :  Pelham  Bay  Park,  N.  Y.,  December  12,  1917. 
Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 
Cause :  Lost  when  vessel  was  destroyed. 
Next  of  kin :  Brother,  Charles  Woodard,  U.  S.  S.  Leviathan. 
Woodard,  Stephen  Lee  Nelson,  seaman,  second  class,  United  States  Naval 

Reserve  Force. 
Enrolled :  Louisville,  Ky.,  June  26,  1918. 
Died :  Great  Lakes,  111.,  October  2, 1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Sister,  Mary  E.  Thunuan,  Lawrenceburg,  Ky. 
Woodcock,  William  Dean,  electrician,  first  class    (R),  United   States  Naval 

Reserve  Force. 
Enrolled :  Buffalo,  N.  Y.,  April  12,  1917. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 
Cause:  Influenza. 
Next  of  kin :  Father,  George  M.  Woodcock,  279  Highland  Avenue,  Buffalo, 

N.  Y. 
Woodcome,  Leo  Hectok,  hospital  apprentice,  first  class,  United  States  Naval 

Reserve  Force. 
Enrolled :  Boston,  Mass.,  April  6,  1918. 
.  Died :  Naval  hospital,  Chelsea,  Mass.,  September  21,  1918. 
Cause:  Influenza. 
Next  of  kin :  Mother,  Mrs.  Margaret  Woodcome,  12  Water  Street  Lane, 

Fitchburg,  Mass. 
Woodfield,  AY  alter  Lincoln,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enrolled :  San  Francisco,  Calif.,  May  28,  1918. 
Died :  Naval  hospital,  Mare  Island,  Calif.,  October  24,  1918. 
Cause :  Influenza. 

Next  of  kin:  Father,  Lincoln  Woodfield,  681  San  Jose  Avenue,  San  Fran- 
cisco, Calif. 
Woodrow,  Theodore  Elsworth,  fireman,  third  class,  United  States  Navy. 
Enlisted:  Ishpeming,  Mich.,  December  15,  1917. 
Died:  Naval  training  station,  Great  Lakes,  111.,  April  10,  1918. 
Cause :  Lobar  pneumonia. 

Next  of  kin :  Mother,  Kate  Jensen,  225  Coleman  Street,  Marinette,  Wis. 
Woodruff,  Herschel,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enrolled :  Indianapolis,  Ind.,  May  13,  1918. 
Died:  Naval  hospital,  Naval  Base,  Va.,  October  3,  1918. 
Cause :  Pneumonia,  lobar. 
Next  of  kin:  Father,  John  W.  Woodruff,  130  East  Dayton  Street,  South 

Bend,  Ind. 
Woodruff,  Robert  Elsworth,  yeoman,  first  class,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  July  6, 1916. 
Died :  Naval  hospital,  Norfolk,  Va.,  March  29,  1918. 
Cause:  Pneumonia,  broncho. 
Next  of  kin:  Father,  Henry  S.  Woodruff,  New  Providence,  N.  J. 
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Woodruff,  William   Arthur,   Jr.,  fireman,  third  class,  United   States  Naval 
Reserve  Force. 

Enrolled :  Omaha,  Nebr.,  July  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin:  Fatber,  William  A.   Woodruff,  512  Fifteenth   Street,   Sioux 
City,  Iowa. 
Woods,  Allen  Jay,  hospital  apprentice,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Des  Moines,  Iowa,  May  17,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  18,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Margaret  Woods,  Maquoketa,  Iowa. 
Woods,  Homer  James,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  June  4,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  Louisa  Woods,  757  Maple  Avenue,  Blue  Island, 
111. 
Woods,  Jeff  Raymond,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Peoria,  111.,  June  4,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ida  May  Woods,  Newton,  111. 
Woods,  Kyle,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Parkersburg,  W.  Va.,  December  11,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  February  11,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  W.  R.  Woods,  Alderson,  W.  Va. 
Woodward,  Earl,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  June  1,  1917. 

Died :  Navy  Base  Hospital  No.  5,  June  14,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  George  Woodward,  4727  Cupples  Place,  St.  Louis,  Mo. 
Woodward,  Theon  Harvey,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enrolled:  Portland,  Me.,  June  19,  1918. 

Died:  Naval  hospital,  Gulfport,  Miss.,  October  15,  1918. 

Cause :  Influenza ;  broncho-pneumonia. 

Next  of  kin :  Wife,  Mary  Katherine  Woodward,  Canton,  Me. 
Woodworth,  Edward,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  February  27,  1917. 

Died :  S.  S.  Cacique,  July  18,  1917. 

Cause :  Explosion  on  board  S.  S.  Florence. 

Next  of  kin :  Guardian,  Ida  M.  Overnyer,  Orphans  Home,  Fort  Wayne,  Ind. 
Woodworth,   Horace  Campbell,   electrician,   third   class    (R),   United   States 
Navy. 

Enlisted:  Boston,  Mass.,  May  21,  1917. 

Died :  S.  S.  Florence  H.,  April  17,  1918. 

Cause:  Explosion  on  board  S.  S.  Florence. 

Next  of  kin :  Mother,  Mrs.  Julius  C.  Woodworth,  54  Pleasant  Street,  Hyde 
Park,  Mass. 
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Woody,  Benedict,  fireman,  third  class,  United  States  Naval  Reserve  Force. 
Enrolled :  Milwaukee,  Wis.,  June  20,  1918. 
Died :  U.  S.  S.  Oklahoma,  October  21,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Brother,  John  Woody,  Park  Falls,  Wis. 
Wooldridge,  Frank  Elmer,  musician,  second  class,  United  States  Naval  Reserve 

Force. 
Enrolled :  Great  Lakes,  111.,  July  3,  1918. 
Died  :  Naval  hospital,  Great  Lakes,  111.,  October  2,  1918. 
Cause :  Influenza. 

Next  of  kin  :  Mother,  Lillie  Wooldridge,  Gifford,  111. 
Wooldridge,  Harvey,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Baltimore,  Md.,  November  30,  1917. 
Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30, 1918. 
Cause :  Lost  when  U.  S.  A.  C.  T.  Ticonderoga  was  sunk. 
Next  of  kin:  Sister,  Mabel  Petellat,  738  South  Curley  Street,  Baltimore, 

Md. 
Woolley,  Albert  Fred,  hospital  apprentice,  second  class,  United  States  Naval 

Reserve  Force. 
Enrolled :  San  Francisco,  Calif.,  July  6,  1917. 
Died :  Naval  hospital,  League  Island,  Pa.,  March  26,  1918. 
Cause:  Pneumonia. 
Next  of  kin :  Mother,  Harriet  Melvina  Woolley,  135  Hollywood  Avenue,  San 

Jose,  Calif. 
Woolley,  Frank  Lester,  machinist's  mate,  first  class,  United  States  Navy. 
Enlisted :  Detroit,  Mich.,  July  25,  1917. 
Died  :  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  Member  of  crew  on  board  missing  Cyclops. 
Next  of  kin :  Mother,  Mrs.  Mae  Woolley,  807  Market  Street,  Parkersburg, 

W.  Va. 
Woolley,  Harold  Townsend,  seaman,  United  States  Naval  Reserve  Force. 
Enrolled  :  New  York,  N.  Y.,  April  30,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  6,  1918. 
Cause:  Leukemia. 

Next  of  kin :  Father,  Daniel  S.  Woolley,  Great  Neck,  Long  Island. 
Woolverton,  William  Eggart,  fireman,  third  class,  United  States  Naval  Re- 
serve Force. 
Enrolled :  Newark,  N.  J.,  April  15,  1918. 
Died :  Pelham  Bay  Park,  N.  Y.,  October  8,  1918. 
Cause:  Influenza. 

Next  of  kin  :  Mother,  Emma  Woolverton,  613  Walnttt  Avenue,  Trenton,  N.  J. 
Woosencraft,  Perry  Russell,  landsman  musician.  United  States  Naval  Reserve 

Force. 
Enrolled :  Milwaukee.  Wis.,  June  17,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Ella  Cole  Woosencraft,  box  133,  Dunbar,  Wis. 
Worden,   James  Lester,   seaman,   second  class,  United   States  Naval  Reserve 

Force. 
Enrolled:  Newark,  N.  J.,  July  1,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  15,  1918. 
Cause :  Broncho-pneumonia. 
Next  of  kin :  Father,  Benjamin  B.  Worden,  Forked  River,  N.  J. 
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Workman,  Clarence  Albert,  storekeeper,  second  cla.^s,  United  States  Navy. 

Enlisted:  Pensacola,  Fla.,  October  15,  1915. 

Died :  U.  S.  S.  Princess  Matoika,  October  5,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  James  E.  Workman,  Flora,  111. 
Worn  ell,  George,  boilermaker,  United  States  Navy. 

Enlisted:  San    Francisco,   ( 'alif.,   October  25.   1915. 

Died:  U.  S.  S.  Chauncey,  November  19,  1917. 

Cause:  Drowning. 

Next  of  kin:   Friend,  Marry  C.  Smith,  San  Francisco,  Calif. 
Wonx Hi.\f, ton.  Douglas  <;..  chief  yeoman,  United  States  Navy. 

Enlisted:  Cavite,  P.  I..  March  24,  1916. 

Died:  301  Market  Street.  San  Francisco,  Calif.,  November  8,  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Hazel  M.  Worthington,  178  Eureka  Street,  San  Fran- 
cisco. Calif. 
Worthy.  Luciotjs,  apprentice  seaman.  United  States  Navy. 

Enlisted  :  Charleston,   S.  C,  October  25,  1918. 

Died:  Naval  hospital,  Charleston,  S.  C.,  November  9,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Sifter,  Mattie  Townsley,  Thomaston,  Ga. 
Wr\y,  Clarence  Edtson,  pharmacist's  mate,  third  class,  United  States  Navy. 

Enlisted  :  Des  Moines,  Iowa,  May  10,  1917. 

Died:  Naval  station,  Great  Lakes,  111.,  March  10,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Anna  Rebacca  Wray,  Milton,  Iowa. 
Wreath,  George  Clarence,  plumber  and  fitter,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  November  14,  1917. 

Died :  Navy  station,  Mare  Island,  Calif.,  October  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Anna  Wreath,  602  Madison  Street,  Oakland,  Calif. 
Wrede,  Howard  William,  yeoman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Cincinnati,  Ohio,  April  10,  1918. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  Albert  Wrede,  North  Baltimore,  Ohio. 
Wright,  Clyde  Avon,  fireman,  third  class,  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  July  6,  1918. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  August  17,  1918. 

Cause:  Appendicitis  acute. 

Next  of  kin:  Mother,  Euda villa   McClelland,  2765  Newton   Avenue,   San 
Diego,  Calif. 
Wright,  Frank  Albert,  landsman  for  machinist's  mate   (A),  United  States 
Naval  Reserve  Force. 

Enrolled :  Cincinnati,  Ohio,  July  15,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  29,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  George  Wilson  Wright,  Delta,  Ohio. 
Wright,  Gavin,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Providence,  R.  I.,  August  5,  1918. 

Died:  Boston,  Mass.,  September  17,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Elizabeth  Wright,  196  Grove  Street,  Lonsdale,  R.  I. 


798 

Wkight,  Gilbert  Livingston,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted :  Key  West,  Fla.,  May  21,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Helen  May  Wright,  160  Willet  Court,  Jamaica,  Long 
Island,  N.  Y. 
Wright,  John  Dowdell,  landsman  for  yeoman,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  April  17,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  13,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Cecelia   Wright,   822  Ottawa   Street,   Leavenworth, 
Kans. 
Wright,  William  Bordoin,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  July  23,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Benjamin  F.  Wright,  Elk  Hill,  Va. 
Wright,  William   Mosby,  plumber  and  fitter,  United   States   Naval   Reserve 
Force. 

Enrolled :  Norfolk,  Va.,  August  8,  1917. 

Died :  Riverside  Hospital,  Newport  News,  Va.,  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Rosie  Addelle  Wright,  815  Thirtieth  Street,  Newport 

News,  Va. 
Wrotenbery,  William,  apprentice  seaman,  United  States  Naval  Reserve  Force- 
Enrolled  :  Dallas,  Tex.,  June  18,  1918. 

Died:  San  Francisco,  Calif.,  August  18,  1918,  twelfth  naval  district. 

Cause:  Pneumonia  and  injury  to  brain. 

Next  of  kin  :  Father,  Charlie  Wrotenbery,  Mount  Selman,  Tex. 
Wuest,  Robert  Harry,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  December  29,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Died  when  U.  S.  S.  Lakemoor  was  torpodoed  by  enemy  submarine. 

Next  of  kin :  Father,   Christopher  Wuest,  217  Bosley   Street,   Cincinnati, 
dhio. 
Wyatt,  Clyde  William,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  November  6,  1914. 

Died :  U.  S.  S,  F-l,  December  17,  1917. 

Cause:  Lost  life  when  F-l  and  F-3  collided. 

Next  of  kin :  Wife,  Mrs.  Queenie  Florence  M.  Wyatt.  3401  Mission  Road, 
Lincoln  Park,  Los  Angeles,  Calif. 
Wyatt,  John  Thomas,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  December  12,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  22.  1918. 

Cause:  Measles. 

Next  of  kin :  Father,  McDauiel  Wyatt,  Route  No.  1,  Clauton,  Ala. 
Wyatt,  Roy  Flournoy,  fireman,   second  class,   United   States  Naval   Reserve 
Force. 

Enrolled:  Birmingham,  Ala.,  April  27,  1918. 

Died :    Aboard  U.  S.  S.  Mercy,  while  attached  to  U.  S.  S.  Kentucky,  October 
7,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Richard  H.  Wyatt,  Dozier,  Ala. 
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Wycoff,  Earl  Russell,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Peoria,  111.,  October  31,  1917. 

Died :  St.  Mary's  Hospital,  Brooklyn,  N.  Y.,  October  12,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  James  Thomas  Wycoff,  Knobview,  Mo. 
Wyman,  Fred  Earl,  landsman  for  machinist's  mate  (A).  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  January  21,  1918. 

Died:  Naval  Training  Camp,  San  Diego,  Calif.,  February  26,  1918. 

Cause:  Measles. 

Next  of  kin :  Mother,  Leacy  Wyman,  Shelburn,  Oreg. 
Wymore,  Worth,  carpenter's  mate,  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  May  31,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :    Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Elsie  May  Wymore,  Montezuma,  Iowa. 
Yanacek,  Joseph  Daniel,  carpenter's  mate,  third  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Minneapolis,  Minn.,  April  24,  1918. 

Died :  Naval  air  station,  Chatham,  Mass.,  September  19,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Sister,  Lydia  Yanacek,  737  Franklin  Aveuue,  East  Minneapo- 
lis, Minn. 
Yandell,  Edgar  Lawrence,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Nashville,   Teun.,    December   10,   1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  18,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  George  Thomas  Yandell,  R.   F.  D.  No.  4,  Jackson, 
Tenn. 

Yandle,  Harry  Lester,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  September  24,  1917. 

Died :  U.  S.  S.  Pittsburgh,  October  22,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  James  Wallace  Yandle,  Joseph,  Oreg. 
Yarke,  Otto,  chief  water  tender,  United  States  Naval  Reserve  Force. 

Enlisted :  Chicago  111.,  August  7,  1918. 

Died :  Naval  Hospital^  Chelsea,  Mass.,  August  22,  1918. 

Cause :  Fracture  of  skull. 

Next  of  kin:  Wife,  Minnie  Yarke,  700  West  Twenty-first  Place,  Chicago, 
111. 
Yates,   William  Luster,   fireman,   third  class,   United   States  Naval  Reserve 
Force. 

Enlisted:     Meridian,  Miss.,  June  3,   1918. 

Died :  Naval  Hospital.  League  Island,  Pa..  October  9,  1918. 

Cause: Influenza. 

Next  of  kin :  Father,  Daniel  L.  Yates,  Utica,  Miss. 
Yaun,  Yeung,  mess  attendant,  first  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  March  28,  1916. 

Died :  Naval  hospital,  Canacao,  P.  I.,  May  3,  1917. 

Cause:  Tuberculosis. 

Next  of  kin :  Wife,  Mrs.  Lie  Tom  Tai,  Canton,  China. 
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Yderstad,  Nels,  fireman,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Duluth,  Minn.,  December  27,  1916. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  24,  1917. 

Cause:  Meningitis,  cerebral. 

Next  of  kin  :  Father,  Henning  Yderstad,  Mason,  Wis. 
Yeager,  David  Krider,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  April  16,  1918. 

Died :  Philadelphia,  Pa.,  October  6,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Emma  Henkle  Yeager,  511  North  Wanamaker  Street, 
Philadelphia,  Pa. 
Yeager,  Henry  Leonard,  seaman,  United  States  Navy. 

Enlisted :  Chattanooga,  Tenn.,  January  11,  1911. 

Died :  Naval  hospital,  Fort  Lyons,  Colo.,  February  21,  1918. 

Cause :  Tuberculosis. 

Next  of  kin :  Father,  William  J.  Yeager,  Route  No.  1,  Clem,  Ga. 
Yerger,  William  Randolph,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Meridian,  Miss.,  May  31,  1918. 

Died :  U.  S.  S.  Mercy,  October  3,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Lavinia  B.  Yerger,  Crawford  Street,  Vicksburg,  Miss. 
Yingling,  James  William,  carpenter's  mate,  second  class,  United  States  Navy. 

Enlisted :  Peoria,  111.,  April  23,  1917. 

Died :  U.  S.  S.  Mercy,  May  5,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Father,  Fred  Yingling,  Westminster,  Md. 
Yodice,  Frank,  landsman  for  ship's  cook,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  February  10,  1915. 

Died :  Naval  prison,  Paris  Island,  S.  C,  June  2,  1918. 

Cause:  Operation  for  appendicitis. 

Next  of  kin :  Father,  John  Yodice,  9S  Degraw  Street,  Brooklyn,  N.  Y. 
York,  George  Nelson,  landsman  for  carpenter's  mate  (A),  United  States  Naval 
Reserve  Force. 

Enlisted :  Waterville,  Me.,  June  29,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  October  20,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Lena  York,  R.  F.  D.  No.  49,  North  Vassalboro,  Me. 
Young,  Albert  Theodore,  ward  room  steward,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  November  29,  1915. 

Died :  Hospital,  Miami,  Fla.,  October  13,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Mercy  J.  Young,  723  Olivia,  Key  West,  Fla. 
Young,  Arthur  Alexander,  shipfitter,  first  class,  United  States  Navy. 

Enlisted :  Portland,  Me.,  April  17,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  19,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Sarah  Young,  98  Hampshire  Street,  Auburn,  Me. 
Young,  Arthur  Frank,   seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  July  23,  1918. 

Died :  St.  Joseph's  Hospital,  Lancaster,  Pa.,  October  13,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin:   Mother,  Clara  Fuller  Young,  42  West  High   Street,  Union 
City.  Pa. 
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Young,  Earl  Dokencoubt,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  December  15,  1917. 

Died :  U.  S.  S.  Chattanooga,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Uncle,  Henry  Nelson,  Glover,  N.  Dak. 
Young,  George  Leon,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  April  7,  1917. 

Died :  U.  S.  S.  South  Dakota,  April  17,  1917. 

Cause :  Carcinoma. 

Next  of  kin:  Mother,  Christiana  Nugent,  293  Augur  Street,  New  Haven, 
Conn. 
Young,  James  Edgar,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  April  17,  1917. 

Died:  U.  S.  S.  Solace,  July  11,  1917. 

Cause:  Purpura  hemorrhagic. 

Next  of  kin  :  Father,  Robert  L.  Young,  R.  R.  No.  5,  St.  Joseph,  Mo. 
Young,,James  Purvis,  chief  gunner's  mate,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  November  8,  1916. 

Died :  U.  S.  S.  Michigan,  October  30,  1917. 

Cause:  Exhaustion  from  overexposure. 

Next  of  kin:  Brother,   John   W.   Young,  Liberty   and  Sherman   Streets, 
Morris  Park,  N.  Y. 
Young,  Joseph  Myles,  yeoman,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  July  15,  1918. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  October  8,  1918. 

Cause:  Influenza. 

Next  of  kin :  Son,  Myles  Cornelius  Young,  411  Cortelyou  Road,  Brooklyn, 
N.   Y. 
Young,  Lewis  A.,  machinist's  mate,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Provincetown,  Mass.,  July  24,  1917. 

Died :  U.  S.  S.  Marietta,  October  15,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother.  Annie  H.  Young,  12  Carver  Street,  Provincetown^ 
Mass. 
Young,  Major  McKinley,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  July  22,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  5,  1918. 

Cause :  Pneumonia. 

Next   of  kin:  Sister,   Lorena   Young   Stivers,   4423   Huntington   Avenue, 
Covington,  Ky. 
Young,  Oliver  Cromwell,  hospital  apprentice,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Detroit,  Mich.,  May  23,  1918. 

Died  :  Naval  training  station,  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Lucille  Vera  Young,  Leslie,  Mich. 
Young,  Ralph  Clark,  coxswain,  United  States  Naval  Reserve  Force. 

Enlisted :  San  Francisco,  Calif.,  June  12,  1917. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  18,  1918. 

Cause :  Influenza. 

Next    of    kin:  Mother,    Dora    Leppier    Young,    418    Washington    Street, 
Petaluma,  Calif. 
174483—20 51 
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Young,  Robert  Ross,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Peoria,  111.,  June  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  July  10,  1918. 

Cause:  Scarlet  fever. 

Next  of  kin :  Father,  John  W.  Young,  Paloma,  111. 
Younger,  Cole  Oscar,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  September  25, 1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  November  6,  1917. 

Cause:  Abscess  of  brain. 

Next  of  kin :  Wife,  Myrtle  Younger,  Checotah,  Okla. 
Younger,  Michael,  seaman,  second  class,  United  States  Navy. 

Enlisted :    Cincinnati,  Ohio,  May  1,  1917. 

Died  :    Steamship  Florence,  April  17,  191S. 

Cause :  Lost  life  while  member  of  armed  guard. 

Next  of  kin :   Father,  Jacob  L.  Younger,  917  Clark  Street,  Cincinnati,  Ohio. 
Youngs,  Thomas  Willard,  shipwright,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :   New  York,  N.  Y.,  October  19,  1918. 

Died  :  Naval  hospital,  New  York,  N.  Y.,  November  7, 1918. 

Cause :   Broncho-pneumonia. 

Next  of  kin :   Wife,  Blanche  W.  Youngs,  1034  Peach  Street,  Rockford,  111. 
Youree,  James  Frederick,  seaman,  second  class,  United  States  Navy. 

Enlisted  :  Dallas,  Tex.,  December  14,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  March  10,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Louisa  Youree,  Savoy,  Tex. 
Zabel,  Emil  William  Peter,  hospital  apprentice,  second  class,  United  States 
Naval  Reserve  Force. 

Enlisted :  New  Haven,  Conn.,  June  28,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  2, 1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Peter  Zabel,  332  Pratt  Street,  Meriden,  Conn. 
Zaccardo,  Michael,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Seattle,  Wash.,  April  23,  191S. 

Died :  U.  S.  S.  Kentucky,  September  29,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Mother,  Rosa  Zaccardo,  Sequim,  Wash. 
Zahn,  Frederick,  chief  boatswain's  mate,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  January  22,  1913. 

Died :  Naval  hospital,  Fort  Lyons,  Colo.,  May  8,  1918. 

Cause:  Tuberculosis. 

Next  of  kin :  Wife,  Lottie  Zahn,  152  Rector  Street,  Union  Course,  Long 
Island,  N.  Y. 
Zajic,  Jacob,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Baltimore,  Md.,  May  11,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  7,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Julia  Zajic,  1933  Alicanna  Street,  Baltimore,  Md. 
Zanetti,  Birtie,  coxswain,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  December  5,  1917. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause :  Killed  when  ship  was  torpedoed. 

Next  of  kin :  Father,  Thomas  Zanetti,  45  Knapp  Avenue,  Clifton,  N.  J. 
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Zeigleb,  Tillman,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Charleston,  S.  C,  January  5,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  October  11,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Brother,  Henry  Zeigler,  Bamberg,  S.  C. 
Zeliff,  John  Peter,  yeoman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  April  27,  1918. 

Died :  Home,  122  Totowa  Road,  Borough  of  Totowa,  N.  J.,  October  11,  1918. 

Cause:  Influenza  and  pneumonia. 

Next  of  kin :  Mother,  Albertina  Zeliff,  122  Totowa  Road,  Paterson,  N.  J. 
Zellek,  George  John,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  December  14,  1917. 

Died :  Naval  air  station,  Pensacola,  Fla.,  June  28,  1918. 

Cause:  Seaplane  accident. 

Next  of  kin :  Wife,  Evelyn  Mary  Zeller,  431   Fourth  Avenue,  Northeast 
Roanoke,  Va. 
Zellman,  Otto  Theo.  Henry,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Pittsburgh,  Pa.,  April  16,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  20,  1917. 

Cause:    Cerebrospinal  meningitis. 

Next  of  kin :  Mother,  Lena  Zellman,  412  Jane  Street,  Carnegie,  Pa. 
Zilak,  Joseph,  electrician,  third  class,  United  States  Navy. 

Enlisted :  Portsmouth,  N.  H.,  August  16,  1915. 

Died :  Naval  hospital,  New  York,  January  9,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Sister,  Miss  Gladys  C.  Carpenter,  Mattoon,  Wis. 
Zimmerman,  Robert  Lee,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  May  12,  1917. 

Died :  U.  S.  S.  Susquehanna,  January  3,  1918. 

Cause :  Ammonia  poisoning. 

Next  of  kin :  Father,  John  Zimmerman,  Bradford,  Ohio. 
Zoss,  Louis,  fireman,  third  class,  United  States  Navy. 

Enlisted :  July  26,  1918,  Chicago,  111. 

Died :  U.  S.  S.  Comfort  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Brother,  Edward  Zoss,  Cazenova,  111. 
Zugehor,  Rudolph,  gunner's  mate,  second  class  (T),  United  States  Navy. 

Enlisted :  Shanghai,  China,  August  13,  1915. 

Died:  Naval  Torpedo  Station,  Newport,  R.  I.,  November  3,  1917. 

Cause :  Capsizing  of  boat. 

Next  of  kin :  Father,  C.  V.  Zugehor,  Webster,  N.  Y. 
Zwieseland,  Harry,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  Norfolk  Va.,  October  9,  1916. 

Died :  U.  S.  S.  Prometheus,  November  16,  1917. 

Cause:  Cerebral  hemorrhage. 

Next  of  kin :  Wife,  Jennie  Zwieseland,  Unionville,  N.  Y. 

NAVY  ENLISTED  MEN  NOT  IN  ACTIVE  SERVICE. 

Biron,  Felix  Fred,  machinist's  mate,  second  class,  United  States  Naval  Re- 
serve Force. 
Enrolled :  Albany,  N.  Y.,  July  10,  1918. 
Died :  Gloversville,  N.  Y.,  July  16,  1918. 

Cause:  Fracture  of  skull,  auto  accident,  at  railroad  crossing. 
Next  of  kin:  Mother,  Eurali  Biron,  17  Walnut  Street,  Gloversville,  N.  Y. 
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Blizzaed,  Robert,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Wilmington,  N.  C,  August  5,  1918. 

Died :  James  Walker  Hospital,  Kelly,  N.  C,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Brother,  Homer  Blizzard,  Kelly,  N.  C. 
Bbadley,  Wallace  Hewitt,  Jr.,  apprentice  seaman,  United  States  Naval  Re- 
serve Force. 

Enrolled :  New  York,  N.  Y.,  July  25,  1918. 

Died :  Raritan  Bay,  N.  J.,  September  2,  1918. 

Cause :  Drowned. 

Next  of  kin :  Father,  Wallace  H.  Bradley,  178  Elmwood  Avenue,  Irving- 
ton,  N.  J. 
Bkock,  McKinley  Parkek,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  San  Francisco,  Calif.,  February  16,  1918. 

Died :  Office  of  the  commandant,  Twelfth  Naval  District,  February  18,  1918. 

Cause:  Drowning. 

Next  of  kin :  Mother,  Jeanette  Martha  Brock,  Wheatland,  Calif. 
Burns,   James   Francis,    landsman   for   quartermaster,   United    States  Naval 
Reserve  Force. 

Enrolled :  Boston,  Mass.,  November  28,  1917. 

Died :  Boston  City  Hospital,  Boston,  Mass.,  March  15,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :   Sister,  Mrs.  Mary  B.  Cronin,  20  Pearl   Street,  Dorchester, 
Mass. 
Calvert,  Walter  Roy,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Nashville,  Tenn.,  July  15,  1918. 

Died :  At  home,  Memphis,  Tenn.,  August  11,  1918. 

Cause :  Typhoid  fever. 

Next   of  kin:   Mother,  Carrie  Estes  Calvert,  1011   South   Willett  Street, 
Memphis,  Tenn. 
Cameron,  Bonar  C,  machinist's  mate,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Jacksonville,  Fla.,  May  7,  1917. 

Died:  Jacksonville,  Fla.,  November  26,  1917. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Frances  Cameron,  New  Berlin,  Fla. 

Church,  Louis  Edgar,  boatswain's  mate,  first  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Puget  Sound,  Wash.,  June  1,  1917. 

Died :  Puget  Sound,  Wash.,  August  27,  1917. 

Cause :  Pernicious  anemia. 

Next  of  kin:  Wife,  Fern  H.  Church,  520  Third  Avenue,  West  Seattle, 
Wash. 
Churchill,  Melda  Beatrice,  landsman  for  yeoman,  United  States  Naval  Re- 
serve Force. 

Enrolled :  San  Francisco,  Calif.,  October  28,  1918. 

Died:  Navy  temporary  hospital,  San  Francisco,  Calif.,  October  30,  1918. 

Cause:  Influenza,  pulmonary  type. 

Next  of  kin :  Mother,  Lulu  Churchill,  Strathmore,  Calif. 
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Clark,  Talbot,  water  tender,  United  States  Naval  Reserve  Force. 

Enrolled:  Norfolk,  Va.,  February  23,  1917. 

Died :  St.  Vincent's  Hospital,  Norfolk,  Va.,  June  4,  1917. 

Cause :  Aneurism  of  descending  aorta. 

Next  of  kin :  Father,  Castele  Clark,  Leachwood,  N.  C. 
Cleland,  Tracy  William,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Kansas  City,  Mo.,  April  17,  1918. 

Died :  Great  Lakes,  111.,  May  30,  1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  Frank  Lawrence  Cleland,  Alma,  Kans. 
Colwell,  William  Francis,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  May  29,  1918. 

Died :  Home,  186  Heath  Street,  Roxbury,  Mass.,  October  22,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Bridget  J.  Colwell,  186  Heath  Street,  Roxbury,  Mass. 

Connelly,  Paul  Joseph,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  May  4,  1918. 

Died:  Twin  Ponds,  West  Foster  Meadows  and  Merrick  Road,  Rosedale, 
Long  Island,  June  1,  1918. 

Cause :  Asphyxia,  due  to  drowning. 

Next  of  kin :  Father,  Joseph  Connelly,  870  Anthon  Street,  Brooklyn,  N.  Y. 
Conway,  William  Lee,  seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enrolled :  Indianapolis,  Ind.,  June  1,  1918. 

Died :  St.  Joseph  Hospital,  South  Bend,  Ind.,  October  22,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Father,  Patrick  Joseph  Conway,  26  Willow  Street,  Holyoke, 
Mass. 
Dalton,  Blaine,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Richmond,  Va.,  July  19,  1918. 

Died :  Sylvatus,  Va.,  October  17,  1918.  , 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Lodoska  V.  Dalton,  Sylvatus,  Va. 
Delaney,  Frank  Patrick,   apprentice  seaman,  United   States  Naval  Reserve 
Force. 

Enrolled :  Syracuse,  N.  Y.,  July  29,  1918. 

Died :  St.  Lawrence  Street,  Paranac  Lake,  N.  Y.,  October  10,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Anna  Delaney,  27  Cedar  Street,  Saranac  Lake,  N.  Y. 

Devlin,  Walter  Jeremiah,  landsman  for  quartermaster,  United  States  Naval 

Reserve  Force. 
Enrolled:  Boston,  Mass.,  August  1,  1918. 

Died :  57  Tremont  Street,  Charlestown,  Mass.,  September  23,  1918. 
Cause :   Influenza. 
Next  of  kin :  Mother,  Julia  Francis  Devlin,  57  Tremont  Street,  Charlestown, 

Mass. 
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Dix,  Frank  Stillman,  machinist's  mate,   second  class,  United   States  Naval 
Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  August  8,  1918. 

Died :  Third  Naval  District,  New  York,  August  13,  1918. 

Cause:  Gunshot  wound. 

Nest  of  kin:  Mother,  Annie  Stillman  Dix,  163  Prospect  Place,  Brooklyn, 
N.  Y. 
Dudosky,  Meyek,  storekeeper,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  July  24,  1918. 

Died :  Civil  hospital,  Philadelphia,  Pa.,  October  2,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Elizabeth  Dudosky,  705  South  Street,  Philadelphia,  Pa. 
Esty,  Charles  Glenn,  coxswain,  United  States  Naval  Reserve  Force. 

Enrolled :  Newport,  R.  I.,  April  20,  1917. 

Died :  Cornell  University  Infirmary,  Ithaca,  N.  Y.,  October  20,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Sherman  Esty,  Belleville,  N.  Y. 
Green,  Harry,   hospital  apprentice,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Harvard  Medical  School,  Conn.,  December  11,  1917. 

Died :  Southbridge,  Mass.,  October  6,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Morris  Green,  Southbridge,  Mass. 
Hamilton,   Albert   Edward,   ship's  cook,   fourth   class,   United   States  Naval 
Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  June  25,  1918. 

Died :  At  home,  Pleasant  Avenue,  Highwood,  N.  J.,  October  7,  1918. 

Cause:  Lobar  pneumonia., 

Next  of  kin :  Mother,  Alice  Hamilton,  Pleasant  Avenue,  Highwood,  N.  J. 
Hanlon,  John  Jacob,  carpenter's  mate,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Philadelphia,  Pa.,  April  27,  1918. 

Died :  Fourth  Naval  District,  Philadelphia,  May  3,  1918. 

Cause:  Poison. 

Next  of  kin:   Uncle,  John  Hanlon,   1243   South  Taylor   Street,   Philadel- 
phia, Pa. 
Harris,   Wilson   Baptist,  apprentice  seaman,   United   States   Naval   Reserve 
Force. 

Enrolled :  Nashville,  Tenn.,  July  8,  1918. 

Died :  Nashville,  Tenn.,  July  9,  1918. 

Cause :  Killed  in  a  collision  on  the  New  York,  Chicago  &  St.  Louis  Railroad 
when  returning  home  to  await  orders. 

Next  of  kin :  Mother,  Ellen  Best  Harris,  Covington,  Tenn. 
Hart,  Thomas,  ordinary  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  Bedford,  Mass.,  March  23,  1917. 

Died :  St.  Lukes  Hospital,  New  Bedford,  Mass.,  August  23,  1917. 

Cause :  Mastoiditis  operation. 

Next  of  kin :  Aunt,  Miss  Mary  C.  Trodden,  16  Harmony  Street,  New  Bed- 
ford, Mass. 
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Hastings,  Alonzo,  landsman  for  electrician,  United  States  Naval  Reserve  Force. 

Enrolled :  Washington,  D.  C,  August  6,  1918. 

Died :  At  home,  Seat  Pleasant,  Md.,  October  10,  1918. 

Cause:  Influenza,  lobar  pneumonia. 

Next  of  kin :  Father,  Alonzo  Hastings,  Seat  Pleasant,  Md. 
Hayward,  John  Joseph,  landsman  for  quartermaster,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Boston,  Mass.,  January  7,  1913. 

Died :  First  Naval  District,  Boston,  Mass.,  February  14,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Aunt,  Catherine  Dailey,  111  Third  Street,  South  Boston,  Mass. 
Hemphill,  Nelson  Eugene,  electrician,  second  class  (G),  United  States  Naval 
Reserve  Force. 

Enrolled :  Medford,  Oreg.,  March  27,  1917. 

Died :  Thirteenth  Naval  District,  April  12,  1917. 

Cause :  Committed  suicide. 

Next  of  kin  :  Wife,  Mary  B.  Hemphill,  1012  East  Main  Street,  Medford,  Oreg. 
Hibbert,  James  Louis,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Pittsburgh,  Pa.,  April  23,  1918. 

Died :  New  Alexandria,  Pa.,  April  27,  1918. 

Cause:  Gunshot  wound. 

Next  of  kin :  Mother,  Catherine  Hibbert,  New  Alexandria,  Pa. 
Higginbotham,  James  H,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Newport,  R.  I.,  April  23,  1917. 

Died :  Newport,  R.  I.,  February  23,  1918. 

Cause :  Killed  in  aeroplane  accident. 

Next  of  kin:  Father,  Ruffus  W.  Higginbotham,  5002  Swiss  Avenue,  Dal- 
las, Tex. 
Jack,  William  Heney,  Jr.,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Parkersburg,  W.  Va.,  August  6,  1918. 

Died :  Weston,  W.  Va.,  October  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  H.  Jack,  316  Third  Street,  Weston,  W.  Va. 
Jandeow,  Harry  Edmund,  landsman  for  quartermaster,  United  States  Naval 
Reserve  Force. 

Enrolled :  Boston,  Mass.,  July  22,  1918. 

Died :  Boston,  Mass.,  October  22,  1918. 

Cause :  Died  from  wounds  received  in  auto  accident. 

Next  of  kin :  Mother,  Rose  Jandrow,  Mount  Guyet  Street,  North  Brook- 
field,  Mass. 
Jones,  Raymond  Benjamin,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  June  10,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  26,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Vine  Jones,  618  South  Ashland  Avenue,  Green  Bay, 
Wis. 
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Kelley,  William  Raymond,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 
Enrolled :  Little  Rock,  Ark.,  June  3,  1918. 

Died :  Naval  recruiting  station,  Little  Rock,  Ark.,  June  25,  1918. 
Cause :  Fractured  skull. 

Next  of  kin :  Wife,  Mrs.  W.  E.  Kelley,  1114  Gaines  Street,  Little  Rock,  Ark. 
Keough,  William  Joseph,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  Portland,  Me.,  July  1,  1918. 

Died :  First  Naval  District,  Boston,  Mass.,  October  10,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  Christopher  Patrick  Keough,  267  York  Street,  Port- 
land, Me. 
Landy,  Abe,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enrolled :  Philadelphia,  Pa.,  August  8,  1918. 
Died :  Philadelphia,  Pa.,  October  10,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Elizabeth  Weiner  Landy,  3213  West  Clifford  Street, 
Philadelphia,  Pa. 
Lombardo,   Joseph,   chief  commissary  steward,   United   States  Naval  Reserve 
Force. 
Enrolled :  San  Francisco,  Calif.,  November  2,  1917. 

Died :  At  home,  346  Sanchez  Street,  San  Francisco,  Calif.,  March  30,  1918. 
Cause:  Ulcer  of  the  stomach. 

Next   of   kin:  Son,   Antonie   Lombardo,   346    Sanchez    Street,    San    Fran- 
cisco, Calif. 
Long,  Jeremiah  Charles,  machinist's  mate,  first  class,  United  States  Naval  Re- 
serve Force. 
Enrolled :  Boston,  Mass.,  December  12,  1917. 
Died :  First  Naval  District,  Boston,  Mass.,  February  27,  1918. 
Cause :  Acute  nephritis. 

Next  of  kin:  Wife,  Mrs.  Mary  Long,  16  Wordsworth  Street,  East  Boston, 
Mass. 
Lott,  John,  quartermaster,  first  class,  United  States  Naval  Reserve  Force. 
Enrolled :  Tomkinsville,  N.  Y.,  April  9,  1917. 
Died :  While  attached  to  Third  Naval  District,  New  York,  November  23, 

1917. 
Cause:  Acute  alcoholism. 

Next  of  kin :  Sister,  Florence  Rayhold,  648  South  Fifty-first  Street,  Phila- 
delphia, Pa. 
Lundine,  Alpher  Ermangrade,  landsman  for  electrician   (R),  United  States 
Naval  Reserve  Force. 
Enrolled :  Omaha,  Nebr.,  January  31,  1918. 
Died :  Naval  training  station,  Great  Lakes,  111.,  May  21,  1918. 
Cause:  Accident. 

Next  of  kin :  Mother,  Nellie  Lundine,  Bertrand,  Nebr. 
McCraw,  Herbert  Glenn,  landsman  for  machinist's  mate   (A),  United  States 
Naval  Reserve  Force. 
Enrolled :  Omaha,  Nebr.,  August  14,  1918. 
Died:  Lyons,  Nebr.,  October  18,  1918. 
Cause:  Influenza  complicated  with  pneumonia. 
Next  of  kin :  Wife,  Eva  Bernice  McCraw,  Lyons,  Nebr. 
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McLennan,  William  Nelthorpe,  Jr.,  seaman,  second  class,  United  States  Naval 

Reserve  Force. 
Enrolled :  Cleveland,  Ohio,  June  26,  1918. 
Died :  Great  Lakes,  111.,  Ocober  25,  1918. 
Cause :  Pneumonia. 
Next  of  kin :  Mother,  Helen  A.  McLennan,  20  Chicago  Boulevard,  Detroit, 

Mich. 
McNeil,  Harold  William,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enrolled:  Boston,  Mass.,  April  1,  1918. 
Died:  First  Naval  District,  Boston,  Mass.,  April  14,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin:  Wife,  Mrs.  Harold  William  McNeil,  102  North  Main  Street, 

Penacook,  N.  H. 
Manning,  Frank,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enrolled :  New  York,  N.  Y.,  April  21,  1917. 
Died :  Brooklyn,  N.  Y.,  June  2,  1917.     Third  Naval  District. 
Cause:  Fell  from  building. 

Next  of  kin:  Sister,  Irene  Manning,  275  Classon  Avenue,  Brooklyn,  N.  Y. 
Martin,  Lewis  Hypolite,  chief  quartermaster,  United  States  Naval  Reserve 

Force. 
Enrolled:  New  Orleans,  La.,  August  30,  1918. 
Died:  Home,  October  19,  1918. 
Cause:  Influenza. 
Next  of  kin :  Mother,  Constance  Thibodaux  Martin,  623  East  Sixth  Street, 

Crowley,  La. 
Monahan,  Owen  Francis,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enrolled :  Newark,  N.  J.,  April  2,  1918. 

Died :  409  Washington  Street,  Wilmington,  Del.,  October  4,  1918. 
Cause :  Typhoid  fever,  con.,  broncho. 
Next  of  kin:  Mother,  Mary  Monahan,  73  Lexington  Avenue,  Jersey  City, 

N.  J. 
Mullane,  James,  landsman  for  electrician   (R),  United  States  Naval  Reserve 

Force. 
Enrolled :  New  York,  N.  Y.,  October  10,  1917. 
Died :  Third  Naval  District,  New  York.  N.  Y.,  April  22,  1918. 
Cause :  Tuberculosis  of  the  lungs. 

Next  of  kin :  Sister,  Edna  Burns,  911  Manhattan  Avenue,  Brooklyn,  N.  Y. 
Murphy,   John   William,   apprentice   seaman,  United    States  Naval   Reserve 

Force.  • 

Enrolled :  Boston,  Mass.,  July  18,  1918. 
Died :  At  home,  Somerville,  Mass.,  October  2,  1918. 
Cause:  Influenza. 

Next  of  kin:  Mother,  Margaret  Calnan  Murphy,  40  Oliver  Street,  Somer- 
ville, Mass. 
Murray,  William  John,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enrolled :  Chicago,  111.,  June  4,  1918. 
Died:   Detroit,  Mich.,   October  15,   1918;   attached  to  ninth,   tenth,   and 

eleventh  naval  districts. 
Cause:  Pneumonia. 
Next  of  kin :  Sister,  Dorothea  M.  Murray,  345  Burns  Avenue,  Detroit,  Mich. 
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Oliver,  John  Francis,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  March  7,  1918. 

Died :  Boston  City  Hospital,  Boston,  Mass.,  March  21,  1918. 

Cause:  Tuberculosis. 

Next  of  kin :  Mother,  Mary  Oliver,  277  Border  Street,  East  Boston,  Mass. 
Page,  Raymond  Hildoff,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Dover,  Me.,  March  8,  1918. 

Died :  Abbott,  Me.,  September  14,  1918. 

Cause:  Tuberculosis  of  lungs. 

Next  of  kin :  Father,  W.  J.  Page,  Abbott  Village,  Me. 
Paine,  Frank  Troy,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Nashville,  Tenn.,  July  8,  1918. 

Died :  Nashville,  Tenn.,  July  9,  1918. 

Cause :  Killed  in  a  collision  on  the  New  York,  Chicago  &  St.  Louis  Railroad. 

Next  of  kin :  Mother,  Willie  Peete  Paine,  Covington,  Tenn. 
Purdon,  Frederick  William,  landsman  for  quartermaster,  United  States  Naval 
Reserve  Force. 

Enrolled:  Boston,  Mass.,  July  9,  1918. 

Died :  Union  Hospital,  Lynn,  Mass.,  September  28,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Henrietta  Purdon,  86  High  Rock  Street,  Lynn,  Mass. 
Quinn,  Samuel,  ship's  cook,  fourth  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Tom-pkinsville,  Staten  Island,  N.  Y.,  June  29,  1918. 

Died :  76  Gerry  Street,  Brooklyn,  N.  Y.,  October  20,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Abraham  Quinn,  76  Gerry  Street,  Brooklyn,  N.  Y. 
Richards,  Floyd,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Nashville,  Tenn.,  July  8,  1918. 

Died :  Nashville,  Tenn.,  July  9,  1918. 

Cause :  Killed  in  wreck  on  New  York,  Chicago  &  St.  Louis  Railroad. 

Next  of  kin :  Sister,  Cora  Pinner,  R.  No.  3,  Newbern,  Tenn. 
Rogovin,   Louis,   landsman   for  quartermaster,   United   States  Naval   Reserve 
Force. 

Enrolled :  Boston,  Mass.,  July  15,  1918. 

Died :  Home,  618  Cross  Street,  Maiden,  Mass.,  September  27,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Fannie  Rogovin,  618  Cross  Street,  Maiden,  Mass. 
Ross,  Arthur  McLeod,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  August  14,  1918.  • 

Died:  67  Edson  Street,  Dorchester,  Mass.,  September  22,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin:  Mother,  Elizabeth  Ross,  67  Edson  Street,  Dorchester,  Mass. 
Scammerhorn,   William  Arthur,   fireman,  third  class,  United   States  Naval 
Reserve  Force. 

Enrolled:  Nashville,  Tenn.,  July  8,  1918. 

Died :  Nashville,  Tenn.,  July  9,  1918. 

Cause :  Killed  in  a  collision  on  New  York,  Chicago  &  St.  Louis  Railroad. 

Next  of  kin :  Wife,  Isabell  Haywood  Scammerhorn,  456  East  Baltimore 
Street,  Jackson,  Tenn. 
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Scheee,  Arthur  Russell,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Philadelphia,  Pa.,  April  8,  1917. 

Died:  Fourth  Naval  District,  Philadelphia,  Pa.,  August  24,  1917. 

Cause :  Killed  by  being  crushed  between  an  engine  and  concrete  wall. 

Next  of  kin  :  Wife,  Elsie  May  Scheer,  5528  Upland  Street,    Philadelphia,    Pa. 
Schneider,  Emil,  machinist's  mate,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Philadelphia,  Pa.,  July  24,  1918. 

Died :  Fourth  Naval  District,  Philadelphia,  Pa.,  October  10,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mrs.  Anna  Schneider,  4701  Worth  Street,  Philadel- 
phia, Pa. 
Seltzer,  Henry  George,  storekeeper,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  July  24,  1918. 

Died:  Hartford,  Conn.,  October  20,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Lena  Seltzer,  54  Winthrop  Street,  Hartford,  Conn. 
Seversen,  Segur  D.,  musician,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Boston,  Mass.,  June  4,  1917. 

Died :  Camp  Hingham,  Hingham,  Mass.,  September  24,  1917. 

Cause :  Struck  by  train. 

Next  of  kin :  Mother,  Karen  Seversen,  39  D  Street,  Lowell,  Mass. 
Small,  Kleon  Flynt,  yeoman,  third  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  August  3,  1918. 

Died:  City  hospital,  Providence,  R.  I.,  September  27,  1918. 

Cause :  Acute  degeneration  of  the  anterior  horns  of  the  spinal  cord. 

Next  of  kin :  Mother,  Alfa  Small,  82  Doyle  Avenue,  Providence,  R.  I. 
Smith,  Corwin,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  October  1,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  7,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Hinckley  Smith,  207  Eaton  Road,  Hamilton,  Ohio. 
Stark,  Howard  Delbert,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Detroit,  Mich.,  June  20,  1918. 

Died :  Naval  Training  Station,  Great  Lakes,  111.,  July  15,  1918. 

Cause :  Valvular  heart  disease. 

Next  of  kin :  Mother,  Julia  Yerbury,  3466  Eighteenth   Street,   San  Fran- 
cisco, Calif. 
Stovall,   Lucius   Bryant,   apprentice   seaman,   United    States   Naval   Reserve 
Force. 

Enrolled:  Dallas,  Tex.,  April  29,  1918. 

Died :  Streetman,  Tex.,  May  17,  1918. 

Cause:  Congestion  of  brain. 

Next  of  kin :  Mother,  Ida  C.  Stovall,  R.  F.  D.  No.  2,  Streetman,  Tex. 
Sullivan,  John  Humphrey,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  August  8,  1918. 

Died:  At  home,  47  King  Street,  Dorchester,  Mass.,  October  9,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Daniel  Eugene  Sullivan,  47  King  Street,  Dorchester. 
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Vandenbrook,  Newton  McCoy,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Nashville,  Tenn.,  July  8,  1918. 

Died :  Nashville,  Tenn.,  July  9,  1918. 

Cause:  Killed  in  collision. 

Next  of  kin :  Mother,  Irene  McCoy  Vandenbrook,  366  North  Liberty  Street, 
Jackson,  Tenn. 
Van  Vakenburgh,  Henrietta,  yeoman,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Albany,  N.  Y.,  May  4,  1918. 

Died:  At  home,  91  Lancaster  Street,  Albany,  N.  Y.,  October  17,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Mary  Kalica,  131  Sheridan  Avenue,  Albany,  N.  Y. 
Wagnon,  Cyrus  Buel,  landsman  for  electrician  (R),  United  States  Naval  Re- 
serve Force. 

Enrolled:  El  Paso,  Tex.,  May  7,  1918. 

Died :  Douglas,  Ariz.,  May  31,  1918. 

Cause :  Pneumonia. 

Next  of  Kin :  Father,  Mr.  Robert  McL.  Wagnon,  general  delivery,  May, 
Tex. 
Waud,  Arnold  Peter,  machinist's  mate,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Brooklyn,  N.  Y.,  August  2,  1918. 

Died:  At  home,  675  Fifth  Avenue,  Brooklyn,  N.  Y.,  September  30,  1918. 

Cause :  Pulmonary  edema,  acute. 

Next  of  kin:  Wife,  Minnie  C.  Ward,  675  Fifth  Avenue,  Brooklyn,  N.  Y. 
Welch,  Alfred,  landsman  for  machinist's  mate  (A),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Boston,  Mass.,  July  1,  1918. 

Died :  City  Hospital,  Holyoke,  Mass.,  September  28,  1918. 

Cause :  Influenza  with  broncho-pneumonia. 

Next  of  kin :  Father,  Thomas  Welch,  915  Hampden  Street,  Holyoke,  Mass. 
Wilson,  John  Francis,  fireman,  first  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Philadelphia,  Pa.,  July  1,  1918. 

Died :  Philadelphia,  Pa.,  October  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Emma  Geochler  Wilson,  1413  Florida  Avenue  NW., 
Washington,  D.  C. 
Woodruff,  John  Thomas,  mess  attendant,  first  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Norfolk,  Va.,  March  6,  1917. 

Died:  Knickerbocher  Hospital,  New  York,  N.  Y.,  July  20,  1917. 

Cause :  Undetermined. 

Next  of  kin :  Wife,  Mrs.  Hattie  Woodruff,  502  Walker  Avenue,  Norfolk,  Va. 

o 


